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fNDLANA  STATE  UBRARY 


JOURNAIi 

OF  THE 

HOUSE  OF  REPRESENTATYES^ 

AT  THE  TWENTIETH  SESSION 

OF  THE 

GENERAL  ASSEiMBLY  OF  THE  STATE  OF  INDIANA, 

Begun  and  held  at  the  Capitol, »'"  *^o  Tuwn  of  Indiannpolis,  on  Monday 
the  seventh  day  of  December^  in  the  year  of  our  Lord  one  thousand 
eight  hundred  and  thirty-Jive^  being  the  day  appointed  by  Law  for  the 
meeting  of  the  General  Assembly. 


The  following  members  of  the  House  of  Representatives  appeared 
and  took  their  seats,  to-wit: 

From  the  county  of  Wayne — JMartin  M.  Ray,  Joseph  Curtis,  Richard 
J.  Hubbard,  and  Daniel  Clark. 

From  the  county  of  Deaiborn — Henry  Walker,  Thomas  Howard,  and 
Milton  Gregg. 

From  the  county  of  Washington — Marston  G.  Clark  and  Robert 
Strain. 

From  the  county  of  Orange — Joel  Vandeveerand  John  Murray. 

From  the  county  of  Lawrence — Richard  W.  Thompson  and  Noah 
Boone. 

From  the  county  of  Jefferson — Milton  Stanp  and  John  Chambers. 

From  the  county  of  Rush — Mariniis  VVillett  and  Alfred  Posey. 

From  the  county  of  Harrison — George  P.  R.  Wilson  and  John  Zenor. 

From  the  county  of  Putnam — John  C.  Chiles  and  Daniel  Harrow. 

From  the  county  of  Fountain — Thomas  J.  Evans  and  William  Tern- 
plefon. 

From  the  county  of  Tippecanoe — Thomas  B.  Brown  and  James  Davis^ 

From  the  county  of  Franklin — John  M.  Johnston  and  Enoch  Mc' 
Carty. 

From  the  county  of  Fayette — Caleb  B.  Smith  and  Phillip  Mason. 

From  ike  countv  of  Union— William  H.  Bennett  and  William  Watt 


From  the  county  of  C/arA:— William  G.   Armstrong  and  John  C, 
Huckleberry. 

Fnnn  the  county  of  Posey — Jesse  R.  Craig. 

Ff.m  the  county  of  Gibson — Smith  Miller. 

From  ihetouutii  of  Crcrufurd — Joseph  N.  ihelps. 

From  the  county  if  Greene — Joseph  P.  Storm. 

From  the  county  of  Owen — George  W.  Moore. 

Fri,m  the  county  of  Monroe — Paris  C.  Dunning. 

From  the  county  of  SuUivan — Selh  Cushman. 

From  the  county  if  Warren — James  II.  Buell. 

From  the  county  of  ScLit:erlcmd— Joseph  C.  Eggleston, 

From  the  county  of  Ripley — Thomas  Smith. 

From  the  county  of  Jcnnings~3ohn  A^uvter. 

From  the  county  of  Scott — Jesse  Jackson. 

From  the  county  of  Floyd— 3nme$  Collins  and  Shepherd  Whitman^ 

From  the  county  of  Cloy — Daniel  Harris. 

From  the  county  of  Johnson — John  S.  Thompson, 

From  the  county  of  Morgan — AVilliam  H.  Craig. 

From  the  county  of  Hendricks — Christian  C.  Nave, 

Fro)n  the  county  of  Shelby — J«hn  Walker. 

From  the  counlj/  of  Decatur — Samuel  Bryan. 

From  the  county  of  Henry — David  M.Tcoy. 

Fi-om  the  county  of  Marion — Austin  W.  Morris. 

From  the  comity  of  Randolph — William  Edv,ards. 

From  the  counties  of  Delcncare  and  Grant — David  Kilgorc 

From  the  county  of  Bartholomew — Thomas  G.  Lee. 

From  the  county  of  Vigo — Elisha  M.  liunlinglon. 

From  the  county  of  Jackson — John  F.  Carr. 

From  the  counties  of  Vanderburgh   and   Warrick — Christian   C-  Gra- 
ham. 

From  the  counties  of  Perry  and  Spencer — Mason  J.  Howell. 

From  the  cwnties  of  Pike  and  Dubois — Benjamin  Edmonston, 

From  the  county  of  Knox — John  Myers  and  Robert  N.  Carnan» 

From  the  counties  of  D-rjicss  and  Martin — liCwis  Jones. 

Fro7n  the  counties  of  Montgomery   and    Clinton — Henry  Ristine  and 
Henry  Lee. 

F  am  the  counties  rf  Carroll^  Cass^  White,  and  Miami — Gillis  McBean. 

From  the  counties  of  llaniilton  aad  Bonne  and  all  the  country  north  to 
the  Great  Miami  reservation — Robert  L.  Hannaman. 

From  the  counties  of  Madison  and  Hancock — Leonard  Bardwell. 

From  the  counties  of  Allen  and  Huntington,  and  the  territory  attached  tv 
the  said,  several  counties  fir  judicial  purposes — Lewis  G.  Thompson. 

From  the  ronnlies  of  Elkhart  and  Lagrange^  and  the  Territory  attached 
— Ebencz-er  M.  Chamberlain. 

From  tlie  counties  of  St.  Joseph  and  Laporte,  and  the  Territory  attached — 
Jonathan  A.  Lislon. 

From  the  county  of  Vermillion — Stephen  B.  Gardner. 

from  the  county  of  Parke — George  K.  Steele, 

Who  presented   their  credentials,  and  were  sworn  into  office  by  the 


Honorable  Isaac  Blackford,  one  of  the  Judges  of  the  Supreme  Couri 
of  this  state. 

The  House  then  proceeded  to  the  election  of  a  Speaker,  Messrs. 
Vandeveer  and  Listen  acting  as  tellers,  and  on  counting  the  first  bal- 
lot, it  appeared  that  Caleb  B.  Sn:iith  had  39  votes,  Milton  Stapp  33 
votes,  scattering  4  votes. 

Caleb  B.  Smith  having  received  a  majority  of  all  the  votes  given, 
was  declared  duly  elected  Speaker,  and  was  conducted  to  the  Chair 
by  Messrs.  Ray  and  Davis,  whence  he  made  his  acknowledgements 
to  the  House. 

Mr.  Vandeveer  moved  that  the  House  now  proceed  to  the  election 
of  principal  Clerk;  whereupon, 

Mr.  Willett  moved  to  amend  said  motion  by  substituting  the  fol- 
lowing: 

^•Resolved,  That  this  House  proceed  to  the  election  of  a  Clerk  who 
shall  be  solely  responsible  for  the  performance  of  all  the  duties  of  his 
station,  with  authority  to  employ  such  assistance  as  may  be  necessary, 
the  Legislature  to  provide  for  the  expense. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Clark  of  Washington,  Eggleston,  Posey,  and  V/illett — 4 

And  those  zvho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Brown,  Bryan,  Buell, 
Carnan,  Carr,  Chamberlain,  Chambers,  Chiles,  Clark  of  Wayne,  Col- 
lins, Craig  of  M.,  Craig  of  P.,  Curtis,  Cushman,Davis.jDunning,  Edmon° 
Eton,  Edwards,  Evans,  Gardner,  Graham,  Gregg,  Hannaman,  Harrow, 
Harris,  Howard,  Howell,  Hubbard,  Huckleberry,  Huntington,  Jackson, 
Johnston,  Jones,  Kilgore,  Lee  of  B.,  LeeofM.  &  C,  Liston,  Macey, 
Mason,  McBean,  McCarty,  Miller,  Moore,  Morris,  Murray,  Myer?, 
Nave,  Phelps,  Posey, Ray,  Ristine,  Smith, Stapp,  Steele, Storm,  Strain, 
Templeton,  Thompson  of  A..  Tompson  of  J.,  Thompson,  of  L.,  Van- 
deveer, Vawter,  Walker  of  D.,  Walker  of  S.,  Watt.  Whitman,  Wil- 
lett, Wilson,  Zenor,  and  Smith,  Speaker — 72. 

So  said  amendment  was  not  adopted. 

The  question  then  recurring  on  the  motion  of  Mr.  Vandeveer,  was 
carried  in  the  affirmative',   whereupon. 

The  House  proceeded  to  the  election  of  a  principal  Clerk,  Messrs. 
Vandeveer  and  Evans  acting  as  tellers. 

And  upon  taking  the  first  ballot,  it  appeared  that  Henry  P.  Thornton 
was  duly  elected,  havmg  received  69  votes,  scattering  7  votes,  was 
sworn  into  office  by  the  Honorable  Isaac  Blackford,  and  entered  upon 
the  discharge  of  his  duties. 

On  motion  of  Mr.  Davis,  the  Honse  proceeded  to  the  election  of  an 
assistant  Clerk,  Messrs.  Davis  and  Kilgore  acting  as  tellerrs. 

And  on  coantiag  the  first  ballot,  it  appeared  that  Jehu  T.  Elliott  had 


forty  rotes,  James  M.  Stagg  thirty  three  votes,  scattering  three  votC!f<r 
Jehu  T.  Elliott  having  received  a  majority  of  the  whole  number  of 

rotes  given,  was  derlared  duly  elected,  was  sworn  into  office  by  the 

Honorable   Isaac  Blackford,  and  entered  upon  the  discharge  of  his 

duties. 

On  motion  of  Mr.  Bennett,  the  House  proceed  to  the  election  of  an 

enrolling  Clerk,  Messrs.  Bennett  and  Dunning  acting  as  tellers. 

On  the  first  ballot, 

Abner  M.  Bradberry  received  23  vote?, 
Samuel  J.  Stewart  received  29  votes, 
George  A.  Hanncgan  received  24  votes. 

No  person  having  received  a  mnjcrity  of  the  votes  given,  theHous2 
proceeded  to  a  second  balloting,  wh.r^n  it  appeared  that 

Abner  M.  Bradberry  received  20  votes, 
Samuel  J.  Stewart  33  votes, 
George  A.  Hannegan  23  votes. 

No  person  having  received  a  majority  of  all  the  votes,  the  House 
then  proceeded  to  a  third  balloting,  when  it  appeared  that 

Samuel  J.  Stewart  received  50  voles, 
George  A.  Hannegan  26  votes. 

Samuel  J.  Stewart  having  received  a  majority  of  all  the  votes  given,, 
was  declared  duly  elected,  was  sworn  into  office  by  the  Hon.  Isaac 
Blackford,  and  entered  upon  the  discharge  of  his  duties. 

And  on  motion  of  Mr.  Vawter, 

The  House  adjourned. 

2  o'clock,  P.  M. 

The  House  met  pursuant  to  adjournment. 

Mr.  Ki.gorc  moved  the  adoption  of  the  following  resolulion: 

ResohctU  Tliat  this  House  elect  a  Sergeant  at  arms,  who  shall  have 
power  to  appoint  an  assistant  or  assistants,  lo  aid  in  preserving  order 
in  the  lobbies  and  gallarios,  and  in  all  things  to  discharge  ihe  duties 
heretofore  performed  by  the  Door-keeper  and  assistants.  The  pay  of 
all  of  whom  shall  be  provided  for  by  Law. 

]Mr.  Evans  moved  to  amend  snid  resolution  by  striking  out  so  much 
thereof  as  authorizes  the  Sergeant  at  arms  to  perform  the  duties  of 
Door-keeper,  whereupon 

Mr.  Kilgore  withdrew  the  same. 
On  motion  of  Mr.  Macey, 

The  House  proceeded  to  the  election  of  a  door-keeper,  Messrs.  Ma. 
cey  and  Thompson  acting  as  tellers. 

On  the  third  ballot  James  Fisler  having  received  a  majority  of  all 
the  votes,  was  declared  duly  elected,  was  sworn  into  otiice  by  the  Hon. 
Isaac  Blackford  and  entered  upon  the  discharge  of  his  duties. 


A  message  from  the  Senate  by  Mr.  Morrison,  their  principal  Secre- 
-tary. 

Mr,  Speaker — 

lam  direcledby  the  Senate  to  inform  the  House  of  Representatives 
that  the  Senate  have  assembled,  formed  a  quorum,  elected  James  Mor- 
rison Secretary,  William  C.  Foster  assistant  Secretary,  Hudson  Parke 
enrolling  Secretary,  William  S.  Lamb  Sergeant  at  arms,  and  Oliver 
Morse  doorkeer,  and  that  they  are  ready  to  proceed  to  legislative 
business. 

The  Senate  have  adopted  on  their  part  the  joint  rules'which  were  in 
force  for  the  Government  of  the  last  General  Assembly,  as  the  rules  of 
joint  action  during  the  present  session,  to  which  the  concurrence  of  the 
House  of  Representatives  is  renuested. 

Whereupon,  on  motion  of  Mr.  Willett, 

So  much  of  said  message  as  relates  to  the  adoption  of  the  joint  rules 
was  laid  on  the  table. 

Mr.  Evans  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  this  House  now  proceed  to  the  election  of  Sergeant 
at  arms. 

W^hich,  on  motion  of  Mr.  Vawter,  was  laid  on  the  table. 

Mr.  Huckleberry  moved  the  adoption  of  tlie  following  resolution: 

Hesohed,  That  the  Clerk  of  this  House  inform  the  Senate  that  the 
House  of  Representatives  have  convened,  formed  a  quorum,  elected 
Caleb  B.  Smith  Speaker,  Henry  P.  Thornton  principal  Clerk,  J.  T. 
Elliott  assistant  Clerk,  and  Jamec  Fisler  door-keeper,  and  are  now 
ready  to  proceed  to  legislative  business. 

Mr.  Willett  moved  to  amend  said  resolution,  by  substituting  in  lieu 
of  the  Clerk  of  this  House, a  committee  of  three  members; 

Which  motion  was  not  adopted. 

And  the  question  recurring  on  the  adoption  of  the  resolution,  was 
decided  in  the  aflBrmative. 

Mr.  Kilgore  moved  the  adoption  of  the  lollowing  resolution: 

Resolved^  That  a  select  committee  be  appointed  to  draft  and  report 
to  this  House,  standing  rules  and  orders  lor  their  government  during 
the  present  session,  and  that  in  the  mean  time,  the  rules  adopted  at  the 
last  session  for  its  government,  be  recognized  as  the  rule  of  action  in  this 
House. 

And  on  the  question,  shall  said  resolution  be  adopted. 

It  was  decided  in  the  negative. 

Mr.  Vawter  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  rules  and  joint  rules  adopted  at  the  last  session 
of  the  General  Assembly,  by  the  House  of  Representatives,  for  their 
government  be,  and  the  same  are  hereby  adopteJ,  for  the  government  of 
the  House  of  Representatives  during  the  present  session,  and  that  the 
Senate  be  informed  that  we  reciprocate  the  resolution  of  (he  Senate, 
adopting  the  rules  and  joint  rules  of  the  last  session.  ' 

Which  was  read,  whereupon,  Mr.  Stapp  moved  to  except  the  24th 


section  of  the  printed  rules,  and  insert  in  lieu  thereof  the  following: 

The  previous  question  shall  be  in  this  form,  "shall  the  main  question 
be  now  put,"  and  shall  only  be  admitted  when  demanded  by  a  majority 
of  the  House,  and  until  it  is  decided,  shall  preclude  all  amendment 
and  futher  debate  of  the  main  question. 

Which  said  resolution  together  with  the  amendment, 

On  motion  of  Mr.  Huntington,  were  laid  on  the  table. 

Mr.  Vandeveer  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  door-keeper  of  this  House  be  instructed  to  con- 
tract with  the  editors  of  the  Journal,  Democrat,  and  Aurora,  to  furnish 
for  distribution,  at  the  expense  of  the  State,  five  of  their  respective 
papers  to  each  member  and  officer  of  this  House  as  they  are  published 
during  the  session,  to  be  delivered  at  their  rooms  respectively. 

Mr.  Davis  moved  to  amend  said  resolution  by  striking  out  "five"  and 
inserting  in  lieu  thereof  "seven," 

Mr.  Stapp  moved  a  division  of  said  question;  and  the  question  of 
striking  out  being  put,  was  decided  in  the  negative. 

Mr.  Armstrong  then  moved  a  reconsideration  of  said  question  of 
striking  out,  which  was  decided  in  the  negative. 

And  the  question  recurring  on  the  adoption  of  the  resolution,  it  pas- 
sed in  the  aftirmotive. 

On  motion  of  Mr,  Thompson  of  L., 

Resolved.  That  Douglass  and  Noel,  Bolton  &  Emmons,  M.  M.  Hen- 
kle,  Thomas  Dowling,  editors  of  the  Journal,  Democrat,  Aurora,  and 
Wabash  Courier,  together  with  the  editors  of  any  other  public  news- 
paper, who  may  apply  for  that  purpose,  be  admitted  within  the  bar 
during  the  present  session, as  reporters  of  the  proceedings  of  this  House, 
and  that  seats  shnll  be  assigned  ibem  by  the  Speaker  accordingly. 

On  motion  of  Mr.  Macey, 

The  House  then  adjourned  until  to.morrow  morning. 


TUESDAY  MORNING,  Dec.  8, 1835, 

The  House  met  pursuant  to  adjournment. 

Mr.  Willett  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  several  Clergymen  in  the  town  of  Indianapolis 
having  charge  of  religious  congregations,  be  requested  to  furnish  one  of 
their  number  to  attend  with  the  Speaker  each  morning  and  open  this 
House  with  prayer. 

Mr.  Dunning  moved  to  amend  said  resolution  by  striking  it  out  from 
its  resolving  clause  and  insert  in  lieu  thereof  the  following: 

That  a  committee  of  one  bs  appointed  on  the  part  of  this  House,  to 
act  with  a  similar  committee  to  Reappointed  by  the  Senate,  to  wait  on 
the  Rev.  John  C.  Smith  and  request  him  to  attend  in  the  representa- 
tives Hall,  instanttu  to  open  the  present  session  of  the  General  Assembly 


by  solemn  prayer,  and  that  the  Senate  be  requested  to  reciprocate  this 
resolution,  and  that  seats  be  provided  for  them  on  the  right  of  the 
Speaker's  Chair. 

Mr.  Clark  of  Washington  moved  to  indefinitely  postpone  the  fur^ 
ther  consideration  of  said  resolution. 

Whereupon,  Mr.  Vawter  moved  to  lay  said  resolution  on  the  table. 
Mr.  Willett  then  withdrew  the  same. 

Mr.  Dunning  moved  the  adoption  of  the  following  resolution: 
Resolved,  That  a  committee  of  one  be  appointed  on  the  pHrt  of  this 
House,  to  act  with  a  similar  com.mittee  to  be  appointed  by  the  Senate, 
to  wait  on  the  Rev.  John  C.  Smith  and  request  him  to  attend  in  the 
Representatives'  liii\\,inst07iter,  to  open  the  present  session  of  the  Gene- 
ral Assembly  by  solemn  prayer,  and  that  the  Senate  be  requested  to 
reciprocate  this  resoKition,  and  that  seats  be  provided  for  them  on  the 
right  of  the  Speaker's  Chair. 

Mr.  Willett  moved  toaiT.end  said  resolution,  by  striking  it^oat  from 
its  resolving  clause  and,  insert  in  lieu  thereof  the  following: 

That  the  several  Clergymen  in  the  town  of  ]ndifuia|jolis,  having 
charge  of  religious  congregations  be  requested  to  furnish  one  of  their 
number  to  attend  with  the  Speaker,  each  morning,  and  open  this 
Housg  with  prayer. 

And  the  question  then  being  put  on  the  amendment,  vras  decided  in 
the  negative. 

And  the  question  then  recurring  on  the  original  resolution,  was  de- 
cided in  the  affirmative. 

On  motion  of  Mr.  Craig  of  P., 
Resolved,  That  the    Secretary'  of  State  be  requested  to  furish  each 
member  of  this  House  with  a  copy  of  the  Journals  of  last  session,  local 
and  general  acts,  revised  code,  and  a  copy  of  the  militia  law. 
On  motion  of  JMr.  Huntmgton, 
The  resolution  laid  on  the  tabic  yesterday,  relating  to  the  rules  and 
joint  rules  of  this  House,  was  taken  up  and  referred  to  a  select  com- 
mittee of  Messrs.   Huntington,  Stapp,  Kilgore,  and  Clark  of  Wash- 
ington. 

On  motion  of  Mr.  Thompson  of  L., 
Resolved,  That  a  committee  of  two  on  the  part  of  this  House,  be  ap- 
pointed to  act  with  a  similar  committee,  to  be   appointed  on  the  part 
of  the  Senate,  to  wait  on  His  Excellecy  the  Governor,  and  inform  him 
that  the  two  Houses  of  the  General  Assembly  have  convened,  elected 
their  officers,  and  are  ready  to  receive  any  communication  he  may  be 
pleased  to  make  to  them,  and  to  ascertain  of  him  at  what  time  he  will 
make  such  communication. 
Whereupon, 
The  Speaker  appointed  Messrs.  Thompson  of  L.  and  Morris  that 
committee. 

On  motion  of  Mr.  Evans, 
The  resolution  relating  to  the  election  of  a  Sergeant  at  arms  for  this 
House,  laid  on  the  table  on  yesterday,  was  taken  up  and  adopted;  and 
Thereupon, 
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The  House  proceeded  to  the  election  of  a  Sergeant  at  arroa,  Mesaw, 
Ey^ns  and  Vawter  acting  as  tellers. 

And  on  counting  the  first  ballot,  it  appeared  that 

Marks  Crume  received  25  votes, 
Levi  P.  Lockhart  received  13  votes, 
John  Hargrove        "  15  votes, 

McRae  "  5  votes, 

Albertson  "  5  votes, 

Hall  "  5  votes. 

Scattering  "  8  votes. 

No  person  having  received  a  majority  of  all  the  votes,  the  Hpusf 
proceeded  to  a  second  balloting,  when  it  appeared  that 

Marks  Crume  had  24  votes, 
Levi  P.  Lockhart  had  19  votes, 
John  Hargrove  had  28  votes, 
Scattering  5  votes. 

No  person  having  a  majority  of  all  the  votes  givep,  the  House.  prOf 
ceeded  to  a  third  balloting,  when  it  appeared  that 

John  Hargrove  had  40  votes, 
Marks  Crume  had  24  votes, 
Levi  P.  Lockhart  had  12  votes. 

John  Hargrove  having  received  a  majority  of  all  the  votes  given, 
was  declared  duly  elected,  was  sworn  into  office  and  entered  upon  the 
discharge  of  his  duties. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

I  am  directed  by  the  Senate  to  inform  the  House  of  Representatives, 
that  the  Senate  have  reciprocated  Ihe  resolution  of  the  House,  appoint- 
ing a  committee  to  wait  on  the  Rev.  John  C.  Smith,  to  request  him  to 
attend  in  the  Representatives'  Hall  inslayiter,  to  open  the  present  ses- 
sion ofthc  General  Assembly  by  prayer;  and  have  appointed  Mr.  Plum- 
mer  a  committee  for  that  purpose,  on  the  part  of  the  Senate. 

The  Senate  have  also  reciprocated  the  resolution  of  this  House,ap<- 
pointing  a  committee  to  wail  on  His  Excellency  the  Governor,  and  in- 
form him  that  the  two  Houses  of  the  General  Assembly  have  conven- 
ed, elected  their  officers,  and  are  ready  to  receive  any  communication 
be  may  be  pleased  to  make  to  them,  and  ascertain  from  him  at  what 
time  he  will  make  the  communication,  and  that  Messrs.  Sigler  and. 
Peyne,  are  appointed  a  committee  on  (he  partof  the  Sepate, 

On  motion  of  Mr.  Brown, 

lUsolvedy  That  this  House,  with  the  concurrence  of  the  Seo  atewili 
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proceed  to  the  election  of  President  Judges  and  Proeecuting  Attor- 
neys, at  10  o'clock  A.  M.  on  Thursday  next,  and  that  the  Senate  be 
informed  of  the  adoption  of  this  resolution,  and  a  concurrence  on  their 
part  be  requested. 

On  Motion  of  Mr.  Morris, 

Resolvedf  That  the  Commissioners  of  the  Stale  House,  procure  ai 
loon  as  practicable,  a  sufficient  number  of  settees  to  extend  around  this 
Hall;  also  a  sufficient  number  of  chairs,  tables,  and  water  stands  for 
the  committee  rooms. 

And  on  motion,  the  House  adjourned. 

2  o'clock  P.  M, 

The  House  met  pursuant  lo  adjournment. 

Mr.  Dunning  from  the  joint  committee  appointed  to  wait  on  th6  Rev. 
John  C.  Smith,  and  request  him  to  open  the  present  session  of  the  Ge- 
neral Assembly,  by  solemn  prayer,  reported  that  they  had  discharged 
that  duty,  and  that  the  Rev.  John  C.  Smith,  would  attend  instanter  for 
that  purpose,  in  the  Representatives'  Hall. 

On  motion  of  Mr.  Johnston, 

Resolved,  That  the  Senate  be  invited  to  attend  instanter,  in  the  Re- 
presentatives' Hall,  for  the  purpose  of  attending  Divine  Service,  and 
that  seats  be  provided  for  them  on  the  right  of  the  Speaker's  chaiir. 

The  Senate  then  came  into  the  Hall,  and  took  their  seats  on  the  right 
of  the  Speaker's  chair — the  President  of  Snale  on  the  right  of  the 
Speaker;  when 

The  Rev.  Mr.  Smith  came  in,  attended  by  the  joint  committee,  ap. 
pointed  for  that  purpose,  and  addressed  the  Throne  of  Grace  with  8oI» 
emn  prayer. 

Mr.  Thompson  of  L.  made  the  following  report: 

Mr.  Speaker — 

The  joint  committee  of  the  Senate  and  House  of  Representatives, 
appointed  to  wait  on  His  Excellency,  the  Governor,  and  inform  him  of 
the  organization  of  both  houses  of  the  General  Assembly,have  discharg- 
ed the  duty  assigned  them,  and  have  received  from  him  information 
that  he  will  meet  both  houses  in  the  hall  of  the  House  of  Representa- 
tives, at  3  o'clock  P.  M.,  on  this  day,  aud  make  his  annual  communica- 
tion by  his  Private  Secretary. 

On  motion  of  Mr.  Huntington, 

Resolved,  That  the  lobby  in  rear  of  the  Speaker's  chair,  be  reserved 
exclusively  for  the  use  of  the  members  and  officers  of  this  house,  the 
members  and  officers  of  the  Senate,  the  officers  of  State,  and  the  judg- 
es of  the  Supreme  and  Circuit  Courts,  and  that  it  be  the  duty  of  the 
Sergeant-at-Arms,  and  Door-keeper,  to  see  that  the  provision  of  this 
resolution  be  observed. 

Resolved  further,  That  the  Commissionors  of  the  State  House  pro- 
cure, if  possible,  the  necessary  quantity  of  cheap,  commoo  carpeting, 
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to  cover  the  floors  of  the  lobbies,  and  to  have  the  same  put  down  at 
the  first  convenient  opportunity. 

The  Speaker  laid  before  the  House  the  following  commuDicatioD 
from  the  committee  of  the  State  Agricultural  Society. 

8th  December,  1835. 
Hon.  C.  B.  Smith, 

Speaker  of  the  House  of  Representatives : 

Sir — 

In  behalf  of  the  State  Board  of  Agriculture  of  Indiana,  we  respect- 
fully solicit  the  use  of  the  Hall  of  the  House  of  Representatives  on 
Monday  evening  next,  (the  14th  instant,  for  the  first  annual  meeting 
of  the  State  Agricultural  Society,  provided  for  by  "an  act  for  the  en- 
couragement of  agriculture,"  approved  Feb.  7,  1835;  and  also  respect- 
fully solicit  the  attendance  and  co-operation  of  tha  members  of  this 
House,  in  the  deliberations  of  the  meeting. 
We  have  the  honor  to  be, 

Yery  respectfully  &c., 

yu  M.  HENKLE,)  ^ 
JOHN  OWEN,     I  ^'^^^^^'^^ 
Whereupon; 
On  motion,  leave  was  granted  said  society,  and 
On  motion,  the   Speaker  appointed  Messrs.  Thompson  of  L.  and 
Evans,  a  select  committee,  to  wait  on  the  committee  of  the  State  Ag- 
ricultural Society,  and  inform  them  thereof. 
On  motion  of  Mr.  Vawter, 
Resolved,  That  the  Senate  be  invited  to  attend  instanter  in  the  Hal! 
of  the  House  of  Ilepresentatives,  for  the  purpose  of  hearing  the  mes- 
sage of  His  Excellency  the  Governor,  delivered  to  both  houses  of  thig 
General  Assembly,  and  that  seats  will  be  provided  for  them  on  the 
right  of  the  Speaker's  chair. 

Thr^  Senate  then  came  into  the  HmH  and  took  their  seats  on  the 
right  of  the  Speaker's  chair — the  President  of  the  Senate,  on  the  right 
of  the  Speaker. 

His  Excellency  then  came  in,  attended  by  the  joint  committee  ap. 
pointed  for  that  purpose,  and  in  presence  of  both  houses,  by  Mr„ 
Ketcham  his  Private  Secretary,  delivered  the  following  message: 

Gentlemen  of  the  Senate,  and 

OF  THE  House  of  Representatives: 
The  duties  pertaioing  to  the  Legislative  branch  of  the  Govern- 
ment have  asain  called  us  together,  and  whilst  giving  you  "informa- 
lion  of  the  atftirs  of  State,  and  recommending  to  your  consideration 
£uch  mensures  as  sliall  be  deemed  expediei-l,"  it  is  a  source  of  gratifica- 
tion to  say,  that  the  return  of  the  time  for  our  meeting  has  brought  but 
little  to  deplore.  The  seasons,  if  not  in  their  usual  profusion,  have 
yielded  a  sutficiency  of  the  solid  comforts  of  life.  In  the  unprecedent- 
ed acquisition  to  our  population,  with  its  consequent  increase  of 
wealth;  in  the  enhanced  value  and  demand  for  real  estate;  the  ample 
reward  of  labor;  the  liberal  compensation  for  the  products  of  the  soil. 
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and  the  busile  and  activity  to  be  seen  all  around  us,  we  perceive  evi- 
dences of  prosperity  seldom  before  enjoyed.  And,  whilst  in  other 
portions  of  the  Union,  scenos  of  irreverence  lor  public  law  and  good 
order,  highly  discreditable  to  our  national  character,  have  been  exhi- 
bited, the  citizens  of  this  state  have  maintained  their  uniform  re?pect 
for  the  authority  of  the  laws  -vvhich  prelect  the  life,  liberty,  and  pro- 
perty of  each.  For  these,  and  many  otiier  favors  attendant  upon  our 
onward  course,  we  are  indebted  to  a  kind  and  overruling  Providence. 

This  is  your  first  session  in  tlie  new  capitol,  and  from  a  conviclioo 
that  the  occasion  will  not  fail  to  inspire  feelings  of  exultation  with  you, 
I  will  not  wiihhold,  on  my  part,  the  offering  of  a  hearty  welcome  and 
congratulation.  It  is  an  edifice  worthy  of  the  slate,  and  being  dedi- 
cated to  the  public  interests,  within  these  walls  the  representatives  of 
the  people  will  annually  assemble  to  perform  some  of  the  most  impor- 
tant duties  ever  delegated  to  man.  The  people,  through  their  repre- 
BentativeS'will  here  speak  their  wishes,  utter  their  complaints,  and  ob- 
tain remedies  for  their  wrong?.  And  it  should  be  the  constant  care  of 
all  who  fill  our  stations,  that  their  oflicial  acts,  in  spirit  and  precedent, 
shall  tend  to  the  perpetuation  of  our  liberties,  our  state  and  national 
institutions. 

In  the  return  of  the  assessments  under  our  present  system,  we  hare 
evidence  of  the  usual  increase,  and  an  assurance  that  the  revenue  will 
equal  the  ordinary  demands  upon  the  treasury.  The  payments  made 
from  several  sources,  have  enabled  the  treasurer  to  meet  all  demands 
without  resorting,  as  yet,  to  the  loan  of  the  small  sura  authorized  for 
the  benefit  of  the  Stale  house. 

TiiC  aggregate  receipt?,  since  the  last  report,  amount  to  ^107,7 14  63, 
and  the  payments  towards  the  buildingof  the  capitoi,  and  for  all  other 
purposes  for  the  same  period  amount  to  3103,901  43,  which,  with  the 
balance  reported  in  the  hands  of  the  treasurer,  at  the  clo?e  of  the  last 
year,  leaves  in  his  hands  an  unexpended  br.lance  of  ^"6,137  34.  The 
annual  report  ol  the  Auditor  and  Treasurer  v.ill  be  made. 

The  operations  on  the  line  of  the  Wabash  and  Erie  canal,  have  been 
conducted,  the  past  season,  with  energy  and  great  success.  The  mid- 
dle division,  extending  from  the  St.  Joseph  Dam  to  the  Forks  of  the 
Wabash,  about  thirty-two  miles,  has  been  completed  for  about  ^232  - 
000,  including  all  repnirs  to  this  time,  being  someliiing  less  than  the  es- 
timated cost  by  Mr.  Ridgeway.  Upon  this  portion  of  the  line,  the 
navigation  was  opened  on  the  4th  day  of  July,  on  which  dsy  our  citi- 
zens, in  assembled  thousands,  uiineised  the  waters  of  the  St.  Joseph 
mingling  with  those  of  the  Wabash,  uniting  tlie  wafers  of  the  northern 
chain  of  Lakes  with  those  of  the  Gulf  of  Mexico  inlhcsouih.  On  this 
division  boats  have  been  running,  without  the  interruption  of  a  day, 
Bince  the  letting  in  of  the  water. 

The  line  ftom  Huniington  to  Lafountain's  creek  has  prc£jressed  with 
much  spirit,  and  with  the  exception  of  the  locks,  is  almost  complete. 
Thirty-five  sections  have  been  finished  and  accepted,  and  without  some 
preventing  cause  in  the  seasons  of  the  next  year,  its  navigation  will  be 
open  by  the  4th  day  of  July  next, 
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The  line  from  Lafountain's  creek  to  Georgetown,  about  tweni)r-tw» 
miles,  was  put  under  contract  in  the  month  of  September,  since  which 
most  of  the  sections  hv^ve  been  commenced. 

The  large  amount  of  additional  duty  imposed  on  the  board  and  en- 
gineers, by  the  law  providing  for  the  new  surveys,  made  the  past  sea- 
son, one  of  great  labor,  and  particularly  to  Mr.  Williams,  the  chief  en- 
gineer, whose  presence  was  needed  at  so  many  points  in  planning  and 
directing  the  field  service. 

Economy  and  public  policy  require  that  an  additional  portion  of  the 
line  from  Georgetown  to  Lafayette  should  be  placed  under  contract 
the  ensuing  year;  and  that  the  commissioners  shall  be  authorized  and 
directed  to  let  out  that  part  of  the  line  east  of  Fort  Wayne,  when  it 
shall  be  ascertained  that  Ohio  has  commenced  that  part  which  she  has 
undertaken  to  construct. 

Owing  to  the  great  demand  for  landed  property  to  supply  the  wants 
of  the  new  population  in  the  vicinity  of  the  canal,  the  sales  of  the  ca- 
nal lands  the  past  year  have  been  unusually  active.  The  sales  since 
the  last  report  of  the  commissioners  have  amounted  to  ^175,740  34. 
The  experience  wc  have  had  in  converting  those  lands  into  available 
means  and  the  rapid  rise  in  the  valueof  landsin  that  section  of  the  state, 
will  now  justify  the  assertion  that  the  unsold  lands  with  the  selections 
yet  to  be  made,  will  be  sufficient  to  complete  the  canal  to  its  original 
termination,  and  that  the  people  will  never  be  called  upon  to  pay  any 
portion  of  its  cost. 

Towards  the  close  of  last  session's  deliberations,  the  legislature  ap? 
pointed  Col.  O.  H.  Smith,  of  Fayette  county,  their  agent  to  visit  the 
seat  of  government  of  Ohio,  for  the  purpose  of  obtaining  from  the  le- 
gislature of  that  state,  then  in  session,  permission  to  construct  that  por- 
tion of  the  White-water  canal,  which,  pursuing  the  valley  of  that  riv- 
er, passes  a  short  distance  through  her  territory.  That  duty  was 
promptly  performed  by  Col.  Smith,  in  delivering  my  communication 
covering  the  Joint  Resolution  of  the  General  Assembly  to  Governor 
Lucas,  who  submitted  it  to  the  legislature  of  Ohio.  The  subject  was 
referred  to  a  committee,  which,  I  regret  to  say,  seemed  to  act  under 
the  impression  that  the  White-water  canal  would  be  a  rival  of  their  Mi- 
ami canal,  and  by  withholding  their  assent,  the  business  of  the  White- 
water country  would  be  forced  into  the  Miami  canal,  and  made  tribu- 
tary to  Ohio,  and  therefore  reported  unfavorably.  That  report,  how- 
ever, was  not  concurred  in,  and  it  is  believed,  that  at  the  ensuing  ses- 
sion of  the  legislature,  a  more  liberal  and  enlightened  policy  will  pre- 
vail, and  we  shall  obtain  the  desired  permission.  But,  if  contrary  to  all 
reasonable  and  just  expectations,  the  narrow  and  selfish  policy  recom- 
mended by  the  committee  at  their  last  session,  should  influence  the  sub- 
sequent action  of  the  state,  still  we  are  not  without  a  remedy,  as  from  a 
recent  examination,  by  Col.  Stansbury,  our  principal  Rail  Road  Engi- 
neer, it  is  ascertained  that  a  much  cheaper  and  shorter  communication 
can  be  opened  by  means  of  a  Rail  Road  commencing  at  or  near  Brook* 
ville,  and  connecting  with  the  Lawrenceburgh  and  Indianapolis  Rail 
way,  at  a  distance  of  ten  or  twelve  miles  from  the  river.    The  losa 
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of  time  and  trouble  consequent  upon  the  transshipment  from  the  one 
mode  of  conveyance  to  the  other,  would,  however,  render  the  continu- 
ation of  the  canal  to  the  Ohio  much  preferable.  The  communication 
of  Col.  Smith,  in  relation  to  the  subject,  is  herewith  laid  before  you. 

In  accordance  with  the  authority  granted  them  by  law,  the  Fund 
Commissioners  have  borrowed  for  canal  purposes,  at  an  interest  of  five 
per  cent,  the  sum  of  $605,257  dollars.  Upon  the  loan  made  early  in 
the  season,  they  received  a  premium  of  two  per  cent,  and  upon  those 
made  subsequently,  they  received  as  high  as  seven  per  cent,  premium, 
or  at  the  rates  of  one  hundred  and  seven  dollars  for  one  hundred  dol- 
lars of  our  bonds  at  five  per  cent,  interest. — They  have  also  borrowed 
the  further  sum  of  four  hundred  and  fifty  thousand  dollars,  the  bank 
capital,  at  five  per  cent,  interest,  for  which  they  receive  a  premium  of 
four  and  a  half,  and  five  dollars  on  the  hundred.  Their  report  will  be 
laid  before  you  in  proper  time. 

Of  the  three  per  cent,  fund  accruing  to  the  State  on  account  of  the 
sales  of  the  public  domain  at  the  United  Slates  land  offices,  the  re- 
ceipts at  the  treasury,  the  past  year,  amount  to  twenty-four  thousand 
three  hundred  and  ninety-eight  dollars,  leaving  the  sum  of  five  thou- 
sand and  five  dollars  to  be  supplied  from  future  receipts  to  satisfy  a 
balance  of  eighty-nine  dollars,  sixty-seven  cenls  due  to  each  county  un- 
der the  last  appropriations.  The  sales  at  the  United  States  land  offi- 
ces, within  this  state  during  the  past  year,  must  amount  to  one  and  a 
half  million  of  dollars;  consequently,  the  dividend  of  three  per  cent,  to 
be  received  by  the  State  the  ensuing  year,  and  probably  for  some  time 
afterwards,  will  be  larger  than  at  any  former  period. 

After  meeting  the  unsatisfied  claims  upon  this  fund,  it  is  for  the  Le- 
gislature to  say,  whether  it  will  be  advisable  to  anticipate  our  annual 
receipts  by  a  loan  for  the  purposes  heretofore  recommended,  or  make 
some  other  disposition  of  it.  In  its  application,  the  claims  of  the  new 
counties,  having  their  roads  yet  to  open,  should  not  be  overlooked. 

Among  the  other  sources  of  contribution  to  the  treasury,  the  past 
year,  the  saline  lands  have  produced  by  sales,  rents,  and  interest  on  un- 
paid enstalments,  the  sum  of  $4,636  55. 

The  newly  selected  Michigan  Road  lands  were  exposed  and  sold  at 
public  out-cry  in  the  month  of  September,  and  commanded  an  average 
price  of  four  dollars  and  seventeen  cents  per  acre,  amounting  to  $21,- 
304  27:  and  suhseqently,  the  private  entries  at  three  dollars  per  acre, 
amounted  to  $809  04.  Of  the  old  selections,  the  sales  since  the  last 
annual  report  of  the  commissioner,  brought  $10,917  00 — the  entire  re- 
ceipts for  the  year  amounting  to  $33,030  31.  These  sums  will  absorb 
every  claim  upon  the  fund,  leaving  an  unascertained  balance  of  from 
one  to  two  thousand  dollars  in  the  hands  of  the  commissioner,  which, 
with  the  proceeds  of  the  16,561  acres  remaining  unsold,  will  constitute 
the  means  applicable  to  future  improvements. 

That  great  thoroughfare — the  Michigan  Road — is  the  avenue 
through  which  we  receive  the  accessions  daily  made  to  our  population 
in  the  new  districts,  from  the  states  south  and  east  of  us;  their  constant 
use.  ol  it  in  the  green  state  of  the  improvements,  with  the  heavy  rains 


cf  the  season,  have  so  greatly  injured  the  road,  that  the  convenience 
and  interest  of  the  public  require  that  some  repairs  should  he  made. 
The  remaining  lands,  at  the  minimum  price  will  command  20,000,  and 
it  will  remain  for  jou  to  sny  whether  you  will  anticipate  their  proceeds, 
or  apply  other  means  in  maintaining  the  usefulness  of  the  road. 

The  commissioners  superintending  the  erection  of  the  state  house 
have  performed  the  various  duties  conlided  to  them,  it  is  believed,  tn 
such  a  manner  as  will  be  satisfactor}'.  In  the  changes  made,  thej 
have  aimed  at  permanency  and  durahiiiiy,  combining  a  just  taste  in  the 
style  and  the  finish.  On  account  of  the  unfinished  stafe  of  the  grading, 
and  the  daily  conveyance  of  materials  to  the  ground,  they  have  not  deem- 
ed it  advisable  or  safe  to  enclose  the  square.  The  want  of  further 
time  has  prevented  the  completion  of  the  interior  of  some  of  the  offi- 
ces of  the  building,  of  the  pavements  of  the  porticoes,  and  of  the  rail- 
ings to  be  built  on  the  outside  of  the  pillars  of  the  senate  chamber  and 
representative  hall,  separating  those  apartments  from  the  lobbies. 
The  report  of  the  commissioners  will  soon  be  submitted  for  your  exa= 
mination. 

The  appointment  of  a  keeper  by  the  Governor,  as  Contemplated  by 
lav/,  has  not  yet  been  made. — The  person  to  be  appointed,  it  is  believ- 
ed, should  visit  the  building  every  day  during  the  recess  of  the  legis- 
lature, and  to  protect  it  from  injury,  he  should  be  present  every  day 
during  the  session,  as  at  that  time  it  will  be  most  exposed.  The  com- 
pensation of  seventy-live  dollars  per  year  allowed  by  law  will  not  io- 
duce  a  competent  individual  to  render  so  much  service,  and  it  is  sug- 
gested that  the  agent,  or  keeper,  shall  also  be  the  door  keeper  of  one 
branch  of  the  legislature,  and  made  responsible  if  from  neglect  the 
building  should  be  injured  or  defaced. 

The  projected  improvements  at  the  rapids  of  the  Wabash  river,  un- 
der the  joint  superintendance  of  the  commissioners,  on  the  part  of  this 
state  and  cf  Illinois  have  not  progressed  so  successfully  as  desired,  in 
consequence  of  the  repealed  fresliets  (-f  the  Wabash  and  White  rivers 
during  the  past  season.  Contracts  for  the  removal  of  deposites  of  tim* 
her,  and  for  other  purposes,  have  been  made  at  the  points  bilow  the 
Grand  Rapid?,  designated  by  the  name  of  "Black's  Cutoff,"  the  "Grand 
Chain,"  Coffee  Island,"  and  the  "White  river  Rapids,"  which  when 
finished,  will  be  a  charge  of  about  nine  thousand  dollars  to  the  joint 
fund,  exclusive  of  superintendance.  The  report  of  the  commissioner 
embracing  a  detail  of  his  proceedings,  will  be  submitted  for  your  con- 
sideration. 

As  some  time  must  elapse  before  the  remainder  of  the  24,000  dol- 
lars, appropriated  on  the  part  of  Indiana,  can  be  expended,  would  it 
not  be  more  expedient,  to  loan  it  out  at  interest,  on  safe  and  sufficient 
security,  than  to  permit  it  to  remain  idle?  It  is  probable  that  the  com- 
missioner may  need  the  aid  of  legislative  authority  to  use  materials 
from  private  property,  and  to  protect  the  work  from  damage  or  injury, 
for  which  suitable  provisions  are  recommended. 

The  condition  of  the  State  College  at  Bloomington,  has  much  im- 
proved daring  the  present  year,  while  every  thing  seems  to  indicate 
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hr  it,  a  continued  and  increasing  prosperity.  It  is  indeed  gratifying 
to  observe  that  the  cause  of  education  is  in  the  fostering  care  of  the 
same  spirit  which  is  now  prompting  the  people  of  Indiana,  to  put  forth 
their  energies  in  behalf  of  internal  improvements.  The  institution  at 
Crawfordsviile  in  the  north-west,  and  the  one  at  Hanover  in  the  south- 
east part  of  the  state,  built  up  and  supported  as  they  are  by  private 
capital,  furnishes,  in  their  nnusual  grov.th  and  advancement,  the  proud- 
est commentary  on  that  enlarged  benevolence  of  heart  v/hich  must  ex- 
ist in  the  bosoms  of  their  founders.  The  success  of  these  institutions 
has  suggested  to  my  mmd  t'.ie  propriety  of  your  complying  with  that 
requisite  of  the  constitution,  which  provides  for  the  establishment  of  a 
university.  This  can  be  easily  accomplished  by  clothing  the  Bloom- 
ington  college  with  that  charter.  By  so  doing  you  will  withdraw  the 
state  institution  from  all  competition  with  the  private  institutions  nam- 
ed, or  with  those  that  may  hereafter  be  established;  you  will  allay  the 
jealousy  and  put  down  the  spirit  of  opposition  which  probably  exists  or 
may  exist  among  them;  and  on  the  contrary  create  a  reciprocity  of  in- 
terests mutually  bcneticial  to  all.  These  views,  however,  are  submitted 
with  great  deference  to  the  better  and  more  matured  consideration  of 
the  legislature. 

The  report  made  by  Col.  Kelso,  the  visitor  to  the  state  prison  is  sub- 
mitted for  your  examination.  In  the  management  of  its  aflairs  no  ma- 
terial change  has  been  made  since  your  last  meeting. 

Under  the  laws  regulating  the  prison,  the  duty  of  farming  f  r  leasing 
it  with  its  inmates,  for  a  term  of  years,  will  devolve  on  the  Governor 
next  spring;  3,nd  as  some  have  doubted  whether  the  spirit  and  object  of 
our  criminal  laws,  are  complied  with  in  permitting  the  superintendent 
to  remove  the  convicts  from  the  prison  to  operate  in  brick  yards  and  at 
other  places  in  the  town  and  its  vicinity,  it  will  be  well  for  the  legisla- 
ture to  express  an  opinion  on  the  subject.  If  the  practice  be  sanction- 
ed for  the  future  it  will  no  doubt  lessen  the  charges  on  the  treasury  for 
a  period,  but  whether  in  the  end,  it  would  not  be  better  as  regards  the 
safety  and  morals  of  the  convicts,  to  confine  them  in  their  workshops, 
within  the  t.  allf^  ^dll  be  for  you  to  determine. 

As  this  institution  is  so  far  removed  from  the  eye  of  the  legislature 
and  of  the  executive  officers,  I  would  advise  that  it  be  made  the  duty 
of  one  or  more  of  the  state  officers  to  ascertain  whether,  and  if  so,  for 
what  sum  the  prison  and  piiaon  grounds  can  be  sold,  and  upon  what 
terms  a  new  and  more  capacious  one  can  be  built  at  or  near  the  seat  of 
governm.ent,  either  on  account  ot  the  state,  or  on  private  account,  for  a 
term  of  years — the  individual  to  clothe,  board,  and  operate  the  prison- 
ers—the internal  police  to  be  left  to  the  legislature,  and  the  whole  to 
be  surrendered  to  the  state  at  the  expiration  of  the  time. 

The  Circle,  with  the  building  desigacd  for  the  residence  of  the  Ex- 
ecutive of  ihe  State,  has  been  enclosed  with  the  best  fence  the  appro- 
priation would  procure.  That  house,  in  its  location  and  plan,  is  not  well 
suited  to  the  purpose  for  which  it  was  originally  intended;  and  as  the 
public  offices  will  soon  be  removed  to  the  capitol,  I  would  advise  a  sale 
of  the  property,  with  time  f©r  payments,  the  proceeds  to  be  applied  in 
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erecting  and  furnishing  a  suitable  family  residence  for  the  Governor,  on 
part  of  the  reserve  at  the  western  termination  of  Market  street.  A  pri- 
vate building  of  sufficient  size  and  convenience  for  the  residence  of  your 
Governor  can  never  be  rented  at  this  place ;  and  without  a  suitable  one, 
he  cannot  acquit  himself  with  the  members  of  the  other  braiiches  of  the 
government,  and  with  visiting  strangers,  in  that  manner  which  his  sta- 
tion, and  the  laws  of  hospitality  require.  The  proceeds  of  the  house 
on  the  circle  will  be  sufficient  for  the  erection  of  the  new  one,  and  will 
furnish  it  as  f:ir  as  it  should  be  furnished,  v/ithout  costing  the  state  any 
further  sum  for  the  next  thirty  years. 

Since  the  last  report  of  the  x\gcnt,  the  treasury  has  realized  about 
nine  thousand  three  hundred  dollars  from  the  sales  heretofore  made  of 
the  public  property,  at  the  seat  of  government.  Other  sums,  to  the 
amount  of  4,000  dollars  will  soon  reach  the  treasury  through  the  hands 
of  the  Agent.  The  report  of  that  officer,  will,  in  due  time,  be  sub- 
milted. 

Upon  the  plat  of  the  town  there  are  several  squares  marked  and  set 
apart  for  public  purposes;  but  not  having  been  specifically  designated 
by  law,  for  those  purposes,  no  one  has  exercised  any  care  or  authority 
over  them.  It  will  bo  well  for  the  Legislature  to  make  some  final  or- 
der on  the  subject.  The  block  of  timbered  land  on  the  eminence  west 
of  the  capitol,  marked  on  the  plat  as  public  ground,  if  intended  by  the 
Legislature  for  that  purpose,  should  be  granted  to  the  corporate  au- 
thorities of  the  town,  on  condition  that  they  enclose  it,  preserve  the 
timber,  ornament  and  improve  it.  You  will  act  in  this  matter  for  fu- 
ture gen.erations,  when  the  population  of  tliis  place  shall  amount  to 
thousands — when  a  forest  tree  will  not  be  seen  for  many  miles.  Most 
of  the  large  ciiies  of  the  United  States,  have  such  ground  for  the  pur- 
poses both  of  utility  and  ornament. 

The  commission  created  by  a  law  of  last  session  for  the  assessment  of 
damages  to  private  property  on  the  canal  line,  has  been  organized,  and 
is  now  filled  by  an  execuiive  appointmerit  of  Messrs.  Graham  of  Jack- 
son, Talbot  of  Putnam,  and  Wallace  of  Fountain  counties.  The  ap- 
pointment of  a  Commissioner,  by  the  Governor,  as  authorized  by  lav/  to 
take  releases  on  the  White-water  line  of  canal,  was  made  to  Gen.  Mor- 
gan, of  Rush  county,  who  has  performed  the  duties  assigned  him,  by 
filing  the  releases  of  the  major  part  of  the  landholders  on  the  line,  with 
the  Secretai-y  of  State. 

The  operations  of  the  State  Bank,  through  the  Branches,  have  had 
a  mo^t  healthful  and  beneficial  influence  on  the  enterprise  and  various 
pursuits  of  our  citizens,  and  to  an  extent,  greater,  it  is  believed,  than 
had  been  predicted  by  its  friends.  These  accommodations  have  been 
extended  to  every  class  of  our  citizens,  as  far  as  the  resources  of  the 
institution,  under  its  charter,  would  justify.  Experience  has  already 
satisfied  tiie  officers,  that  the  time  is  not  far  distant  when  it  will  be 
found  that  the  capital  is  entirely  insufficient  for  the  rapidly  increasing 
business  and  population  of  our  state.  Indeed,  in  some  of  the  districts, 
the  deficiency  is  already  felt,  and  acknowledged. 

It  has  generally  been  the  practice  in  banking  institutions,  to  have 


19 

some  of  their  transactions  based  upon  the  deposits  entrusted  to  them, 
and  in  that  way,  such  Aind?,  instead  of  remaniing  idle,  are  actively  em- 
ployed. When  you  shall  have  examined  the  reports  which  v^'ill  be  laid 
before  you  by  the  officers  of  the  bank,  you  will  find  that  there  is  a  large 
average  amount  in  deposits,  from  individuals  in  each  branch.  But  in 
consequence  of  the  prohibition  in  the  charter,  these  large  sums  are  of  no 
service  to  the  individuals,  to  the  bank,  nor  to  the  public. 

It  is  believed  this  limitation  in  the  charier  only  serves  to  restrict  the 
bank  in  its  accommodations  and  business  without  any  corresponding 
advantage — as  the  public  are  abundantly  secured  against  all  danger  of 
overtrading  in  the  bank,  by  that  clause  which  limits  their  issue  of  pa- 
per to  twice  the  amount  of  the  capital  paid  in.  Indeed  it  is  difficult  to 
see  how  any  damage  can  accrue  in  permitting  the  bank  to  loan  as  far  as 
it  has  the  means,  provided  the  restriction  remains  as  to  the  issue  of 
paper. 

Many  banking  institutions  in  other  states,  where  such  restrictions  do 
not  exist,  allow  a  small  interest  on  deposits,  on  which  business  transac- 
tions are  based.  Such  a  course  would  call  in  large  sums,  now  inac- 
tive, and  induce  many  to  save  and  deposit  a  portion  of  their  earnings. 
For  our  canal  fund,  deposited  in  New  York,  a  bank  of  that  city  is  now 
paying  four  per  cent.:  but  whlie  this  unusual  prohibition  in  our  char- 
ter exists,  our  own  banks  cannot  do  for  us  that  which  foreign  banks 
are  doing. 

The  incentive  offered  to  agricultural  entcrprizc,  by  the  law  of  the 
last  session,  providing  for  the  appointment  of  members  of  a  State 
Board  of  Agriculture,  and  for  the  organization  of  auxiliary  county  as- 
sociations, I  am  glad  to  say,  is  like  to  accomplish  all  the  good  (he  ad- 
vocates of  the  measure  promised  themselves.  In  most  of  the  counties 
the  agitation  of  the  subject  has  excited  a  spirit  of  emulation  and  com- 
petition which  has  already  caused  the  introduction  of  many  fine  speci- 
mens of  stock,  seeds,  and  implements  of  husbandry.  Such  examples 
will  hardly  fail  to  have  a  beneficial  influence  on  the  agricultural  pur- 
Buits  of  the  country. 

Under  the  provision  of  a  law  of  the  last  session,  the  canal  commis- 
sioners were  directed  to  procure  examinations,  surveys,  and  estimates 
to  be  made  upon  several  proposed  routes  for  crinals,  and  submit  the  re- 
sults to  the  Lcgidaturc  at  the  commencement  of  its  present  session, 
with  a  view  of  furnishing  you  proper  data  for  the  adoption  of  a  judi- 
cious system  of  internal  improvement  for  the  state.  To  accomplish  so 
much  within  the  time  prescribed,  the  board  found  it  necessary,  imme- 
diately, to  procure  the  services  of  competent  gentlemen,  having  the  ad- 
vantage of  practical  skill  in  the  science  of  civil  engineering..  Accord- 
ingly a  member  of  the  board  cngao;cd  th.c  services  of  Dr.  Whippo  of 
Pennsylvania,  of  Mr.  Gooding  of  Illinois,  and  of  Capt.  Cleaveland  of 
Ohio,  whose  well  established  reputations  and  experience  as  scientific 
and  practical  engineers  gave  the  strongest  assurances  of  their  qualifica- 
tions. Whilst  this  preparation  was  making,  the  chief  engineer,  Mr. 
"Williams,  as  early  as  April,  went  to  the  field,  and  in  furtherance  of  the 
work  made  several  experimental  lines.    The  examinations  commenced 
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and  progressed  with  the  greatest  industry,  until  their  progress  was  ar- 
rested by  sickness,  which,  for  a  time,  threatened  the  success  of  the  work*. 

Although  the  estimates  are  as  yet  incomplete,  I  am  gratified  in  being 
able  to  say,  that  enough  ii  known  to  satisfy  us  that  the  route  from  the 
Wabash  canal  by  the  way  of  the  Mississineway  and  White  river,  to  In- 
dianapolis, and  thsncG  dov.n  the  valley  of  White  river  by  the  way  of 
Princeton  to  the  Ohio  river  at  Evansville,  is  not  only  practicable,  but 
of  easy  and  cheap  construction.  The  same  is  also  ascertained  as  re- 
gards the  continuation  of  the  route  from  Lafayette  to  Terre  Haute, 
The  proposed  route  from  this  place  by  the  Driftwood  fork  of  "White 
river  to  JeiFersonville,  after  a  careful  examination,  has  been  found  to  be 
too  doubtful  and  expensive  to  be  undertaken. 

The  facility  and  cheapness  of  the  line  from  the  seat  of  government 
to  Evansville,  having  been  satisfactorily  ascertained,  and  other  facts 
relative  to  the  topography  of  the  state,  being  developed  by  the  surveys 
already  made,  it  was  thought  advisable,  while  the  necessary  force  was 
in  the  field,  to  run  an  experimental  line  of  levels  from  White  river  at  or 
near  the  mouth  of  Eel  river  to  the  Wabash  at  Terre  Haute — a  distance 
of  about  forty  miles — the  result  of  which  has  satisfied  the  engineers  and 
the  board  that  the  Wabash  can  be  united  with  White  river  and  the  Ohio 
at  Evansville,  at  comparatively  a  small  expense.  • 

The  law  of  last  session,  authorizing  the  several  surveys  and  esti- 
mates for  rail-ways  and  turnpike  roaas,  under  the  direction  of  ihe  go- 
vernor, has  been  executed  as  regards  the  field  operation;  and  the  ne- 
cessary estimates  and  drawings  are  in  such  a  stale  of  forwardness  as  to 
allow  the  superintending  officer  to  present  his  report  in  a  few  days.- — 
The  great  length  of  these  surveys,  traversing  a  large  portion  of  the 
state,  and  extending  in  length  to  upwards  of  seven  hundred  miles,  sug- 
gested the  necessity  of  adopting  such  measures  as  would  bring  the  re- 
quisite forces  into  the  field  as  early  as  the  month  of  April ;  and  as  there 
were  no  gentlemen  of  acknowiedgc;d  skill  in  rail  road  engineering  un- 
employed in  the  western  country,  assistance  was  sought  from  the  At- 
lantic states.  For  that  purpose  Caleb  B.  Smith,  Esq.,  was  requested 
to  proceed  to  Washington  City  before  the  adjournment  of  Congress, 
with  letters  to  our  delegation,  requesting  them  to  unite  in  an  applica- 
tion to  the  war  department  for  the  necessary  number  of  officers,  and  in 
the  event  that  the  request  for  the  assistance  should  not  be  complied 
with,  he  was  requested  to  go  into  the  adjoining  states  and  employ  such 
a  number  of  engineers  as  would  insure  tiie  completion  of  the  work  in 
time  for  the  present  session.  The  application  at  Washington  was  met 
by  an  assurance  from  the  secretary  of  war,  that  Col.  Stansbury  and 
two  assistants  would  be  detailed  for  the  purpose.  The  work  requir- 
ing at  least  four  separate  parties,  Mr.  Smith  entered  into  a  written 
agreement  with  Col.  Stansbury,  herewith  submitted,  authorizing  him 
as  the  superintending  officer,  to  organize  four  parties,  including  the 
two  assistants  promised  by  the  secretary  of  war,  the  state  paying  him 
two  dollars  and  fifty  cents  per  day.  In  pursuance  of  this  agreement, 
Col.  Stansbury  proceeded  in  the  organization  of  the  several  parties, 
but  ID  consequence  of  the  secretary  of  war  subsequently  declining  to 
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detail  the  assistants,  without  assigning  any  reason  for  it,  he  Col.  Stans- 
bury,  was  obliged  then  to  select  others  to  supply  their  places.  The 
ieveral  parties  were  organized  and  reached  their  place  of  destination 
the  latter  part  of  April  and  the  first  week  in  May.  The  one  upon  the 
Lawrenccburgh  line  was  conducted  by  Mr.  Adams  of  Conuecticut-- 
the  one  on  the  Madison  and  Lafayette  line  by  Col.  Schenck  of  New 
York;  the  one  on  the  Evansville  line  by  Mr.  Collins  of  Baltimore;  and 
the  oue  on  the  New  Albany  and  Crawfordsville  line  by  Mr.  Watts  of 
Pennsylvania;  the  whole  acting  under  the  orders  of  Col.  Stansbury, — 
The  party  under  Mr.  Adanns  reached  this  place  in  August  and  was 
preparing  for  the  survey  of  the  Colun^.bus  and  Jeffersonvillc  route, 
when,  in  consequence  of  sickness  among  the  officers,  it  was  disbanded. 
That  route  was  then  contided  to  Mr.  Coyle,  the  second  officer  under 
Mr.  Adams,  for  which  purpose  a  new  party  was  organized.  Col. 
Schenck  terminated  his  examinations  at  Lafayette  in  October.  Blajor 
Watts  closed  the  survey  of  the  New  Albany  and  Crawfordsville  route, 
and  commenced  his  examinations  on  the  New  Albany  and  Vincennes 
road  when  its  progress  Avas  interrupted  by  the  lameuted  death  of  hia 
assistant,  Mr.  Paul,  and  soon  after  he  was  so  much  disabled  by  sickness 
as  to  make  it  necessary  for  him  to  abandon  the  field.  The  party  under 
Mr.  Collins,  after  closing  its  operaiions  at  Terre  Haute,  returned  to 
Vincennes,  and  finished  the  survey  of  the  New  Albany  line  to  the  ter- 
mination of  the  survey  by  Major  Watts. 

These  surveys  have  been  necessarily  expensive,  but  it  is  believed 
that  the  fund  of  accurate  topographical  information  that  has  been  ob- 
tained as  to  a  very  considerable  portion  of  the  state,  and  of  its  suscep- 
tibility of  improvement  will  be  invaluable  as  the  basis  of  subsequent 
legislation. 

Justice  and  inclination  require  me  to  say  that  Col.  Stansbury,  the 
officer  commanding  the  parties  and  Iheir  assistants  have  performed 
their  several  duties  with  a  zeal  and  ability  thr.t  commaud  my  entire 
confidence  and  approbaiicn. 

Believing  the  measure  well  calculated  to  advance  the  best  interests 
of  the  state,  and  one  that  public  sentiment  called  for,  I  deemed  it  my 
duly,  at  the  last  session  of  the  Legislature,  with  some  earnestness,  to 
urge  the  propriety  of  adopting  a  well  digested  plan  of  Internal  Im- 
provement. It  was  then  contended  that  the  construction  of  public 
works  on  a  scale  that  would  benefit  every  portion  of  the  state,  was 
within  the  reach  of  proper  eflorts:  that  our  sister  states,  whose  ex- 
amples were  most  successful,  commenced  under  circumstances  less 
favorable  than  ours — that  whilst  the  state  can  command  any  desira- 
ble amount  of  capital,  at  five  per  cent,  interest,  it  would  be  our  true 
policy  to  promote  such  improvements  as  will  prove  beneficial  to  the 
country,  and  vield  a  profitable  return  for  the  investment — that  such 
a  course  would  not  impoverish  the  state  nor  the  people,  but  would  en- 
rich both:  and  that  any  increased  taxation  for  a  time,  to  meet  the  in- 
terest on  loans,  would  be  more  than  counterbalanced  by  the  increased 
business,  enterprize,  and  wealth.  The  experience  derived  from  the 
work  Iq  which  we  are  engaged,  and  the  prosperous  coDdition  of  other 
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states,  have  coniirmed  me  ic  ihe  correctness  of  the  opinions  hereto- 
fore advanced,  and  I  again  recommend  the  subject  to  jour  favorable 
consideration. 

The  examinations  made  ihe  last  summer,  by  the  canal  and  rail  road 
engineers,  will  place  you  in  possession  of  such  facts  and  information  in 
reference  to  the  several  route?,  and  of  the  susceptibility  of  the  general 
face  of  our  Jerritory,  as  will  allow  you  to  act  advisedly  in  the  selections 
you  may  make.  Of  the  several  kinds  of  improvements  proposed,  it  is 
believed  that  if  canals  should  have  preference  over  rail-ways  or  turn- 
pike roads,  on  the  ground  that  canals  are  cheaper,  more  permanent, 
and  better  adapted  to  the  convenience  and  habits  of  (he  people,  and 
to  the  character  and  products  of  the  state.  But  in  designating  the 
several  branches  or  parts  of  a  general  and  connected  plan,  should  you 
adopt  one,  you  will  tind,  that  in  consequence  of  the  peculiar  shape  or 
formation  of  the  surface  of  the  state,  it  must  embrace  in  its  parts,  a  com- 
bination of  canals,  rail-ways  and  turnpikes,  each  having  a  beginning, 
connection  with,  or  termination  at  the  Lake,  the  Wabash  canal,  or  the 
Ohio  river;  the  Wabash  canal  constituting  the  main  artery  or  trunk 
of  the  plan.  And  in  discriminating  between  the  relative  value  of 
each  proposed  work,lhatwhichwili  accommodatethegreatestamountof 
population,  commerce,  and  business  generally,  should  be  adopted. 
That  of  making  a  selection  is  a  duty  within  the  povincc  and  sound  dis- 
cretion of  the  Legislature,  therefore  the  task  of  making  an  Executive 
recommendation  is  relinquished,  not  entirely  on  account  of  its  delica- 
cy and  responsibility,  but  because  the  reports  to  be  made  by  (he  engi- 
neers, are  not  yet  so  complete  as  to  allow  an  examination,  and  time  for 
a  decision. 

The  first  step  in  most  of  the  important  works  undertaken, have  met 
with  opposition  from  those  who  entertained  fears  of  taxation,  bank- 
ruptcy, and  ruin;  but  of  all  the  public  works  in  other  states,  there  are 
none  that  have  been  abandoned,  or  that  have  proved  burdensome  or 
unpopular  with  the  people,  even  under  the  highest  rate  of  taxation:  on 
the  contrary,  they  have  uniformly  become  sources  of  wealth  and  com- 
fort, monuments  of  public  spirit  and  enterprize,  and  objects  of  just  pride 
and  exaltation  with  the  people.  These  triumphant  successes  have 
settled  the  question  as  to  the  practicability  and  utility  0/  public  works, 
and  encouraged  by  these  examples,  our  citizens  have  manifested  their 
willingness  to  enter  with  spirit  upon  a  system  that  will  contribute,  not 
less  to  their  own  prosperity,  than  to  the  credit  of  the  state. 

If,  after  you  shall  have  had  a  full  and  free  conference  upon  the  sub- 
ject, you  agree  with  me  in  the  opinion,  that  the  public  policy,  public 
interest,  and  public  sentiment,  require  of  you  a  liberal  expenditure  in 
the  improvement  of  ihe  condition  of  the  state,  and  of  the  people,  it  will 
be  for  your  better  judgment  to  determine  the  extent  of  the  investment: 
I  will  not,  however,  withhold  the  opinion,  that  you  may  safely  expend 
the  amount  of  ten  millions  without  calling  on  the  present  or  future 
generations  for  the  payment  of  any  portion  of  the  principal  under  the 
process  of  taxation.  But,  to  sustain  an  enterprise  of  such  magnitude, 
a  suitable  provision  should  be  made  for  the  payment  of  the  interest  on 
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the  capital,  one  miilion  of  which  would  be  needed  the  first  year,  and 
about  an  equal  sum  annually  until  the  work  shall  be  finished.  The 
additional  revenue  required  to  noeet  the  interests  on  the  loan,  would 
increase  the  whole  amount  of  tax  now  paid  by  our  citizens,  one  half, 
that  is,  he  who  now  pays  one  dollar  would  have  to  pay  the  further  sum 
of  fifty  cents  each  year. 

To  one  who  has  not  looked  into  the  process,  by  which  this  fact  ia 
ascertained,  it  may  appear  strange  th>it  so  small  an  increase  in  the  rate 
of  taxation,  will  meet  the  interest  en  so  large  a  sum.  It  is  nevertheless 
certain,  that  an  addition  of  one  half  on  the  present  and  annualincrease 
in  lands  and  other  property,  with  the  tolls  that  will  be  coming  in  after 
the  first  few  years,  will  be  amply  siifEcient.  Of  the  vast  increase  of 
property  liable  to  taxation,  some  idea  may  be  obtained  b}'  comparing 
our  population  of  347,000  in  1830,  with  our  present  number  of  not 
less  than  600,000:  and  we  have  unerring  evidence,  that  the  4,G50,000 
acres  of  land  returned  for  taxation  last  year,  will  be  increased  to  8,000^ 
000  in  1840. 

Relying  on  the  correctness  of  these  estimates,  one  enquiry  only  re- 
mains to  be  made,  will  our  citizens  cheerfully  pay  the  small  additional 
tax?  Or,  in  other  words,  should  the  state,  by  a  wise  policy,  open  a  mar- 
ket wilh  increased  prices  for  produce,  and  wages  of  every  kind,  will 
they  pay  a  cent  or  two  for  each  additional  dollar  thus  put  into  their 
pockets?  Of  this  you  can  best  determine. 

If,  after  your  mature  examinations  of  the  subject,  you  think  it  advi- 
Bable  to  embark,  I  beg  leave  earnestly  to  remind  you  of  the  policy  and 
necessity  of  organising  a  Board  of  Public  Works,  with  all  needful  powers 
to  plan  and  carry  on  the  improvemen's  authorized. 

In  my  last  annual  communication,  I  noticed  the  very  laudable  exer- 
tions of  the  Lawrenceburg  and  Indianapolis  rail  road  company,  and  it 
is  wilh  great  pleasure  that  I  have  since  witnessed  the  ?;eal  and  perse- 
verance with  v/hich  they  have  commenced  their  work,  giving  satisfac- 
tory evidence  of  their  determination  to  accomplish  the  enterprize. 
That  route  is  destined  to  constitute  a  link  in  the  great  line  of  proposed 
rail-way  from  Charleston.  South  Carolina,  to  the  Ohio  river,  at  Cincin- 
nati, and  to  the  Lake.  This  public  spirited  association  of  our  fellow- 
citizens  do  not  intend  to  press  their  equal  claims  to  pecuniary  aid  front 
the  state.  They  ask  her  to  take  no  share  in  the  work;  but  they  ask 
that  from  her  which  can  be  granted  in  safety,  and  to  the  great  service 
of  the  public.  They  desire  her  to  give  them  credit  to  the  amount  of 
five  hundred  thousand  dollars,  which  they  will  satisfactorily  secure  by 
the  most  valuable  landed  property  in  the  state,  of  fixed  and  convertible 
value,  in  double  the  sum,  to  be  secured  at  the  expense  of  the  company, 
pnd  as  may  be  directed.  Of  their  ability  to  do  this,  without  the  sha- 
dow of  danger,  to  the  state,  I  am  convinced  from  my  own  knowledge 
of  the  estates  of  the  members  of  the  company,  and,  therefore,  cheerfully 
recommend  their  reasonable  request  to  the  consideration  of  the  Legis* 
lature. 

Not  intending  to  elicit  any  action  on  your  part,  at  this  time,  but  for 
the  ioformatioD,  as  well  as  the  gratification  of  the  members  of  the  Legis- 
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lature,  I  lay  before  you  two  pamphlets  with  the  proceedings  of  the 
citizens  of  Cinc/rinati  and  of  Charleston,  South  Carolina ;  and,  also,  the 
messages  of  tiie  governors  of  Georgia  and  North  Carolina,  all  of  which 
are  in  reference  to  the  construction  of  a  rail-way  from  Cincinnati  to  the 
city  of  CharJeston.  Considering  that  this  is  ihe  nearest  and  most  di- 
rect route  to  the  sea-board,  every  step  that  may  be  taken  to  render  it 
available,  cannot  but  become  a  matter  of  deep  and  abiding  interest  to 
the  people  of  Indiana. 

The  law  of  last  session,  providing  for  a  change  in  our  revenue  sys- 
tem, does  not  require  the  clerks  of  the  severfil  counties  to  report  the 
returns  of  the  assessors  to  the  Auditor  of  State,  before  the  first  day  of 
December,  consequently  I  am  not  able  to  present  you  with  a  view  of 
the  result  of  the  valuation?.  From  the  best  information  I  can  obtain, 
however,  it  is  believed  that  the  disparity  anticipated  in  the  value  of 
real  estate  in  the  old  and  new  districts  of  the  state,  does  not  exist.  If, 
upon  a  comparison  of  all  the  returns,  this  opinion  shall  be  found  to  be 
correct,  there  can  be  but  little  reason  to  question  the  policy  or  justice 
of  a  change.  The  expenses  of  our  state  government  have  been  hither- 
to, borne,  principally,  by  the  landholders,  while  other  large,  and  gen- 
erally, much  more  productive  investments  of  capital  have  contributed 
little  or  nothing  to  the  state  treasury.  Although  some  of  our  citizens 
object  to  the  number  ofarticles  included  in  the  law, it  is  confidently  be- 
lieved, it  can  be  so  shaped  as  to  render  it  agreeable  to  their  views — 
particularly  when  they  see  that  the  tax  upon  land  will  be  reduced  in 
proportion  to  the  amount  that  is  charged  upon  other  subjectsof  taxation 
— such  property  as  now  pays  nothing,  and  which  can  only  be  brought 
in  by  the  change  proposed.  No  good  and  satisfactory  reason  can  be 
assigned  why  capital  invested  in  town  properly,  bank  stock,  merchan- 
dize, or  money  at  interest,  should  not  be  subject  to  the  same  rate  of 
taxation  as  an  equal  amount  invested  in  land. 

There  is  to  be  found  in  the  legislation  of  several  of  the  latesessions 
of  the  General  Assembly  a  departure  from  general  rule  and  analogy, 
from  which  evil  may  arise,  and  which  is  at  war  with  that  principle  in 
our  government  which  requires  that  the  operations  of  all  laws  shall  be 
equal  and  general.  I  allude  to  the  want  of  uniformity  in  the  organiza- 
tion of  our  courts  doing  county  business;  to  the  modes  of  appointing 
township  officers;  and  to  the  civil  jurisdiction  of  justices  of  the  peace. 
In  some  counties  justices  of  the  peace  transact  county  business,  in  oth- 
ers, that  duty  is  performed  by  commissioners  elected  for  that  purpose. 
In  some  instances  township  officers  are  chosen  by  the  people,  in  oth- 
ers, they  are  appointed  by  the  courts  doing  county  business.  In  some 
counties,  justices  of  the  peace  have  civil  jurisdiction  throughout  the 
county,  in  others,  they  are  restricted  to  the  townships  in  which  they 
Teside,  with  perhaps,  a  stream  or  an  ideal  line  for  its  boundary.  These 
and  similar  examples  should  be  arrested  and  the  one  or  the  other  prin- 
ciple should  prevail.  Our  laws  should  be  equal  and  uniform,  resulting 
from  that  compromise  of  opinion  out  of  which  has  grown  the  best 
principles  of  our  republican  form  of  slate  and  national  governmentsi 
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nnd  particularly,  that  which  declares,  that  in  legislation  the  majority 
shall  rule. 

In  a  casual  convereafion  wilh  a  gentleman  last  year  in  the  service 
of  the  United  Slate?,  I  learned,  (hat  in  making  some  geological  exam- 
inations near  the  line  of  the  National  Road  he  had  discovered  indica- 
tions of  coal  and  other  valuable  minerals,  which  determined  me  to 
suggest  the  propriety  of  a  geological  and  topographical  survey  of  the 
state  wilh  a  view  of  looking  into  her  mineral  wealth  and  resources, 
and,  also  of  publishing  under  the  sanction  of  the  legislature  a  correct 
map.  But  as  our  new  territory  had  not  then  been  subdivided  into 
counties  and  brought  q,nder  civil  jurisdiction,  the  recommendation 
was  postponed.  That  objeciion  having  been  removed  by  the  legisla- 
ture of  last  winter,  I  respectfully  recommend  the  subject  to  }0ur  con- 
sideration. In  all  countries  where  mineral  deposites  have  been  dis- 
covered they  have  become  leading  items  of  commerce  and  wealth. 
In  the  mountain  districts  of  Pennsjvania,  Virginia,  and  Mar)  land,  their 
iron,  coal,  marble,  and  eypsum  will  be  (he  chief  articles  of  commerce 
and  of  support  to  the  public  works.  From  the  many  indications  and 
discoveries  made,  we  have  much  reason  to  believe  that  this  state 
abounds  in  such  deposites:  but  without  the  aid  and  application  of 
geological  science  they  will  never  be  perfectly  developed.  Should 
you  think  the  measure  advisable,  the  surveys  for  tlie  two  purposes 
can  be  confided  to  the  same  head,  or  that  for  geological  purposes  can 
be  conducted  alone. 

By  an  act  of  Congress  of  March,  1808,  the  sum  of  two  hundred 
thousand  dollars  was  annually  applied  to  the  manufacture  of  arms  for 
the  militia  of  the  several  states.  Since  this  state  came  into  the  Union, 
near  four  million  dollars  have  been  expended  under  that  ace.  The 
quota  of  arms  allotted  to  Indiana,  under  the  general  distribution  among 
the  states,  has,  as  yet  been  distributed  among  the  militia;  but  where 
these  arms  are,  or  what  has  been  done  with  them,  no  one  can  tell ;  nor, 
has  the  quarter-master-general  been  able  to  get  any  satisfactory  infor- 
mation from  the  officers  on  the  subject.  It  is  believed,  from  other 
sources  of  information,  that  the  light  companies  in  many  instances  have 
been  broken  up,  the  arms  delivered  to  ihem  destroyed,  converted  to 
private  use,  or  carried  to  other  states  by  persons  removing.  In  this 
way  our  loss  in  public  property,  of  this  kind,  must  amount  to  twenty 
or  thirty  thousand  dolhirs.  Accordirig  to  an  estimate  recently  made 
at  the  ordnance  department,  about  one  thousand  muskets  are  due  this 
state;  of  which,  about  fifty  boxes,  with  accoutrements,  have,wit[iin 
the  last  month  arrived  at  Madison.  These  arms  are  worth,  at  first 
cost,  near  fourteen  thousand  dollars;  and  as  the  impolicy  of  distributig 
them^  as  heretofore,  has  long  siiice  been  so  apparent  as  to  induce  many 
of  the  states  to  provide  a  safe  depository,  instead  of  delivering  (hem 
to  the  militia,  would  it  not  be  advisable  for  Indiana  to  ad'-^pt  a  similar 
policy,  at  least,  until  we  can  get  some  further  account  of  those  already 
distributed? 

The  session  before  the  last,  I  endeavored  (o  point  out  some  of  the 
promineDt  defects  in  our  probate  system,  and  as  a  remedy,  proposed 
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that  the  business  should  be  transferred  to  the  circuit  courts,  and  that 
in  consequence  of  the  increased  duties,  the  judges'  salaries  should 
be  raised  to  one  thousand  dollars. — Salified  with  the  recommenda- 
tion then  made,  I  beg  leave  now  to  reiterate  it.  In  point  of  expense, 
it  may  safely  be  said,  that  the  increased  salary  of  the  circuit  judges 
will  require  less  fronn  the  treasury  than  is  now  paid  to  the  probate 
judges. 

The  present  session  is  the  period  fixed  by  the  constitution  for  mak- 
ing a  new  and  equal  apportionment  of  senators  and  representatives, 
among  the  several  counties  in  the  state.  In  complying  with  the  re- 
quisition you  will  unavoidably  encounter  such  difficulties  as  arise 
from  the  great  disparity  in  the  size  and  population  of  the  counties, 
and  that  reluctance  which  is  naturally  felt  to  any  diminution  in  the 
number  heretofore  sent,  which  may  be  necessary  to  a  just  and  equal 
apportionment.  In  acting  upon  the  subject,  it  should  be  remember- 
ed that  a  numerous  body  is  not  the  best,  either  for  harmony,  delib- 
eration or  despatch;  and  should  your  present  number  be  materially 
increased,  you  may  lessen  the  usefulness  and  business  capacity  of  the 
body. 

During  the  past  summer  the  foreign  laborers  upon  the  line  of  canal, 
resuscitf>ted  some  of  their  old  party  animosities,  which  so  often  were  the 
cause  of  collision  in  their  native  country,  Ireland,  and  while  under 
great  excitement,  from  five  to  seven  hundred  on  a  side  assembled  for 
several  days,  armed  for  battle,  to  the  great  terror  of  the  citizens  of  that 
vicinity.  To  prevent  recurrences  of  the  evil,  the  punishment  known 
to  our  criminal  laws  for  riotous  conduct  should  be  increased  in  propor- 
tion to  such  offences. 

There  arc  several  subjects  within  the  range  of  my  official  duties 
which  may  call  for  a  special  communication;  should  the  necessity  a- 
rise  I  will  avail  myself  of  that  mode;  in  the  mean  time,  I  assure  you  of 
my  readiness  to  unite  with  you,  in  any  measure  calculated  to  elevate 
the  state,  and  benefit  her  citizens. 

N.  NOBLE. 
December  8th,  1833. 

The  Senate  then  returned  to  their  chamber. 

On  motion  of  Mr.  Vandeveer, 
Resolved,  That  the  public  printer  be  directed  to  print  3000  copies  of 
the  Governor's  message  for  ihe  use  of  the  members  of  this  House. 
On  mtition  of  Mr.  Willet, 
Resolved,  That  the  Governor's  message  be  referred  to  a  committee 
of  the  whole  House,  and  made  the  order  of  the  day  for  Friday  next, 
And  on  motion 
The  House  adjourned. 
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WEDNESDAY,  Dec.  9,  1835. 

The  House  met. 

Mr.  Vandeveer  submitted  the  following  resolution: 

Resolved^  That  a  select  committee  consisting  of  14  members,  two  of 
which  to  be  selected  from  each  congressional  district,  be  appointed  for 
the  ptirpose  of  assigning  to  each  county  its  due  proportion  of  represen- 
tation, according  to  the  provisions  of  the  constitution  on  that  subject. 

Mr.  Zenor  moved  to  lay  said  resolution  on  the  table,  which  was  de- 
cided in  the  negative,  and. 

The  question  recurring  on  the  adoption  of  said  resolutioQ  it  passed 
in  the  affirmative. 

Mr.  Davis  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  it  shall  be  observed  as  an  order  of  business  in  the 
House  of  Representatives  during  the  present  session,  that  not  more 
than  one  hour  each  day  shall  be  occupied  in  the  introduction  and  dis- 
cussion of  resolutions. 

Mr.  Craig  of  P.  moved  to  amend  said  resolution  by  striking  out 
"one"  and  insert  "two."     Whereupon, 

Mr.  Craig  of  P-  withdrew  said  resolution. 

Mr.  Brown  presented  the  petition  of  1.  C.  Eislon  and  others,  direc- 
tors of  (he  Wabash  and  Alichigan  Rail  Road  Company,  praying  for  cer- 
tain relief  therein  named, 

Wi)icb,  after  being  read,  was  referred  to  a  select  committee  of  Messrs. 
Brown,  Davis,  and  Buell. 

Mr.  Stapp  having  obtained  leave,  presented  the  petition  of  Francis 
Means,  accompanied  by  a  bill  for  that  purpose,  (No.  1.)  praying  for  a 
divorce  from  her  husband,  William  C.  Means, 

Which  were  read:   Whereupon, 

Mr.  Brown  moved  to  reject  said  bill. 

And  the  ayes  and  noes  being  called  for, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwell,  Boone,  Brown,  Bryan,  Buell,  Carnan, 
Carr,  Collins,  Craig  of  M.,  Curtis,  Cushman,  Davis,  Edwards,  Eggle- 
ston,  Evans,  Gardner,  Hannaman,  Harris,  Howard,  Hubbard,  John- 
ston, Kilgore,  Lee  of  M.  and  C,  Liston,  Mason,  McBean,  Moore, Mur- 
ray, Nave,  Ray,  Steele,  Storm,  Templeton,  Thompson  of  L.,  Vande- 
veer, Wilson,  and  Zenor — 39. 

And  those  zcho  voted  in  the  negative  are, 

Messrs.  Bennett,  Chamberlain,  Chambers,  Chiles,  Clark  of  Wayne, 
Clark  of  Washington,  Craig  of  Posey,  D;jnning  Edmonston,  Graham, 
Gregg,  Harrow,  Howell,  H'lckleberry,  Huntington,  Jackson,  Jones, 
Lee^of  B.,  Macey,  McCarty,  Miller,  Morris,  Myers,  Phelps,  Posey,  Ris- 
tine.  Smith  of  R.,  Stapp,  Strain,  Thompson  cf  A.,  Thompson  of  J., 
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Vawter,  Walker  of  D.,  W*alker  of  S.,  Watt,  Whitman,  and  Willett— 37, 

And  so  said  bill  was  rejected. 

Mr.  Vandeveer  having  first  obtained  leave,  presented 

A  bill  (No.  2)  to  provide  for  empannelling  grand  and  petit  jurors  in 
the  county  of  Orange, 

Which  said  bill  was  three  times  read,  (the  rules  of  the  House  hav- 
ing been  lirst  dispensed  with)  and  passed. 

Ordered,  That  (he  Clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  thereto. 

Mr.  Huntington,  from  the  select  committee,  to  which  was  referred 
a  resolution  fogelher  with  a  proposed  amendment  thereto  on  the  sub- 
ject of  the  rules  and  and  joint  rules  for  the  government  of  the  delibera- 
tions of  this  house,  reported  that  they  had  had  that  subject  under  con- 
sideration and  had  made  sundry  amendments  thereto, 

Which  were  read,  and  thereupon, 

Mr.  Smith  moved  to  lay  the  same  on  the  table. 

And  then  the  House  adjourned. 

2  o'clock,  P.  M. 

House  met. 

The  House  resumed  the  consideration  of  the  report  of  Mr.  Hunting- 
ton on  (he  subject  of  (he  rules  and  joint  rules,  &c. 

And  the  question  being  taken  on  the  motion  of  Mr.  Smith  to  lay  the 
same  on  the  table. 

Which  was  decided  in  the  negative,  and. 

On  motion  of  Mr.  Morris,  the  same  was  committed  to  a  committee  of 
the  whole  House. 

And  thereupon  on  his  farther  motion,  the  House  resolved  itself  into 
a  committee  of  the  whole,  Mr.  Kilgore  in  the  Chair, 

And  after  some  time  spent  therein, 

Mr.  Kilgore  reported  the  same  with  sundry  amendments,  to  which 
he  asked  the  concurrence  of  the  House, 

Which  were  read  and  concurred  in. 

And  thereupon  the  report  of  said  committee,  as  amended  was  con- 
curred in  by  the  House. 

Mr.  Willett  moved  the  aJopfion  of  the  following  resolution: 

Resolved,  That  200  copies  of  the  rules  and  joint  rules  be  printed  or^ 
large  sheets  for  the  use  of  this  House. 

Mr.  Huntington  moved  to  lay  said  resolution  on  the  table, 

'Which  said  motion  was  lost. 

And  the  question  then  recurring  on  the  adoption  of  said  resolution, 
v?as  decided  in  the  affirmative. 

Message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  have  reciprocated  the  resooiutin  of  the  House  of  Rep- 
resentatives, fixing  on  Thursday  next  for  the  election  of  Circuit  Judg- 
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es  and  Prosecuting  Attoroies,  excepting  as  to  the  4th  circuit,  which  k 
not  reciprocated. 

The  Speaker  announced  the  appointment  of  the  following  Standing 
Committees  and  Order  of  Business: 

JOINT  COMMITTEES. 

1.  On  Public  Buildings— Messrs.  Willelt,  Smith  of  R.,  Thompson  of 
A., Gregg,  Hannaman,  Mason,  and  Armstrong. 

2.  On  the  Canal  Fund — Messrs.  Brown,  Johnston, and  Whitman. 

3.  On  the  State  Library — Nessrs.  Dunning,  Jackson,  and  Nave. 

STANDING  COMMITTEES  OF  THE  HOUSE. 

1.  On  Elections — Messrs.  Liston,  Carr,  Jones,  Curtis,  Edmonston, 
Templeton,  Harris,  Edwards,  and  Walker  of  D. 

2.  Of  Ways  and  Means — Messrs.  Wilson,  Vawter,  McCarty,  Bryan, 
Phelps,  Macey,  Harrow,  Huckleberry,  Boone,  Gregg,  Lee  of  M.  and 
C.  Gardner,  Howell,  Moore,  Hubbard,  and  Carr. 

3.  On  the  Judiciary — Messrs.  Stapp,  Ray,  Huntington,  Kilgorc, 
Thompson  of  L.,  Broivn,  Dunning,  Hannaman,  Liston,  Collins,  Eggle- 
ston,  Evans,  Carnan,  Chamberlain,  Johnston,  Nave,  Macey,  and  Chiles. 

4.  On  Education — Messrs.  Huntington,  Whitman,  Bennett,  Myers, 
Davis,  McBean,  Walker  of  S.,  Eggleston,  Jackson,  Wilson,  and  Ristine. 

5.  On  Military  Affairs — Messrs.  Vandeveer,  Smith  of  R.,  Howell, 
Watt,  Strain,  Huckleberry,  Lee  of  B.,  Steele,  Boone,  Zenor,  Storm, 
Miller,  and  Clark  of  Washington. 

6.  On  the  State  Prison — Messrs.  Armstrong,  Clark  of  Washington, 
Buell,  Craig  of  M.,  Cushman,  Murray,  Bardwell,  Chambers,  Harrow, 
and  Crag  of  P. 

7.  On  the  Affairs  of  the  Town  of  Indianapolis — Messrs.  Ray,  Morris, 
Clark  of  Wayne,  Posey,  Thompson  of  J.,  Templeton,  Gardner,  and 
Graham. 

8.  On  Claims — Messrs.  Bennett,  Edwards,  Murray,  Howard,'Chiles, 
Chamberlain,  Armstrong,  Walker  of  D.,  Clark  of  Wayne.  Phelps,  Lee 
of  B.,  and  Cushman. 

9.  On  Roads — Messrs.  Vawter,  Howard,  Strain,  Thompson  of  J,, 
Graham,  Jones,  Moore,  Ristine,  Zenor,  Steele,  McBean,  Craig  of  Posey, 
and  Bard  well. 

10.  On  Canals  and  Internal  Improvements — Messrs.  Evans,  Kilgore, 
Brown,  Carnan,  Ray,  Huntington,  McCarty,  Stapp,  Mason,  Vande- 
veer, Thompson  of  L.,  Morris,  Hubbard,  Bryan,  Walker  of  S.,  Moore, 
and  Thompson  of  A. 

11.  On  the  State  Bank — Messrs.  Thompson  of  L.,  Collins,  Myers, 
Watt,  Jackson,  Thompson  of  A.,  Davis,  and  Buell. 

12.  On  Enrolled  Bills — Messrs.  Jackson  and  Johnston. 

Order  of  business  to  be  observed,  until  otherwise  directed  by  the 
House: 
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Ibt.  Reading  the  Journals  of  the  preceding  day. 

2d.  Petitions,  Memorials,  and  Remonstrances. 

3d.  Reports  from  Standing  Committees,  in  the  following  order; 

(1.)  Of  Elections. 

(2.)  Of  Ways  and  Means. 

(3.)  On  the  Judiciary. 

(4.)  On  Education'. 

(5.)  On  Military  Affairs. 

(6.)  On  the  affairs  of  the  State  Prison. 

(7.)  On  the  affairs  of  the  Town  of  Indianapolis. 

(8.)  On  Claims. 

(9.)  On  Roads. 

(10.)  On  Canals  and  Internal  Improvements. 

(11.)  On  Public  Buildings. 
4tb.  Reports  from  Joint  Standing  Committees,  in  the  following  or- 
der: 

(1.)  On  Public  Buildings. 

(2.)  On  the  Canal  Fund. 

(3.)  On  the  State  Library. 
5th.  Reports  from  Select  Committees. 
6th.  Resolutions  of  the  House. 
7th.  Joint  Resolutions. 
8th.  Bills. 

9th.  Orders  of  the  Day. 
The  Committee  on  Enrolled  Bills  may  report  at  any  time. 

On  motion  of  Mr.  Hubbard, 
Mr.  Ray  was  added  to  the  Committee  on  the  State  Bank. 

On  motion  of  Mr.  Johnston, 
Resolved,  That  100  copies  of  the  Standing  Committees  be  printed 
for  the  use  of  this  House. 

The  Speaker  laid  before  the  House,  reports  from  the  Branches  of 
the  State  Bunk  of  Terre  Haute,  Bedford,  Evansville,  and  New  Albany. 
And  the  House  adjourned. 


THURSDAY,  DECEMBER  10,  1835. 

The  House  met. 

On  motion  of  Mr.  Kilgore, 

Mr.  Listen  was  added  to  the  committee  on  canals  and  internal  im- 
provements, and  Mr.  Dunning  to  the  confimittee  on  education. 

The  Speaker  laid  before  the  House  a  report  of  the  State  Bank  at 
the  Branch  at  Madison,  which,  together  with  the  reports  of  the  Branches 
at  New-x\lbany,  Terre-Haute,  Evansville,  and  Bedford  made  on  yes- 
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terday,  was  read  and  referred  to  the  standing  connmittee  on  the  state 
bank. 

The  Speaker  laid  before  the  House  a  communication  from.  Jesse  L. 
Williams,  principal  engineer  of  the  Wabash  and  Erie  Canal,  which 
was  read,  and,  on  motion,  referred  to  a  select  committee  of  Messrs. 
Thompson  of  L.,  Brown,  M'Carty,  M'Bean,  and  Morris,  with  power  to 
send  for  papers,  witnesses,  &c. 

Mr.  Chiles  presented  the  petition  of  Wm.  M.  C.  Blake,  preferring 
certain  charges  against  C.  C.  Nave,  a  member  of  this  House;  which 
was  read,  when 

Mr.  Chiles  moved  to  refer  the  same  to  a  select  committee. 

Mr.  Vandeveer  moved  that  the  same  be  referred  to  the  judiciary 
committee;  which  was  lost. 

And  the  question  being  taken  on  the  motion  to  refer  it  to  a  select 
committee,  was  carried  in  the  affirmative;  and 

The  Speaker  appointed  Messrs.  Chiles,  Stapp,  and  Kilgore  that  com- 
mittee, with  power  to  send  for  papers,  witnesses,  &c. 

The  Speaker  laid  before  the  House  a  report  of  the  Secretary  of 
State  on  the  subject  of  the  State  Library,  and  also  a  report  of  the 
Secretary  of  State  on  the  subject  of  the  public  printing; 

Which  were  read,  and, 

On  motion  of  Mr.  Kilgore, 

Laid  on  the  table. 

Mr.  Kilgore,  (having  first  obtained  leave,)  moved  the  adoption  of  the 
following  resolution: 

Resolved^  That  J.  L.  Williams  have  leave  to  attend  before  the  select 
committee,  appointed  to  investigate  his  conduct  as  principal  engineer, 
&c.,  for  the  purpose  of  examining  and  cross-examining  witnesses,  if 
any  should  appear  before  said  committee. 

And  that  Christian  C.  Nave  have  leave  to  attend  before  the  select 
committee  appointed  to  investigate  charges  preferred  against  him,  for 
the  purpose  of  examining  and  cross-examining  witnesses. 

Mr.  Willett  moved  to  amend  said  resolution  by  striking  out  so  much 
thereof  as  related  to  Christian  C.  Nave; 

Which  motion  did  not  prevail. 

Mr.  Willett  then  moved  to  lay  said  resolution  on  the  table; 

Which  was  decided  in  the  nagative. 

And  the  question  then  recurring  on  the  adoption  of  the  resolution, 
was  decided  in  the  affirmative. 

Mr.  Storm  presented  the  petition  of  Margaret  Nations  and  others 
praying  relief  from  the  Congress  of  the  United  States; 

Which  was  read,  and, 

On  motion  referred  to  a  select  committee  of  Messrs.  Storm,  Vawter, 
and  Moore. 

Mr.  Huntington  presented  the  petition  of  Joseph  D.  Clarke  and  his 
father,  praying  the  passage  of  a  special  act  authorizing  the  sale  of  real 
estate; 

Which  was  read,  and, 
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On  motion  referred  to  a  select  committee  of  Messrs.  Huntington, 
Carnan,  and  Colerick. 

Message  from  the  Senate  by  Mr.  Morrison  their  Secretary, 

Mr.  Speaker — 

The  Senate  have  adopted  the  following  resolution: 

Resolved,  That  the  Senate  will  on  this  day,  at  10  o'clock,  A.  Mt  pro- 
ceed to  the  election  of  a  President  Judge  of  the  4th  Judicial  Circuit, 
and  that  the  House  of  Representatives  be  informed  thereof,  and  their 
concurrence  therein  requested. 

Mr.  Evans  moved  that  Mr,  Nave  have  the  process  of  this  House  to 
compel  the  attendance  of  witnesses  &c.; 

Which  motion  prevailed. 

Mr.  Mason  presented  the  petition  of  sundry  citizens  of  the  county  of 
Fayette,  praying  for  amendments  to  the  military  law. 

Mr.  Eggleslon  presented  the  petition  of  sundry  citizens  of  the  coun- 
ty of  Switzerland,  and, 

Mr.  Huckleberry  presented  the  petition  of  sundry  citizens  of  the 
county  of  Clark,  on  the  same  subject; 

Which  were  read  and  referred  to  the  committee  on  military  affairs. 
On  motion  of  Mr.  Vandeveer, 

Mr.  Mason  was  added  to  the  committee  on  military  affairs. 
On  motion  of  Mr.  Evans, 

Ordered,  That  Mr.  Nave  have  leave  of  absence  from  attendance  on 
this  House  during  the  pending  investigation  info  his  conduct  as  a  mem- 
ber of  this  House,  upon  the  charges  preferred  against  him  by  Wm, 
M.  C.Blake. 

The  Speaker  laid  before  the  House  the  following  communication 
from  William  Sheets,  Secretary  ot  State: 

Secretary  of  State's  Office,         ) 
Indianapolis^  Dec.  9,  1835.     ^ 
Sir: 

I  beg  leave  to  communicate,  through  you,  to  the  House  of  Repre- 
sentatives, that,  on  the  !2d  day  of  April  last,  tho  Hon.  Samuel  Hall 
filed,  in  this  department,  his  resignation  as  President  Judge  of  the  4th 
Judicial  Circuit;  and  that  the  vacancy  has  been  filled  by  a  temporary 
appointment,  which  will  expire  with  the  close  of  the  present  session  of 
the  General  Assembly. 

The  Hon.  Charles  H.  Test  filed,  in  my  Office,  on  the  7th  inst.,  a  com- 
munication, bearing  date  the  20th  of  January  1836,  resigning  the  office 
of  President  Judge  of  the  6th  Judicial  Circuit. 
I  am  with  great  respect, 

Your  obd't  servant, 

Wm.  SHEETS. 
The  Hon.  C.  B.  Smith, 

Speaker  of  the  House  of  Representatives* 

Mr.  Gregg  presented  the  petition  of  sundry  persons,  praying  an  act 
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of  incorporation  of  a  company  for  the  erection  of  a  turnpike  road  from 
Lawranceburgh  in  Dearborn  county,  to  the  town  of  Harrison-, 

Which  was  read,  and. 

On  motion  referred  to  a  select  committee  of  Messrs.  Gregg,  Walk- 
er of  D,,  and  Johnston. 

Mr.  Chamberlain  presented  the  petition  of  John  Longacre,  praying 
for  a  divorce  from  his  wife; 

Which  was  read,  and, 

On  motion,  laid  on  the  table. 
On  motion  of  Mr.  Brown, 

Resolved,  That  the  Senate  be  invited  to  attend  in  the  Hall  of  the 
House  of  Representatives,  inslanter,  for  the  purpose  of  entering  into 
the  election  of  President  Judges  and  Prosecuting  Attorneys;  and  that 
seats  for  their  accommodation  be  provided  on  the  right  of  the  Speaker's 
Chair. 

Ordered,  That  the  Clerk  inform  the  Senate  thereof. 

The  Senate  came  in  from  their  Chamber,  and  took  their  scats  on  the 
right  of  the  Speaker's  Chair,  the  President  of  the  Senate  on  the  right 
of  the  Speaker;  when  bo.h  Houses  of  the  General  Assembly  proceeded 
by  joint  ballot,  to  the  election  of  a  President  Judge  of  the  fourth  Judi- 
cial Circuit,  Mr.  Sigler  acting  as  teller  on  the  part  of  the  Senate,  and 
Mr.  Vawter  acting  as  teller  on  the  part  of  the  House. 

On  counting  the  ballot  it  appeared  that 

Elisha  Embree  received  53  votes  for  that  office, 
Charles  1.  Battell49  votes, 
Scattering  3  votes. 

Elisha  Embree  having  received  a  majority  of  all  the  votes  given, 
was,  by  the  Presdent  of  the  Senate,  in  presence  of  both  Houses  of  the 
General  Assembly,  declared  duly  elected  President  Judge  to  serve  as 
such. 

Both  Houses  then  in  like  manner  proceeded  to  the  election  of  a 
President  Judge  of  the  5th  Judicial  Circuit,  to  liil  the  vacancy  of  Wil- 
liam W.  Wick,  whose  term  of  service  had  expired. 

On  counting  the  ballots  it  appeared  that 

William  W.  Wick  received  80  votes  for  that  office, 
John  Eccles  26  votes. 

William  W.  Wick  having  received  a  majority  of  all  the  votes  giv- 
en, was,  by  the  President  of  the  Senate,  in  presence  of  both  Houses  of 
the  General  Assembly,  declared  duly  elected  President  JaJge  of  the 
6th  Judicial  Circuit  of  the  state  of  Indiana  to  serve  as  such  for  the 
Term  of  seven  years,  from  and  after  the  2d  day  of  January  nc  xt. 

Both  Houses  in  like  manner,  proceeded  to  the  election  of  a  President 
Judge  of  the  6th  Judicial  Circuit  of  the  state  of  Indiana,  to  fill  the  va- 
cancy occa^oned  by  the  resignation  of  the  Hon.  Charles  H.  Test. 
5 


On  counting  the  first  ballot  it  appeared  that 

Samuel  Bigger  received  34  votes  for  that  office, 
James  Perry  33  votes, 

William  Daily  39  votes. 

Ko  persons  having  received  a  majority  of  all  the  votes  given,  both 
Houses  proceeded  to  a  second  balloting. 

On  counting  the  second  ballot  it  appeared  that 

Samuel  Bigger  received  37  votes  for  that  office, 
James  Perry  30  votes, 

"William  Dailey  39  votes, 

No  pe»"son  having  yet  received  a  majority  of  the  whole  number  of 
votes,  both  Houses  proceeded  to  a  third  balloting,  when  it  appeared 
that 

Samuel  Bigger  received  38  votes, 

James  Perry  27  votes, 

William  Dailey  41  votes. 

No  person  having  still  received  a  majority  of  all  the  votes  given,  both 
Houses  proceeded  to  a  fourth  balloting. 

On  counting  the  fourth  ballot  it  appeared  that 

Samuel  Bigger  received  50  votes  for  that  office, 
James  Perry  6  votes, 

William  Dailey  50  votes. 

No  person  having  received  a  majority  of  all  the  votes,  both  Houses 
proceeded  to  a  fifth  balloting. 

On  counting  the  fifth  ballot  it  appeared  that 
Samuel  Bigger  received  53  votes, 
James  Perry  1  vote, 

William  Dailey  52  votes. 

Neither  gentleman  having  a  majority  of  all  the  votes,  both  Houses 
proceeded  to  a  sixth  boUoting. 

On  counting  of  which  it  appeared  that 
Samuel  Bigger  had  57  votes, 
Wiliinm  Dailey        48  votes, 
James  Perry  i  vote. 

Samuel  Bigg^^r  having  received  a  majority  of  all  the  votes  given,  was 
by  Ihe  President  of  the  Sennle,  in  presence  of  both  Houses  of  the  Gen- 
eral Assembly^  declared  duly  elected  President  Judge  of  the  6tb  judi- 
cial circuit,  to  serve  as  such. 

And  both  Houses  adjourned. 
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2  o'clock,  P.  M. 

Bo(h  Houses  met. 

Both  Houses  in  like  manner  proceeded  to  the  election  of  a  prose- 
cuting attorney  for  the  first  judicial  circuit. 

On  counting  the  votes  it  appeared,  that 
Wiliiam  P.  Bryant  received  76  votes, 
R.  A.  Lockwood  received  26  votes, 
Scattering  2  votes. 

William  P.  Bryant  having  received  a  majority  of  all  the  votes  given 
was,  by  the  President  of  (he  Senate,  in  the  presence  of  both  Houses  of 
the  General  Assembly,  declared  duly  elected  prosecuting  attorney  of 
the  Ist  judicial  circuit,  to  serve  for  the  term  of  two  years. 

Both  Houses  in  like  manner  proceeded  to  the  election  of  a  prosecLV- 
ting  attorney  for  the  second  judicial  circuit. 

On  counting  (he  votes  it  appeared  that 

Charles  Dewey  had  79  votes  for  that  office, 
Scattering  25  votes. 

Charles  Dewey  having  received  a  majority  of  all  the  votes  was,  by 
the  President  of  (he  Se!)ate,  in  (ho*  presence  of  both  Houses  of  the 
Genfral  Assembly,  declared  duly  elected  prosecuting  attorney'for  the 
second  judicial  circuit,  to  serve  for  the  term  of  two  years. 

Both  Houses  in  like  mnnner  proceeded  to  the  election  of  a  prosecu- 
ting attorney  for  the  third  judicial  circuit. 

On  counting  the  ballots  it  appeared  that 

Courlknd  Gushing  had  62  votes  for  that  ofEce, 
Daniel  Kejso  had  40  votes. 
Scattering  4  votes. 

Courtland  Gushing  having  received  a  majority  of  all  the  votes  given, 
was,  by  the  President  of  (he  Senate,  in  presence  of  both  Houses  of  the 
General  Assembly, declared  duly  elected  prosecuting  attorney  for  the 
third  judicial  circuit,  to  serve  for  the  term  of  two  years. 

Both  Houses  in  like  manner  proceeded  to  the  election  of  a  prosecu- 
ting attorney  for  the  fifth  circuit. 

On  cpunling  the  ballots  it  appeared  that 

William  Herod  had  73  votes  for  that  office, 
Scattering  33  votes. 

William  Herod  having  received  a  majority  of  all  the  voles, -was,  by 
ike  President  of  the  Senate,  declared  duly  elected  prosecuting  attor- 
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ney  for  the  fifth  judicial  circuit,  to  serve  for  the  term  of  two  yearg. 

Both  Houses  in  like  manner  proceeded  to  the  election  of  a  prosecu- 
ting  attorney  for  the  sixth  circuit. 

On  counting  (he  ballots  it  appeared  that 
William  J.  Brown  had  G8  votes, 
John  S.  Newman  had  36  votes, 
Scattering  2  votes. 

William  J.  Brown  having  received  a  majority  of  all  the  votes,  was, 
by  the  President  of  the  Senate,  in  presence  of  both  Houses  of  the  Gen- 
eral Assembly,  declared  duly  elected  prosecuting  attorney  for  the  6th 
judicial  circuit  of  the  Slate  of  Indiana,  to  serve  for  the  term  of  two 
years. 

The  Senate  then  retired  to  their  Chamber, 
And  the  House  adjourned. 


FRIDAY  MORNING,  Dec.  il,  1535. 

House  met. 

The  Speaker  announced  to  the  House  the  following  select  commit- 
tee on  the  subject  of  the  apportionment  of  ihe  representation  of  the 
state,  in  pursuance  of  a  resolution  heretofore  adopted : 

Messrs.  Vandeveer,  Howell,  Thompson  of  L.,  Myers,  Davis,  Liston, 
Dunning,  Hannaman,  Johnston,  Gregg,  Mason,  Kilgore,  Jackaon,  and 
Armstrong — 14. 

The  Speaker  laid  before  the  House  the  annual  report  of  the  Trea- 
surer of  Slate; 

Which  \M\z  rend  and  referred  to  the  committee  of  ways  and  means, 
and  300  copies  ordered  to  be  printed. 

Mr.  Evans  presented  the  petition  of  Messrs.  Henkle  and  Heflej,  on 
the  subject  of  the  public  printing; 

Which  was  read. 
Whereupon, 

Mr.  Evans  moved  to  take  up  the  report  of  the  Secretary  of  State  on 
the  saoie  subject; 

Which  was  read,  and,  together  with  the  petition  aforesaid,  referred 
to  the  committee  on  ways  aud  means. 

The  Speaker  laid  before  the  House  the  annual  report  of  Andrew 
Gardner  the  commissioner  of  the  fund  appropriated  for  the  improve- 
ment of  the  Wabash  river; 

Which  was  read  and  referred  to  the  committee  on  canals  and  inter- 
nal  improvements. 
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Ordered,  That  250  copies  of  the  same  be  printed  for  the  use  of  the 
members  of  this  House. 

The  Speaker  laid  before  the  House  the  report  of  the  Branch  of  the 
State  Bank  at  Indianapolis; 

Which  was  read  and  referred  to  the  committee  on  the  State  Bank. 

Mr.  Evans  submitted  the  following  resolution: 

Resolved,  That  the  Canal  Commissioners  be  requested  to  lay|before 
the  commitfee  appointed  to  investigate  the  official  conduct  of  Jesse  L. 
Williams,  any  correspondence  which  they  may  have  had  with  any  indi- 
vidual or  individuals,  designed  to  interfere  with  their  discretion  as  pub- 
lic oflicers. 

Mr.  Huntington  moved  to  amend  said  resolution  by  striking  it  out 
from  its  resolving  clause  and  insert  in  lieu  thereof  the  following: 

That  the  Canrd  Commissioners  be  requested  to  furnish  to  the  com- 
mittee, to  whom  was  referred  the  investigation  of  charges  against  Jes- 
se L.  Williams,  Canal  Engineer,  such  corkespondence  as  they  have  in 
their  possession  (by  them  not  regarded  as  private)  touching  the  charges 
aforesaid; 

Which  was  lost.  ' 

Mr.  Kilgore  moved  further  (o  amend  said  resolution  by  striking  out 
the  word  "requested"  and  inserting  in  lieu  thereof  the  word  "required," 
and  by  inserting  between  the  word  "any"  and  the  word  "individual," 
the  words  "any  state  officer  or  other;" 

Which  amendment  was  adopted. 

Mr.  Huntington  moved  further  to  amend  said  resolution  by  adding 
to  the  end  thereof  the  following: 

"Connected  with  the  object  of  such  investigation." 

And  on  the  question  shall  said  resolution  as  amended,  be  adopted  it 
carried  in  the  affirmative. 

Mr.  Vawter  submitted  the  following  resolution: 

Resolved,  That  the  use  of  the  Hall  of  the  House  of  Representatives 
be  tendered  to  the  friends  of  General  Harrison,  for  the  purpose  of 
holding  their  convention  on  Monday  and  Tuesday  next. 

Mr.  Bryan  moved  to  amend  said  resolution  by  striking  out  the  words 
"and  Tuesday"  and  inserting  in  lieu  thereof  the  word  "evening;" 

Which  was  lost. 

Mr.  Willett  moved  to  further  amend  said  resolution  by  striking  out 
the  words  "friends  of  General  Harrison"  and  inserting  in  lieu  thereof 
"the  convention  from  the  people;" 

Which  was  lost. 

And  the  question  then  recurring  on  the  adoption  of  the  resolution, 

And  the  ayes  and  noes  being  required, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Bryan,  Buell,  Carnan,  Carr, 
Chamberlain,  Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Wash., 
Craig  of  M.,  Craigof  P.,  Curtis,  Cushraan,  Davis,  Dunning,  Edmonsf  on, 
Edwards,  Evans,  Gardner,GrahamjGregg,HaDDaman, Harrow,  Harris, 
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Howard,  Howell,  Hubbard,  Huckleberrj,  Huntington,  Jackson,  John- 
8(on,  Jones,  Lee  of  M.  and  C,  Macev,  McBean,  McCarty,  Miller, 
Moore,  Morris,  Murray,  Phelps,  Posey,  Ray,  Ristine,  Smith,  Stapp, 
Steele,  Storm,  Strain,  Templclon;  Thompson  of  Allen,  Thompson  of 
Johnson,  Thompson  of  Lawrence,  Vandeveer,  Vawter,  Walker  ofD., 
Walker  of  Shelby,  Watt,  Whitman,  Willett,  Wilson,  Zenor,  and  Mr. 
Speaker — 68. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Boone,  Eggleston,  Kilgore,  Lee  of  Bartholomew,  Liston,  Ma- 
son and  Myers — 7. 

And  so  said  resolution  was  adopted. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  have  adopted  the  following  resolution: 

Resolved,  That  the  Senate  will,  (the  House  of  Representatives  con- 
currring  therein)  this  day  at  2  o'clock,  P.  M.  proceed  to  the  election  of 
a  director  of  the  State  Bank,  to  fill  the  vacancy  of  Seton  W.  Norris, 
whose  term  of  service  will  expire  during  the  present  session,  and  that 
the  House  of  Representatives  be  informed  thereof  and  their  concur- 
rence requested. 

In  which  I  am  requested  to  ask  the  concurrence  of  the  House. 
On  motion  of  Mr.  Bryan, 

The  House  concurred  in  said  resolution. 

Ordered,  That  the  Senate  be  informed  thereof. 

Mr.  Graham  presented  the  petition  of  A.  Frisby  and  others,  citizens 
of  Warrick  county,  praying  the  establishment  of  the  county  road  from 
Boonevillc  via  William  Bullocks  and  Frisby's  mills  to  the  Ohio  river  as 
a  state  road; 

Which  was  read,  and. 

On  motion  of  Mr.  Graham, 

Referred  to  a  select  committee  of  Messrs.  Graham,  Howell,  and  Ed- 

monston.  t^     .  j   t        k 

Mr.  Liston  presented  the  petition  of  Gavit  V.  Deniston  and  Joseph 
F.  Morris  of  St.  Joseph  county,  praying  the  passage  of  a  law  author- 
izinc'  them  to  erect  a  dam  across  the  St.  Joseph  river  at  or  near  the 
town  of  South  Bend,  and  also  the  petition  of  M.  M.  Taylor  and  others 
on  the  same  subject; 

Which  were  read  and  referred  to  a  select  committee  cf  Messrs.  L.18- 
ton.  Chamberlain,  and  Thompson  of  A. 

Mr.  Ray  presented  the  petition  of  Samuel  Talbot  of  W^^yne  county, 
praying  the  passage'.of  a  law  authorizing  him  to  vacate  a  part  of  the 
slate  road  leading  from  Centreville  to  Richmond,  east  of  CentreviUe; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Ray, 
Curtis,  and  Hubbard.  , 

Mr.  Vandeveer  presented  the  petition  of  David  Hopper  and  oiners, 
of  Orange  county,  praying  the  passage  of  an  act  for  the  re-location  of 
a  state  road  between  Orleans  and  George  French's  in  Orange  county; 
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'Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Van- 
3eveer,  Murray,  and  Boone. 

Mr.  Thompson  of  A.  presented  the  petition  of  John  Reynolds  and 
others,  praying  the  organization  of  Adams  counly ; 

Which  was  read  and  referred  to  a  select  committee  of  Thompson  of 
A.,  Chamberlain,  and  Liston. 

Mr.  Ristine  presented  (he  petition  of  J.  W.  Powers  and  others  of 
Montgomery  county,  praying  the  repeal  of  the  act  to  incorporate  the 
Crawfordsville  Seminary, approved  January  4,  1830; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Ris- 
tine,  Lee  of  M.  and  C,  and  Brown. 

Mr.  Mason  presented  the  petition  of  Amelia  Willey,  praying  for  a 
divorce  from  her  husbnr.d,  Alfred  Wiliey ; 

Which  was  read  and  laid  on  the  table. 

Mr. Chamberlain  moved  to  take  up  the  petition  of  John  Longacre, 
praying  for  a  divorce  from  his  wife,  Louisa  Longacre,  laid  on  the  table 
yesterday; 

Which  was  carried  in  the  affirmative,  and  refer  the  same  to  the  judi- 
ciary committee. 

Whereupon, 

Mr.  Willett  moved  to  amend  said  motion  by  referring  the  same  to  a 
select  committee,  and, 

On  motion,  the  same  ^a?  laid  on  the  table. 

Mr.  Strain  presented  the  petition  of  Ira  Richardson  and  others  of 
Washington  county,  praying  the  location  of  a  state  road  from  Livonia, 
on  the  nearest  and  best  practical  route,  to  intersect  the  state  road 
from  Bedford  to  Greenville  at  in  said  ccuiity ; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Strain, 
Clark,  and  Vandeveer. 

Mr.  Walker  presented  the  petition  of  Dr.vid  Gibson  and  otheis  of 
Dearborn  county,  praying  the  establishment  of  a  state  road  from  Dilla- 
boro  to  the  Ohio  river  at  Aurora; 

Which  was  read  and  referred  (o  a  select  committee  of  Messrs.  Walk- 
er, Gregg,  and  Howard. 

And  the  House  adjourned. 

2  o'clock  P.  M. 

House  met. 

On  motion  of  Mr.  Brown, 

The  House  proceeded  with  closed  doors  to  the  election  of  a  Director 
of  the  State  Bank  of  Indiana,  to  fill  the  vacancy  of  Seton  W.  Norris, 
whose  term  of  service  had  expired,  Messrs.  Brown  and  Dunning  acting 
as  tellers,  when, 

-   On  counting  the  ballot  it  appeared  that 

Seton  W.  Norris  had  66  votes  for  that  office, 
Scattering  9  votes. 

Seton  W.  Norris  having  received  a  majority  of  all  the  votes  given, 
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was,  by  the  Speaker,  declared  dulj  elected  on  the  part  of  the  House, 
Director  of  the  State  Bank  of  Indiana. 

Ordered,  That  the  Clerk  of  this  House,  by  a  sealed  communication 
inform  the  Senate  thereof. 

Mr.  Brown,  from  the  select  committee,  to  which  was  referred  the 
petition  of  the  Directors  of  the  Wabash  and  Michigan  Rail  Road  Com- 
pany, reported  a  bill  (No.  3)  on  that  subject ; 

Which  was  read  the  first  time  and  ordered  to  a  second  reading  on 
tomorrow. 

Mr,  Huntington,  from  the  select  committee,  to  which  was  referred 
the  petition  of  Joseph  D.  Clarke  and  his  father  Thomas  H.  Clarke,  re- 
ported that  they  had  had  the  subject  under  consideration  and  deemed 
it  inexpedient  to  legislate  u  pon  that  subject,  and  asked  to  be  discharged 
from  the  further  consideration  of  the  same. 
Whereupon, 

Mr.  Huntington  moved  to  re-commit  said  petition  to  a  select  com- 
mittee with  instructions  to  report  a  bill  in  accordance  with  the  prayer 
of  the  petitioners. 
Whereupon, 

The  Speaker  appointed  Messrs.  Huntington,  Eggleston,  and  Macey 
(hat  committee. 

Mr.  Vandeveer,  from  the  select  committee,  to  which  was  referred 
the  petition  of  David  Hopper  and  others,  citizens  of  Orange  county, 
praying  a  re-location  of  the  state  road  from  Orleans  to  George  French's, 
reported  a  bill  on  that  subject; 

Which  was  read  the  first  time  and  ordered  to  a  second  reading  on 
to-morrow. 

Message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  have  passed  the  engrossed  bill  from  the  House  of  Rep- 
resentatives (No.  2),  entitled  "an  act  to  provide  for  empannelling  grand 
and  petit  jurors  in  the  county  of  Orange,"  with  an  amendment,  in  which 
the  concurrence  of  the  House  of  Representatives  is  requested; 

Which  was  read  and  concurred  in  by  the  House.  v 

A  sealed  message  from  the  Senate  by  Mr.  Morrison  their  Secretary:  | 

Mr.  Speaker — 

The  Senate  did  on  this  day,  in  pursuance  of  a  resolution  of  the  two 
Houses,  and  the  joint  rules  on  that  subject,  go  into  an  election  for  a 
Director  of  the  State  Bank  of  Indiana;  at  which  election  Seton  W. 
Norris  received  25  votes,  Samuel  Judah  3  votes,  and  scattering  2  votes. 
Whereupon, 
It  was  announced  by  the  President,  that  Seton  W.  Norris  was  duly 
elected  such  director  on  the  part  of  the  Senate. 

J.  MORRISON, 

Secretary  of  the  Senate. 
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On  motion  of  Mr.  Huulington, 

The  House  now  resolved  itself  into  a  committee  of  the  whole  on  the 
Governor's  Message,  Mr.  Huntington  in  the  Chair,  and  after  some  time 
spent  therein, 

Mr.  Huntington  reported  that  the  committee  had  had  the  same  un- 
der consideration  and  had  adopted  sundry  resolutions  relative  thereto, 
in  which  he  asked  the  concurrence  of  the  House,  to-wit: 

1.  Resolved,  That  so  much  of  the  Governor''s  irossage  as  relates  to 
the  obtaining  relinquishments  on  the  White  Water  Canal  route,  be  re- 
ferred to  the  conimitte  on  canals  and  internal  improvements, 

2.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  affairs  of  the  town  of  Indianapolis,  be  referred  to  the  committee  on 
the  affairs  of  the  town  of  Indianapolis. 

3.  Resolved,  That  so  much  of  Governor's  message  as  relates  to  a 
Board  of  Public  Works,  de  referred  to  the  committee  on  canals  and 
internal  improvements. 

4.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  establishment  of  a  uniform  system  of  legislation  be  referred  to  the 
judiciary  committee. 

5.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to  a 
system  of  internal  improvements,  be  referred  to  the  committee  on  ca- 
nals and  internal  improvements. 

6.  Resolved,  T'hat  so  much  of  the  Governor's  message  as  relates  to 
the  propriety  of  a  geological  and  topographical  survey  of  the  state,  be 
referred  to  the  committee  on  education. 

7.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  new  apportionment,  be  referred  to  the  select  committee  of  14  upon 
that  subject. 

8.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to  a 
keeper  of  the  State  House,  be  referred  to  the  committee  on  that  subject. 

9.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  examination,  surveys,  and  estimates  of  the  several  proposed  Canals, 
Rail  and  Turnpike  Roads,  made  under  the  superintendence  of  the  Ca- 
nal Commissioners  and  Howard  Stansbury,  Esqr's.,  be  referred  to  the 
committee  on  canals  and  internal  improvements. 

10.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  raising  of  the  salary  of  the  Governor  and  other  officers  therein  nam- 
ed, be  referred  to  the  committee  of  ways  and  means. 

11.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
a  uniform  system  of  doing  county  business,  be  referred  to  the  commit- 
tee on  the  judiciary. 

12.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to  a 
change  in  the  revenue  system,  be  referred  to  the  commttee  on  ways 
and  means. 

13.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  distribution  of  public  arms,  be  referred  to  the  committee  on  mili- 
tary affairs. 

14.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  riotous  conduct  of  the  foreign  laborers  on  the  Wabash  and  Erie 
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Cacal,  recommending  amendments  of  the  criminal  law  on  the  subject 
"of  riots,  be  referred  to  the  judiciary  committee. 

15.  Resolved^  That  so  much  of  the  Governor's  message  as  relates  to 
the  Wabash  and  Erie  Canal,  be  referred  to  the  comn^ittee  on  canals  and 
internal  improvements. 

16.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  projected  improvements  at  the  rapids  of  the  Wabash  river,  be  re- 
ferred to  the  committee  on  canals  and  internal  improvements. 

17.  Resolved,  That  so  much  of  the  message  of  the  Governor  as  re- 
lates to  the  state  prison  at  Jeffersonville,  be  referred  to  the  committee 
on  the  affairs  of  the  state  prison, 

18.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
a  transfer  of  the  probate  business  to  the  circuit  court,  be  referred  to 
"the  judiciary  committee. 

19.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  several  Colleges  in  the  state,  be  referred  to  the  committee  on  edu» 
cation. 

20.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  Stale  Bank,  be  referred  to  the  committee  on  that  subject. 

21.  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  sale  of  saline  lands,  be  referred  to  the  committee  on  ways  and 
means. 

22.  Resolved,  That  so  much  of  the  Governor's  message  as  relates 
to  the  State  House,  be  referred  to  the  joint  committee  on  public 
buildings. 

23c  Resolved,  That  so  much  of  the  Governor's  message  as  relates  to 
the  Michigan  road  and  Michigan  road  lands,  be  referred  to  the  com- 
mittee on  roads. 

On  motion  of  Mr.  Vandeveer, 

Resolved,  That  a  select  committee  be  appointed  to  inquire  into  the 
expediency  of  so  amending  the  first  section  of  an  act  for  the  appoint- 
ment of  trustees  to  receive  deeds  for  lots  of  land,  given  or  purchased, 
for  the  use  of  schools,  meeting  houses,  or  masonic  lodges,  approved 
Feb,  10,  1831,  so  far  as  requires  said  societies  to  hold  an  annual  elec- 
tion, with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr,  Bryan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  on  that  subject, 
that  in  all  cases,  where  justices  of  the  peace  have  exclusive  jurisdic- 
tion, where  the  fine  is  fixed  at  three  dollars,  the  defendant  shall  have 
the  right  of  appeal  from  the  decision  of  the  justice  to  the  Circuit 
Court, 

On  motion  of  Mr,  Hannaman, 

Resolved,  That  the   committee  on  the  judiciary  be  instructed  to  in- 
quire what  amendments,  if  any,  are  necessary  to  the  law  now  in  force, 
regulating  divorces,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Howell, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  amending  the  20th  section  of  an  act  regulating 
crimes  and  punishment,  approved  February  10,  1831,  so  as  to  give  the 
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jury  discretionary  power  to  assess  a  fine  for  riots,  with,  or  without  im- 
prisonment, and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Morris, 

Resolved,  That  the  member  moving  a  resolution  or  presenting  a  pe- 
tition, shall  be  considered  a  member  of  the  committee  to  which  it  is  re- 
ferred, daring  the  consideration  of  such  resalution  or  petition  by  the 
committee. 

On  motion  of  Mr.  McCarty, 

Resolved,  That  the  standing  committee  on  canals  and  internal  im- 
provements be  instructed  to  inquire  into  the  expediency  of  so  amend- 
ing the  4th  section  of  an  act  to  provide  for  the  further  prosecution  of 
the  Wabash  and  Erie  Canal,  and  for  other  purposes,  approved  Feb.  6, 
1831,  that  the  State  Board  of  appraisers  upon  said  Wabash  and  Erie 
Canal,  be  authorized  to  administer  oaths  to  witnesses  that  may  come 
before  them,  to  give  evidence  relative  to  damages  sustained  by  claim- 
ants, for  damages  done  them  by  the  construction  of  said  Canal,  or  for 
materials  used  in  the  construction  of  locks,  culberts,  bridges,  or  other- 
wise, and  that  said  conamittee  inquire  into  the  expediency  of  further 
amendiug  said  section,  so  as  to  secure  the  State  the  fee  simple  in  the 
lands  upon  which  damages  shall  be  assessed  to  claimants,  and  used  or 
appropriated  in  the  construction  of  said  canal,  and  that  said  committee 
report  by  bil  or  otherwise, 

Mr.  Davis  submitted  the  following  resolution: 

Resolved,  That  the  Postmaster  in  Indianapolis  be  authorized  to  mark 
paid  all  papers  and  public  documents  sent  by  the  members  of  this 
House  to  their  constituents,  also  all  letters  and  communications  sent  to 
the  members  of  this  House  on  legislative  business,  and  that  the  same 
shall  be  paid  out  of  any  funds  in  the  state  treasury  not  otherwise  ap- 
propriated, and  that  the  sergeant  at  arms  inform  the  Postmaster  of  the 
passage  of  this  resolution. 

Mr.  Thompson  moved  to  amend  said  resolution,  by  striking  it  out 
from  its  resolving  clause,  and  inserting  the  following: 

Resolved,  That  the  Postmaster  at  Indianapolis  be  requested  to  open 
an  account  with  each  member  of  the  House  of  Representatives,  for 
the  amount  of  postage  charged  against  each,  for  letters  and  papers  of  a 
public  nature,  during  the  present  session  of  the  General  Assembly, 
and  that  the  lamount  thereof  verified  by  the  certificate  of  each  re- 
spective member,  be  paid  to  said  Postmaster,  out  of  any  funds  in  the 
Treasury  not  otherwise  appropriated. 

Which  was  not  adopted. 

Mr.  Howell  moved  to  lay  said  resolution  on  the  table; 

Which  was  also  negatived. 
Whereupon, 

Mr.  Morris  moved  to  refer  the  same  to  the  committee  of  ways  and 
means  with  instructions  to  report  a  joint  resolution  on  that  subject; 

Which  motion  was  carried  in  the  affirmative. 

And  the  House  adjourned. 
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SATURDAY,  Dec.  12,  1835. 

House  met 

The  Speaker  laid  before  the  House,  the  annual  report  of  the  Branch 
of  the  State  Bank  at  Lafayette ; 

Which  was  read,  and, 

On  motion,  referred  to  the  committee  on  the  State  Bank. 

Mr.  PtIcBean  presented  the  petition  of  John  "Waggoner  and  others, 
citizens  of  the  counties  of  Carroll,  Clinton,  and  Tippecanoe,  praying 
for  a  state  road  from  Dayton  in  Tippecanoe  county,  via  John  Wag- 
goner's mill,  to  Delphi  in  Carroll  county; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  ofj  Messrs,  McBean, 
Thompson  of  A.,  and  Bryan. 

Mr.  Edmonston  presented  the  petition  of  James  W.  Porter  and 
others,  citizens  of  Dubois  and  Daviess  counties,  praying  the  continua- 
tion of  a  state  road  from  Jasper  to  Washington,  in  Daviess  county; 

Which  was  read,  and. 

On  motion,  referred  to  a  select  committee  of  Messrs.  Edmonston, 
Miller,  and  Phelps. 

Mr.  McBean  presented  the  petition  of  WilUam  H.  Martin  and 
other--,  citizens  of  Fulton  county,  praying  the  passage  of  an  act  to  or- 
ganize said  county  &c.; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Mc- 
Bean, Bryan  and  Boone. 

Mr.  Murray  presented  the  petition  of  David  Riley  Esq.  and  others, 
praying  the  sale  of  certain  real  esiate  therein  named ; 

Which  was  read,  and. 

On  motion,  referred  to  a  select  committee  of  Messrs.  Murray,  Van- 
deveer,  and  Craig  of  P. 

Mr.  Chamberlain  presented  the  petition  of  Wm.  Prentiss  and  others, 
praying  for  a  state  road  from  Goshen  in  Elkhart  county  to  the  centre 
of  Steuben  county  &c. ; 

Which  was  read,  and. 

On  motion,  referred  to  a  select  committee  of  Messrs.  Chamberlain, 
Liston,  and  Thompson  of  A. 

Mr.  DcBean  presented  the  petition  of  Francis  G.  Kendall  and 
others,  praying  amendments  to  the  law  regulating  the  jurisdiction  of 
justices  of  the  peace; 

Which  was  read,  and, 

On  motion  of  Mr.  McBean, 

Referred  to  the  judiciary  committee. 

Mr.  Thompson  of  A.  presented  the  petition  of  Jacob  Pearson,  pray- 
ing for  certain  relief  therein  named; 

Which  vv'as  read,  and. 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 
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Mr.  Chambers  presented  the  petition  of  Mary  Branhnm  of  Jeffer- 
son county,  praying  an  act  authorizing  her  to  sell  certain  real  estate 
therein  named; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Chambers, 
Stapp,  and  Vawter. 

Mr.  Zenor  presented  the  petition  of  W.  C.  Shipman  and   others, 
citizens  of  Harrison  and  Floyd  counties,  praying  the  location  of  a  state 
road  from  Mauksports  via  Laconia  &:  Ehzabeth  to  New  Albany; 
Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs  Zenor,  Wilson, 
Jones,  and  Collins. 

Mr.  Listen  presented  the  petition  of  Charles  M.  Heaton  and  others, 
citizens  of  St.   Joseph  county  and  vicinity,  praying  the  location  of  a 
state  road  from  South  Bend  to  the  state  line; 
Which  was  read,  and, 

On  motion  of  Mr.  Liston, 
Referred  to  the  standing  committee  on  roads, 

Mr.  Whitman  presented  the  petition  of  William  Wilkinson,  praying 
to  be  divorced  from  his  wife  Mary  Wilkinson; 
Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Whitman,  Col- 
lins, and  IMurray. 

Mr.  Ristine   presented   the   petition   of  Thomas   Faith  and  others, 
citizens  of  Montgomery  county,  praying  that  the  town  of  Somerset  in 
said  county,  may  be  called  Faithsville; 
Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Ristine,  Lee 
of  M.  and  C,  and  Templeton. 

Mr.  Thompson  of  A.  presented  the  petition  of  William  Bickand 
others,  citizens  of  Wabash  county,  praying  the  establishment  of  a  state 
road  form  the  town  of  Lagro  in  said  county,  to  thetown  of  Goshen  in 
Elkhart  county; 

AVhich  was  read,  and. 

On  motion,  referred  to  a  select  committee  of  Messrs.  Thompson  of 
A.,  Chamberlain,  and  Liston. 

On  motion,  Messrs.  Whitman  and  McBean  were  added  to  the  stand- 
ing committee  on  Canals  and  internal  improvements,  and, 

On  motion,  Mr.  Howell  was  added  to  the  standing  committee  on 
roads. 

Mr.  Strain  presented  the  petition  of  James  C.  Kelso  and   others, 
citizens  of  the  town  of  Livonia,  in  the  county  of  Washington,  praying 
an  act  to  vacate  and  re-establish  certain  streets  and  alleys  in  said  town 
in  said  petition,  named; 
Which  was  read,  and, 

On  motion,  referred  to  a  select  commitee  of  Messrs,  Strain,  Clark  of 
Washington,  and  Harris. 

Mr.  Wilson,  from  the  select  committee,  to  whom  was  referred  a  reso- 
lution on  that  subject,  reported, 
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A  joint  resolution  of  the  General  Assembly  (No.  5)  of  the  state  oi 
Indiana,  relative  to  the  payment  of  postage ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading. 

Mr.  Vandeveer  moved  that  the  rules  of  the  House  be  dispensed 
with,  and  the  same  be  read  a  second  time; 

Which  was  decided  in  the  affirmative,  and  said  joint  resolution  waa 
read  a  second  time  by  the  title. 

Mr.  Bryan  moved  to  indefinitely  prostpone  the  same. 

And  the  ayes  and  noes  being  called  for, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bennett,  Bryan,  Craig  of  M.,  Craig  of  P.,  Cur- 
tis, Edmonston,  Eggleston,  Harrow,  Posey,  Ristine,  Sm.ith,  Stapp, 
Tompson  of  J.,  Vawter,  Walker  of  S.,  and  Watt — 17. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Carnan,  Carr,  Chamberlain, 
Chambers,  Chiles,  Clark  of  Washuigton,  Clark  of  Wayne,  Collins, 
Cushman,  Davis,  Dunning,  Edwards,  Evans,  Gardner,  Graham,  Han- 
narnan,  Harris,  Howard,  Howell,  Hubbard,  Huckleberry,  Huntington, 
Jackson,  Johnston,  Jones,  Kilgore,  Lee  of  B=;  Lee  of  M.  &  C,  Liston, 
Macey,  Mason,  McBcan,  McCarty,  Miller,  Moore,  Morris,  Murray, 
Myers,  Phelps,  Ray,  Steele,  Storm,  Strain,  Templeton,  Thompson  of 
A.,  Thompson,  of  L.,  Vandeveer,  Walker  of  D.,  Whitman,  Wilson, 
Zenor,  and  Smith,  Speaker — 56. 

And  so  said  resolution  was  not  indefinitely  postponed. 

Mr.  Vavter  then  moved  to  refer  said  joint  resolution  to  a  select 
committee,  with  instructions  to  amend  the  same,  by  striking  out  all 
thereof,  but  what  related  to  public  papers  and  ducuments; 

Which  motion  did  not  prevail. 

When, 

On  motion  of  Mr.  Dunning, 

(The  rules  of  the  House  were  dispensed  with,)  said  resolution  con- 
sidered as  engrossed,  read  a  third  time,  and  passed. 

And  the  ayes  and  noes  being  called  for, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bard  well, Boone,Brown,  Buell,  Carr,  Chamberlain,  Chambers, 
Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Collins,  Cushman,  Da- 
vis, Dunning,  Edwards,  Evans,  Gardner,  Hannaman,  Harris,  Howard, 
Hubbard,  Huckleberry,  Huntington,  Jackson,  Johnston,  Jones,  Kil- 
gore, Liston,  Macey,  Mason,  McBean,  McCarty,  Miller,  Morris,  Mur- 
ray, Myers,  Phelps,  Ray,  Steele,  Storm,  Strain,  Templeton,  Thompson 
of  A.,  Thompson  of  L.,  Vandeveer,  Walker  of  D.,  Whitman,  Wilscn,. 
Zenor,  and  Mr.  Sjieaker — 50. 
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And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Bryan,  Craig  of  M.,  Craig  of  P.,  Cur- 
tis, Edmonston,  Eggleston,  Graham,  Harrow,  Howell,  Lee  of  B,,  liee 
of  M.  and  C,  Moore,  Posey,  Ristine,  Smith,  Stapp,  Thompson  of  J., 
Vawter,  Walker  of  S.,  and  Watt— 22. 

Ordered^  That  the  Clerk  inform  the  Senate  thereof  and  ask  their 
concurrence. 

On  motion  Messrs.  Vawter,  Howell,  and  Clark  of  Washington  were 
added  to  the  committee  on  canals  and  internal  improvement:. 

Mr.  Huntington,  from  the  select  committee,  to  whom  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  6)  entitled  an  act  authorizing  Joseph  D.  Clark,  a  minor, 
to  sell  real  estate; 

Which  was  read  a  first  time,  and, 
On  motion  of  Mr.  Huntington, 

The  rules  of  the  House   being  dispensed  with,  was  read  a   second 
time  by  its  title,  and  engrossed  for  a  third  reading, 
On  motion  of  Mr.  Stapp, 

Resolved,  That  the  use  of  the  Hall  of  the  House  of  Representatives 
be  tendered  to  the  Colonization  Society  of  this  place  on  Tuesday  even- 
ing next,  to  be  used  for  the  purpose  of  hearing  an  address  on  the  colo- 
nization cause. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bill,  which  origin- 
ated in  the  House  of  Representatives  of  the  following  title,  to-wit:  (No. 
2)  "an  act  lo  provide  for  empannelling  grand  and  jjedt  jurors  in  the 
county  of  Orange,"  and  find  the  same  truly  enrolled. 
On  motion  of  Mr.  Bryan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  authorizing  the  issuing  of  writs  on  Sunday, 
by  the  clerks  of  the  circuit  courts,  in  all  cases  where  justices  of  the 
peace  are  now  authorized  to  issue  writs  on  llmt  day. 

Mr.  Clark  of  Washington  moved  the  following  resolution: 

Resolved,  That  the  military  committee  be  instructed  to  inquire  into 
the  expediency  of  instructing  our  Senators  and  Representatives  in  Con- 
gress, to  use  their  exertions  to  procure  the  repeal  of  an  act  of  Congress 
establishing  the  military  academy  a<^  West  Point. 

Mr.  Willett  moved  to  refer  said  resolution  to  the  judiciary,  instead 
of  the  military  committee; 

Which  motion  was  decided  in  the  negative. 

And  the  question  recurring  on  the  adoption  of  the  resolution,  was 
decided  in  the  affirmative- 

On  motion  of  Mr.  Bennett, 

Resolved,  That  the  committee  on  education  be  instructed  to  inquire 
into  the  expediency  of  revising  the  school  laws  of  this  state;  and  also 
the  expediency  and  necessity  of  furnishing  a  sutEcent  number  of  copies 
thereof,  to  supply  all  tov/nsbip  and  district  trustees  with  one  copy  of 
said  laws,  with  leave  to  report  by  bill  or  otherwise. 
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On  motion  of  Mr.  Eggleston, 
Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  act,  entitled  "an  act  di- 
recting the  mode  of  suing  out  and  prosecuting  writs  of  habeas  corpus," 
app'd.  Jan.  1 2, 1 828,  that  the  person  suing  out  a  writ  of  habeas  corpus 
may  be  permitted  to  traverse  the  return  on  said  writ;  and  also  that 
said  committee  be  instructed  to  inquire  into  the  expediency  of  so 
amending  said  act  as  to  allow  complete  issues  to  be  made  upon  the  re- 
turn of  said  writ,  so  that  the  rights  of  the  parties  maybe  determined  in 
all  cases  by  the  said  proceedings,  allowing  appeals  as  in  other  cases, 
with  leave  to  report  by  bill  or  otherwise. 
.   And  the  House  adjourned. 

2  o'clock,  P.  M. 

House  met. 

The  Speaker  laid  before  the  House  a  report  of  the  Branches  of  the 
State  Bank  at  Richmond  and  Vincennes; 

Which  were  read  and  referred  to  the  committee  on  the  State  Bank. 

The  Speaker  laid  before  the  House  the  annual  report  of  the  direc- 
tors of  the  State  Bank  of  Indiana  5 

Which  was  read,  and, 

On  motion,  referred  to  the  committee  on  the  State  Bank,  and  2000 
copies  thereof  ordered  to  be  printed. 

The  Speaker  laid  before  the  House  the  annual  report  of  the  Canal 
Fund  Commissioners; 

Which  was  read,  and. 

On  motion,  referred  to  the  committee  on  the  Canal  Fund. 
On  motion  of  Mr.  Morris, 

Resolved,  That  the  credentials  of  the  members  of  this  House  be  re- 
ferred to  the  committee  on  elections. 
On  motion  of  Mr.  Macey, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  law  regulating  the  jurisdiction  of 
justices  of  the  peace  as  to  authorize  the  justice  in  all  actions  of  debt  or 
assumpsit  on  an  open  account,  in  cases  where  the  defendant  has  been 
lawfully  notified  of  the  time  and  place  of  trial  and  does  not  appear,  to 
enter  up  judgment  by  default  against  the  defendant,  and  report  by  bill 
or  otherwise. 

Mr.  Ray  moveJ  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committe  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  providing  by  law  for  a 
general  system  of  internal  improvements  in  this  state,  such  as  will  be 
equal  and  have  for  its  object  the  creation  of  a  Board  of  Public  Works, 
to  superintend  the  same,  and  the  appropriation  of  live  millions  of  dol- 
lars, to  be  borrowed  upon  the  credit  of  the  state  for  the  term  of  thirty 
years  at  five  per  cent,  interest,  the  said  sum  of  money  to  be  payable  in 
ten  annual  instalments  of  $'500,000  each  to  such  persons  as  may  be  de- 
signated, and  that  if  a  suitable  arrangement  can  be  made  with  the 
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State  Bank,  that  such  sums  of  money  be  annually  permanently  deposi- 
ted in  said  bank  and  its  branches  for  the  full  term  of  the  charter  of 
said  bank;  and  that  the  committee  upon  the  State  Bank  inquire  into 
the  expedif-ncy  of  making  the  branches  of  said  bank  the  fiscal  agents 
of  said  fund  for  the  object  aforesaid,  and  of  amending  the  charter  of 
said  hank  so  as  to  enable  it  to  issue  its  paper  based  upon  said  deposites, 
to  double  the  amount  thereof,  and  lor  tliis  privilege  to  require  said 
bank  to  pay  to  the  state  in  its  own  paper,  the  amount  of  said  deposites 
annually,  to  be  applied  to  the  construction  of  such  objects  of  internal 
improvements  as  may  be  thought  most  expedient;  and  for  the  purpose 
of  paying  the  interest  on  said  loan,  to  require  of  said  bank  to  pay  to 
the  state  a  reasonable  bonus  for  the  use  of  said  deposites;  and  also  to 
enable  said  bank  to  issue  a  reasonable  amount  of  its  paper  upon  the 
permanent  deposites  of  the  United  States  in  the  branches  thereof,  and 
report  by  bill  or  otherwise. 

Which  was  read,  and. 

On  motion  of  Mr.  Hay, 

Laid  on  the  table. 

On  motion  of  Mr.  Posey, 

Resolved,  That  the  committee  on  the  judiciary  be  requested  to  in- 
quire into  the  expediency  of  so  amending  the  criminal  law  as  to  cause 
complaining  witnesses  to  pny  cost  when  the  prosecution  is  not  well 
founded  in  minor  otFences  and  misdemeanors. 
On  motion  of  Mr.  Chamberlain, 

Resolved,  That  the  Governor  be  requested  to  lay  before  this  House, 
any  report  or  otiier  communication  he  may  have  received  from  the  Uni- 
ted States'  Engineers  employed  in  pursuance  of  a  joint  resolution  of 
the  General  Assembly  at  its  last  session,  to  survey  a  route  for  a  rf.il 
road  from  tlie  Maumee  b.iy  on  Lake  Erie  to  the  rapids  of  the  Illinois 
river;  and  also  to  communicate  such  oiiier  inforn)ation  as  he  may  have 
in  his  possession,  and  may  deem  proper  to  be  communicated  to  this 
House  relative  to  said  survey. 

On  motion  of  Mr.  Macey, 

Resolved,  That  the  committee  on  elections  be  directed  to  inquire  in- 
to the  expediency  of  providing  by  law  for  the  election  of  county  collec- 
tors by  the  people  of  the  several  counties  in  (his  state. 
On  motion  of  Mr.  Miller, 

Resolved,  That  the  committee  on  military  affairs  be  instructed  to  in- 
quire into  the  expediency  of  revising  the  whole  of  the  militia  law  of  this 
state,  and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Collins, 

Resolved,  That  the  committee  on  the  judiciary  be  directed  to  inquire 
into  the  expediency  of  repealing  the  1 2th  section  of  an  act,  entitled  "an 
act  reulating  distress  for  rent,"'  approved  Feb.  1st,  1831. 
On  motion  of  Mr.  Huckleberry, 

Resolved,  That  the  committee  on  the  judiciary  be  directed  to  inquire 

into  the  expediency  of  amending  the  act,  entitled  an  act  for  the  relief 

of  the  poor,  approved  Feb.  10,  1831,  so  as  to  make  it  the  duty  of  the 

overseers  of  the  poor,  to  remove  transient  paupers  or  poor  to  ihecoua 
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ty  asylum  instead  of  farming  them  out,  as  required  by  the  14th  sectioD 
of  said  act,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Kilgore, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  (he  act  regulating  the  prac- 
tice in  suits  at  law,  as  to  deprive  any  party  of  the  right  to  require  juries 
de  medietate  linqiiae,to  be  empanneiled. 

Mr.  Ray  introduced  a  joint  memorial,  (No  7)  on  the  subject  of  the 
Cumberland  road; 

Which  was  read  a  first  time  and  passed  to  a  second  reading,  and, 
On  motion  Mr.  Ray, 

The  rules  of  the  House  having  been  dispensed  with,  was  read  a  se- 
cond time  and  ordered  to  be  engrossed  for  a  third  reading. 

Mr.  Liston  introduced  a  joint  memorial,  (No.  8)  on  the  subject  of  the 
boundary  line  between  the  State  of  Indiana  and  Michigan  Territory ; 

Which  was  read  and  passed  to  a  second  reading  on  Monday  next. 

Mr.  Stapp  having  first  obtained  leave,  introduced  a  bill,  (No.  9)  to  in- 
corporate the  Madison  Savings'  Institution; 

Which  was  read  a  first  time  and  passed  to  a  second  reading  on  Mon- 
day next. 

Mr.  Graham  presented  the  petition  of  John  Ingle  and  others,  citizens 
of  the  county  of  Vanderburg,  praying  the  establishment  by  law  of  the 
mill  seat  of  Thomas  Smith  on  Big  Pigeon  creek  in  said  county; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Graham,  How- 
ell, and  Vawter. 

And  the  House  adjourned  until  Monday  next. 


MONDAY,  Dec.  14,  1835. 

House  met. 

Hiram  B.  Cole  a  member  of  this  House  from  the  county  of  Ver- 
million, appeared,  produced  his  credentials,  and  was  sworn  into  office. 

The  Speaker  laid  before  the  House  the  annual  report  of  the  branch 
of  the  State  Bank  at  Lawrenceburgh; 

Which  was  read  and  referred  to  the  standing  Committee  on  the  State 
Bank. 

Mr.  Kilgore  presented  the  petition  of  Ebenezer  G.  Carey  and  others, 
citizens  of  Grant  county,  praying  the  location  of  a  state  road  from 
Chesterfield,  Madison  county  to  Marion  in  Grant  county: 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Kilgore, 
Thompson  of  A.,  and  Macey. 

Mr.  McBean  presented  the  petition  of  sundry  citizens  of  Cass  coun- 
ty, praying  the  location  of  an  additiotial  branch  of  the  State  Bank  of 
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Indiana,  at  some  prominent  point  north  of  the  Wabash  river,  east  of 
Lafayette,  and  west  of  Fort  Wayne; 

Which  was  read,  and, 

On  motion  of  Mr.  McBean, 

Referred  to  the  standing  committee  on  the  State  Bank. 

Mr.  Gregg  presented  the  memorial  of  the  president  and  directors  of 
the  Lawrenceburgh  and  Indianapolis  Rail  Road  Company,  praying  a 
loan  of  §500,000  from  this  state,  to  aid  in  the  construction  of  said  work; 

Which  was  read  and  referred  to  the  standing  committee  on  canals 
and  internal  improvements. 

Mr.  Carnan  presented  the  petition  ©f  John  C.  Holland,  school  com- 
missioner of  Knox  county,  praying  an  act  authorizing  the  sale  of  cer- 
tain lands  therein  named; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Carnan,  Myers, 
and  Jones.     And, 

Mr.  Myers  also  presented  a  petition  of  the  said  John  C.  Holland  on 
the  same  subject; 

Which  was  read,  and. 

On  motion  of  Mr.  Myers, 

Referred  to   tiie  same  select  committee. 

Mr.  Liston,  from  the  select  committee,  to  whom  was  referred  the  pe- 
tition of  Joseph  Fellows  and  others,  reported 

A  bill  (No.  10)  entitled  a  bill  to  incorporate  the  South  Bend  manu- 
facturing company; 

Which  was  read  twice,  (the  rules  of  the  House  having  been  dispens- 
ed with),  and, 

On  motion  of  Mr.  Huntington, 

Committed  to  the  standing  committee  on  the  judiciary. 
On  motion  of  Mr.  Brown, 

Resolved,  That  the  committee  on  public  buildings  be  instructed  to 
inquire  into  the  expediency  of  recommending  an  appropriation  for  the 
purpose  of  erecting  a  suitable  monument  upon  the  battle  ground  of 
Tippecanoe  in  commemoration  of  the  gallant  services  and  patriotic  da- 
rings of  those  who  fell  on  the  memorable  7th  of  November,  1811. 
On  motion  of  Mr.  Dunning, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  repealiijg  the  2d  section  of  an  act  entitled  an  act  to 
amend  an  act  regulating  the  practice  in  suits  at  law,  approved  Feb.  3, 
1835,  which  exempts  resident  plaintiffs  in  certain  cases  from  giving  se- 
curity for  costs,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Craig  of  P., 

Resolved,  That  the  Auditor  of  Public  Accounts  be  required  to  lay  be- 
fore this  House  a  succinct  statement  of  the  valuation  of  each  county 
as  required  by  him  from  the  different  clerks  as  required  by  the  21st 
sectionof  an  act  to  provide  for  an  equitable  mode  of  levying  the  taxes 
of  this  state,  approved  Feb.  7, 1 835. 
On  motion  of  Mr.  Bryan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
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qaire  into  the  expediency  of  authorizing  the  clerks  of  the  circuit  courts 
to  order  bail  on  writs  issued  by  them,  in  all  cases  where  the  judges  are 
now  authorized  to  make  such  order,  and  under  the  same  restrictions. 
On  motion, 

Mr.  Cole  was  added  to  the  standing  committee  on  roads. 
On  motion  of  Mr.  Johnston, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  relative  to  the  juris- 
diction and  duties  of  juslices  of  the  peace,  as  to  require  any  justice  of 
the  peace,  before  whom  any  case  may  be  commenced,  in  which  the  ti- 
tle to  lands  or  tenements  shall  come  in  question,  to  certify  (he  proceed- 
ings had  before  him  in  such  case  to  the  circuit  court  of  iiis  county  for 
trialin  said  court,  and  that  said  committee  have  leave  to  report  by  bill 
or  otherwise. 

Mr.  Lee  of  Bartholomew  moved  the  adoption  of  the  following  reso- 
lution: 

Which  was  read,  and. 

On  motion  of  Mr.  Ray, 

Laid  on  the  table,  to-wit: 

Resolved,  That  the  judiciary  committee  be  instructed  to  report  a  bill 
to  this  House  abolishing  the  present  probate  court,  and  to  transfer  the 
probate  business  to  the  president  judge  of  the  circuit  court,  and  to  re- 
quire the  judges  of  the  circuit  courts  to  hold  three  terms  thereof  in 
each  year  in  the  respective  counties  in  the  circuits,  and  that  a  certain 
number  of  days  in  each  term  be  set  apart  for  the  Ira.'is.iction  of  pro- 
hate  business  and  the  making  up  issues,  &c.,  and  to  make  it  tlie  duty 
of  the  president  judges  of  the  circuit  court  to  attend  to  the  settlement 
of  the  probate  business,  and  that  as  a  compensation  for  the  perform- 
ance of  such  additional  duties,  the  said  circuit  judges  shall  receive,  in 
addition  to  the  salary  now  received  by  them,  the  sum  of  $300  annually. 
On  motion  of  Mr.  Chamberlain, 

Resolved,  That  the  committee  on  education  be  instructed  to  inquire 
into  (he  expediency  of  so  amending  the  act  providing  for  public  schools, 
approved  February  2, 1833,  and  all  subsequent  acis  upon  that  subject, 
as  to  forma  general  and  uniform  system  of  public  schools  throughout 
the  state,  and  that  said  school  system  be  so  incorporated  with  the  ad 
valorem  system  of  taxation,  as  that  the  district  treasurer  of  each  school 
district  containing  twenty  children,  between  the  age  of  r:)ur  years  and 
twenty-one  years  in  the  several  counties,  be  authorized  to  draw  from 
the  county  treasurer  of  the  county  in  which  said  districts  may  be  situ- 
ated, thirty  dollars  annually,  to  be  applied  to  the  support  of  a  common 
school,  open  to  the  free  admission  and  instruction  of  all  children  be- 
tween the  ages  aforesaid,  in  said  several  districts,  said  money  being 
raised  by  the  ad  valorem  system  of  taxation,  at  the  same  time  and  in 
the  same  manner  as  by  said  system  of  taxation,  the  state  and  county 
revenue  may  be  proposed  to  be  raised ;  and  also  that  said  committee  in- 
quire into  the  expediency  of  Oirlher  modifying  said  act,  as  to  more  ef- 
fectually render  the  school  section  in  each  township  auxiliary  to  the 
additiocal  support  of  schools  therein,  and  that  the  proceeds  thereof  be 
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placed  for  that  purpose  equally  in  the  hands  of  the  treasurers  of  the 
several  school  districts  containing  the  aforesaid  number  of  scholars, 
and  (bat  no  district  shall  be  less  than  two  miles  square  unless  it  contain 
a  sufficient  number  of  scholars  to  make  two  or  more  districts  of  fifty- 
scholars  each,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Huntington, 

Mr.  Chamberlain  was  added  to  the  standing  committee  on  education. 
On  motion, 

Mr.  Morris  was  added  to  the  standing  committee  on  military  affairs. 
On  motion  of  Mr.  Willett, 

Resolved,  That  the  Auditor  (if  Public  Accounts  be  directed  to  lay 
before  this  House  a  specific  amount  of  state  revenue  chargeable  to  each 
county,  and  the  ainount  actually  paid  into  the  treasury  for  the  present 
year. 

Mr.  Morris  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  public  printers  be  required  to  print  copies 

of  the  journals  of  this  House,  and  that  the  clerk  be  authorized  to  hand 
the  journals  over  to  the  printer  as  early  as  practicable,  after  being  read 
and  approved;  when, 

Mr.  Kilgore  moved  to  fill  the  blank  in  said  resolution  with  1000. 

Mr.  Morris  named  500,  and, 

The  question  being  first  taken  on  1000,  was  decided  in  the  negative. 

Mr.  Kilgore  then  moved  900,  and. 

The  question  being  taken  thereon,  was  decided  in  (he  affirmative. 

Mr.  Smith  moved  to  refer  said  resolution  to  a  select  committee;  when, 

Mr.  Huntington  moved  to  amend  said  motion  as  follows: 

With  instructions  to  inquire  in(o  the  propriety  of  providing  for  the 
printing  of  the  journals  in  such  a  manner  as  to  separate  the  reports  of 
committees,  together  with  documents  that  usually  go  into  the  journal, 
from  the  balance  thereof,  and  to  provide  for  the  printing  of  the  docu- 
ments and  reports  separately; 

Which  amendment  was  adopted,  and. 

The  question  recurring  on  the  motion  to  refer  said  resolution  to  a 
select  committee,  was  decided  in  the  affirmative. 

Ordered,  That  Messrs.  Smith,  Morris,  and  Huntington  be  that  com- 
mittee. 

On  motion  of  Mr.  Vandeveer, 

Resolved,  That   the  judiciary   committee  be   instructed  to  inquire 
•what  amendment?,  if  any,  are  necessary  to  an  act  entitled  an  act  con- 
cerning free  negroes,  mulatto  servants,  and  slaves,  approved  Feb.  7, 
1831,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Macey, 

Resolved,  That  the  commitee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  regulating  the  pow- 
ers and  duties  of  the  Probate  Courts,  so  that  judgments  in  said  courts 
shall  be  iiens  on  real  estate  of  the  person  or  persons,  against  whom 
any  such  judgment  may  be  rendered  from  the  rendition  thereof,  and 
report  by  bill  or  otherwise. 

On  motion  of  Mr.  Myers, 
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Resolved,  That  the  committee  on  internal  improvements  inquire  into 
the  expediency  of  directing  surveys  to  ascertain  the  practicability,  and 
probable  expense  of  extending  the  Wabash  Canal  from  Terre-Haute, 
by  Vincennes  to  some  convenient  point  on  the  Ohio  river. 
On  motion  of  Mr.  Evans, 

Resolved,  That  the  judiciary  commiitee  be  instructed  to  inquire  into 
the  expediency  of  repealing  so  much  of  the  law  on  the  subject  of  in- 
solvent debtors,  as  requires  the  debtor  to  give  bond  and  security  on  his 
application  for  a  discharge. 

On  motion  of  Mr.  Liston, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  amending  the  30th  section  of  the  act  re- 
gulating crime  and  punishment,  so  as  to  increase  the  punishment  of 
rioters,  where  they  shall  exceed  12  in  number. 
On  motion  of  Mr.  Carnan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  propriety  of  so  amending  the  act  entitled  an  act,  direct- 
ing the  mode  of  suing  out  and  prosecuting  writs  of  habeas  corpus,  so 
as  to  authorize  imprisonment,  as  well  as  fine,  for  refusing  obedience  to 
the  mandate  of  said  writ,  and  that  they  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Miller, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  regulating  the  du- 
ties and  jurisdiction  of  justices  of  the  peace,  as  to  allow  them  longer 
time  than  is  now  allowed  for  filing  transcripts  in  the  Clerk's  ofiice  in 
cases  of  appeal. 

On  mation  of  Mr.  Walker  of  S., 

Resolved,  That  so  much  of  the  Governor's  message  as  relates  to  the 
sale  of  the  Governor's  circle  and  building  thereon,  be  referred   to  the 
standing  committee  on  the  affairs  of  the  town  of  Indianapolis. 
On  motion  of  Mr.  Gregg, 

Resolved,  That  the  committee  on  elections  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  8th  section  of  the  act  regula- 
ting Congressional  Districts  and  elections,  as  that  the  representatives  in 
this  state  to  the  25th  Congress  shall  be  elected  on  the  1st  Monday  of 
August,  1836,  and  that  Representatives  to  each  succeeding  Congress, 
be  elected  bi-ennially  thereafter. 

On  motion  of  Mr.  Hubbard, 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  so  altering  the  70th  section  of  the  road  law,  as  to 
make  it  necessary  for  persons  paying  an  equivolent,  to  pay  75  instead 
of  50  cents,  for  each  days  failure  to  work,  as  required  by  the  present 
road  law. 

On  motion  of  Mr.  Wilson, 

Resolved,  That  so  much  of  the  Governor's  message  as   relates  to 
loaning  the    unexpended  balance  appropriated  to  the  improvement  of 
the  Wabash  river,  be  referred  to  the  committee  of  ways  and  means. 
On  motion  of  Mr.  Vawter, 

Resolved,  That  the  committee  on  the  judiciary  inquire  into  the  expc- 
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dency,  of  so  amendining  the  20th  section  of  an  act  for  the  prevention 
of  frauds  and  purjuries,  approved  January  24,  1831,  so  as  to  secure 
to  an  infant  or  infants  born  after  the  making  a  will,  divising  goods, 
lands,  and  tenaments,  an  equal  interest  in  the  estate  divised,  with  those 
provided  for  in  such  last  will  and  testament,  and  that  such  subsequent 
birth  or  births  shall  not  operate  as  an  entire  revocation  of  such  last  will 
and  testament. 

On  motion  of  Mr.  Morris, 

Resolved,  That  'an  additional  number  of  seven,  consising  of  one 
from  each  Congressional  district,  be  added  to  the  select  committee  of 
fourteen,  on  the  subject  of  the  apportionment  of  this  state. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary. 

Mr.  Speaker — 

The  Senate  have  concurred  in  the  1st  and  2d  amendment?  made  by 
the  House  of  Representatives,  to  the  joint  rules  for  the  transaction  of 
business  between  the  two  Houses,  being  by  adopting  a  10th  and  11th 
rules,  with  an  amendment,  in  which  the  concurrence  of  the  House  of 
Representatives  is  requesetd. 

The  Senate  have  refused  to  concur  in  the  3d  amendment  proposed 
by  the  House  of  Representatives  to  said  joint  rules,  which  is  hy  adding 
a  12th  rule. 

Mr.  Morris  moved  that  the  House  concur  therein; 

And  the  question  being  taken  on  the  first  amendment  of  the  Senate. 

It  was  decided  in  the  atiirmative. 

Mr.  Morris  moved  that  the  House  recede,  as  to  that  part  of  their 
amendments  to  the  jomt  rules,  in  which  the  Senate  refused  to  concur; 

And  the  question  being  put  thereon,  was  decided  in  the  affirmative. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

And  the  House  adjourned  until  to-morrow  at  2  o'clock,  P.M. 


TUESDAY,    Dec.  15,  1835. 

2  o'clock,  P.  jM. 

House  met. 

The  Speaker  laid  before  the  House  a  communication  and  report  on 
the  subject  of  the  census, from  William  Sheets, Secretary  of  State; 

Which  were  read,  and, 

On  motion  of  Mr.  Willett, 

Laid  on  the  table. 

Mr.  Evans,  (having  first  obtained  leave,)  moved  the  adoption  of  the 
following  resolution, 

Which  was  read  and  adopted,  to  wit: 
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Resolved,  That  the  committee  of  ways  and  means,  to  whom  was  re- 
ferred the  report  of  the  Secretary  of  State,  on  the  subject  of  public 
printing,  and  also  the  communication  of  Henkle  and  Hefley  on  that 
subject,  be  authorized  to  call  before  them  the  officers  whose  duty  it 
was  to  contract  for  the  public  printing,  and  also  the  said  Henkle  and 
Hefley,  and  such  other  persons  as  it  may  be  necessary,  in  order  to  ac- 
quire knowledge  of  ail  the  facts  connected  with  the  manner  in  which 
the  contracts  were  made. 

The  Speaker  laid  before  the  House  a  report  of  the  Treasurer  of 
State  on  the  subject  of  the  three  per  cent,  fund  j 

Which  was  read,  and. 

On  motion  of  Mr.  Willett, 
'    Ordered,  That  500  copies  thereof  be  printed. 

Mr.  Eggleston  presented  the  petition  of  Francis  G.  Sheets  and 
others,  citizens  of  Vevay,  in  Switzerland  county,  praying  an  act  to  in- 
corporate said  town; 

"Which  was  read,  and, 

On  motion,   referred  to   a  select  committee  of  Messrs.  Eggle- 
ston, Smith,  and  Walker  of  D. 

Mr.  Vandeveer  presented  the  petition  of  sundry  citizens  of  the 
county  of  Orange,  praying  the  construction  of  a  turnpike  road  from 
the  town  of  New  Albany  on  the  Ohio,  to  the  town  of  Vmcennes  on  the 
Wabash  river; 

Which  v/as  read,  and, 

On  motion  of  Mr.  Vandeveer, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr.  Listen  presented  the  petition  of  sundry  citizens  of  Michigan  Ci- 
ty and  vicinity,  in  the  state  of  Indiana,  praying  a  repeal  of  a  part  of 
an  act  establishing  a  State  Bank,  and  also  praying  the  location  of  an 
additional  Branch  of  said  Bank; 

Which  was  read,  and. 

On  motion  of  Mr.  Listen, 

Referred  to  the  standing  committee  on  the  State  Bank. 

Mr.  Chamberlain  presented  the  petition  of  Henry  White,  and  others, 
citizens  of  Elkhart  county,  praying  an  extension  of  the  time  of  hold- 
ing Courts  in  said  county; 

Which  was  read,  and. 

On  motion  of  JMr.  Chamberlain, 

Referred  to  the  standing  committee  on  the  judiciary. 

Mr.  Thompson  of  L.  presented  the  petition  of  sundry  citizens  of  the 
county  of  Lawrence,  praying  that  the  line  between  the  countes  of 
Lawrence  and  Jackson,  may  be  straightened; 

Which  was  read,  and. 

On  motion,  referred  to  a  select  committee  of  Messrs.  Thompson  of 
L.,  Carnan,  and  Murray. 

Mr.  Chamberlain,  presented  the  petition  of  suudry  citizens  of  Kos- 
ciusko county,  praying  the  location  of  a  state  road  from  Fort  Wayne 
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to  intersect  the  Lagrange  road,  where  it  crosses  the  Tippecanoe  rWer 
at  the  residence  of  Peter  Warner,  in  Kosciusko  county; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  connmittee  of  Messrs.  ChamberIaiD| 
Liston,  and  Tliompson  of  A. 

Mr.  Liston  presented  the  petition  of  sundry  citizens  of  the  counties 
of  S(.  Joseph  and  Laporte,  praying  the  location  of  a  state  road  from 
the  ncrthern  line  of  Indiana,  where  the  United  States'  road,  leading 
from  Detroit  to  Ci.icngo  comes  to  said  line,  via  Lakeporte,  Plumb 
Grove,  Hunt's  Tavern,  and  Laporte,  to  the  western  line  of  the  Stale, 
iii  the  direction  of  Chicago, 

Which  was  read, and. 

On  motion  of  Mr.  Liston, 

Re/erred  to  the  standing  committee  on  roads. 

Mr.  Vandeveer  presented  the  petition  of  Samuel  Wolfington  of  Or- 
ange county,  praying  for  certain  relief  therein  named; 

Which  was  read,  and. 

On  motion  of  Mr.  Vandeveer, 

Referred  to  the  standing  committee  on  claims. 

Mr.  Ristine  presented  the  petition  of  Israel  Hamilton  and  others, 
citifzens  of  Clinton  and  Tippecanoe  counties,  praying  a  state  road  from 
the  town  of  Jofferson,  in  Chnton  county,  to  the  town  of  Dayton,  in  Tip- 
pecanoe county; 

Which  was  read,  and. 

On  motion  of  Mr.  Ristine, 

Referred  to  the  standing  committee  on  roads. 

The  Speaker  laid  before  the  House  a  communication  and  report 
from  Howard  Stansbury,  U.  S.  assistant  civil  engineer,  on  the  subject 
of  the  projected  Michigan  and  Wabash  Canal  in  1829; 

Which  were  read,  and. 

On  motion  of  Mr.  Willett, 

Laid  on  the  table. 

On  motion  of  Mr.  Bryan, 

Resolved^  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  authorizing   guardians  to  make  applicalion  for  the 
sale  of  land  in  any  county  in  the  state,  to  the  court  that  appointed 
them,  and  where  such  sales  have  been  made,  to  legalize  them. 
On  motion  of  Mr.  Vandeveer, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire what,  if  any  amendments,  are  necessary  to  an  act  entitled  an 
act  to  license  taverns  and  groceries,  approved  Feb.  3,  1835,  with  leaye 
to  report  by  bill  or  otherwise. 

On  motion  of  Mr.  McCarty, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  amending  the  25ih  section  ol  an  act  in 
furtherance  ot  an  act  to  provide  a  fund  to  encourage  common  school?, 
approved  Feb.  7,  1835,  so  as  more  eflectually  to  secure  the  rights  of 
minors  to  lands  which  may  hereafier  be  forfeited  for  the  non-payment 
ei  taxee  durlog  miaority)  and  which  may  beloog  to  them  by  b€que«tl 
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«r  other  derived  title,  and  that  said  committee  report  by  bill  <» 
otherwise, 

Mr.  Collins  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  modifying  the  remedy  by  distress  for 
fent,  as  to  allow  the  tenant  to  appear  and  controvert  the  demand  of 
the  landlord  and  make  full  defence  against  the  same  without  making 
replevy  of  the  property  so  distrained,  with  leave  to  report  by  bill  or 
otherwise. 

Mr.  Evans  moved  to  amend  said  resolution  by  striking  it  out  from  the 
resolving  clause  and  insert  in  lieu  thereof  the  following: 

That  the  committee  on  the  judiciary  be  instructed  to  inquire  into 
the  expediency  of  repealing  the  law  authorizing  distress  for  rent; 

Which  moiinn  did  not  prevail,  and, 

The  question  then  recurring  on  the  adoption  of  said  resolution,  was 
decided  in  the  affirmative. 

On  motion  of  Mr.  Collins, 

Resolved^  That  the  committee  onthe  judiciary  be  directed  to  inquire 
into  the  expediency  of  subjecting  equitable  interest  and  cliosesin  ac- 
tion to  execution  at  law,  with  leave  to  report  by  bill  or  otherwise. 

Mr.  Posey  moved  the  adoption  of  the  fidlnwing  resolution: 

Resolved,  That  the  committee  on  roads  be  requested  to  inquire  into 
the  expediency  of  so  anneudihg  the  road  law,  as  to  define  the  time  that 
€ach  person  that  is  subject  to  labor  on  roads  shall  commence  work  in 
the  morning  cf  each  day,  to  report  by  bill  or  otherwise. 

Mr.  Bryan  moved  to  amend  said  resolution  by  defining  the  number 
of  hours  eacii  person  shall  work  in  each  day; 

Which  motion  did  not  prevail,  and, 

The  question  then  recurring  on  the  adoption  of  said  resolution  was 
decided  in  the  affirmative. 

On  motion  of  Mr.  Steele, 

Resolved^  That  so  much  of  the  Governor's  message  as  relates  to  the 
State  College  at  Bloomington,  be  referred  to  the  committee  on  edu- 
cation. 

Mr.  E^gleston  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  providing  by  law  that  executors  of  their 
own  wrong  be  made  liable  out  of  their  own  estates,  for  the  debts  of  the 
decedent,  with  leave  to  report  by  bill  or  otherwise.     And, 

The  question  being  put,sball  said  resolution  be  adopted?  was  decided 
in  the  negative. 

On  motion  of  Mr.  Hannaman, 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  punishing  supervisors  by  indictment  for  any  neglect 
of  da.y. 

Mr.  Strain  moved  the  adnplinn  of  the  following  resolution: 

Resolved^  Thit  the  judiciary  committee  be  instructed  to  inquire  into 
the  exp'dieiicy  of  so  amending  the  revenue  law  as  to  make  it  general. 

Mr.  Sta{fp  moved  to  amend  said  resolution  by  etrikiog  out  the  wordf 
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"judiciary  committee"  and  inserting  in  lieu  thereof  "committee  of  wayi 
and  means;" 

Which  motion  prevailed,  and, 

The  queslion  then  recurring  on  Ihe  adoption  of  said  resolution  as 
adopted,  was  decided  in  the  aftirmative. 

Mr.  Thompson  of  L.  moved  the  adoption  of  ihe  following  resolution: 
Recolvp'],  That  a  sejpct  commillee  be  appointed  with  ifistruclion?  (o 
inquire  into  the  expediency  and  prupriptvof  abolishing  puMic  px^cu- 
tions  of  all  criminals  convicted  oCaii  offenrc,  punishable  with  death. 
Mr.  Huntington  moved  to  amend  said  resolution  by  adding  thereto, 
And  the  propriety  of  abolishing  imprisonment  for  debt; 
"Which  motion  prevailed,  and, 
On  motion  of  Mr.  Evans, 
Said  resolution  was  laid  on  the  table. 
Mr.  Vawter  introduced 

A  joint  resolution,  (No.  11)  on  the  subject  of  maps; 
Which  was  three  times  read,  (the  rules  of  the  House  having  been 
dispensed  with) and  passed. 

Ordered^  That  the  Clerk  carry  the  same  to  the  Senate  and  ask  their 
concurrence. 

Mr.  Craig  of  M.  presented 

A  joint  memorial,  (No.  12)  on  the  subject  of  the  pre-emption  law; 
Which  was  read  a  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

A  joint  resolution,  (No.  7)  on  the  subject  of  the  Cumberland  road 
was  read  a  third  lime  and  passed. 

Ordered,  That  the  Clerk  carry  the  same  to  the  Senate  and  ask  their 
concurrence. 

On  motion  of  Mr.  Chiles, 
Mr.  Thompson  of  L.  and  Huntington  were  added  to  the  select  com- 
mittee appointed  to  investigate  certain  charges  against  Mr.  Nave. 

A  bill  (No.  9)  to  incorporate  the  Madison  Savings'  Institution,  was 
taken  up  and  read  a  second  time,  and, 
On  motion  of  Mr.  Slapp, 
Referred  to  the  standing  committee  on  the  judiciary. 
A  joint  resolution  (No.  8)  on  the  subject  of  the  boundary  line  be- 
tween the  Slate  of  Indiana  and  Lake  Michigan  was  taken  up  and  read 
a  second  time,  and. 

On  motion  of  Mr.  Stapp, 
Committed  (o  a  committee  of  the  whole  house  and  made  the  ordeff 
of  the  day  on  to-morrow, 
Aod  the  House  adjourned« 


WEDNESDAV,  Dec.  16,  1835. 

The  House  met. 

l^r.  Collins  presented  the  petition  of  William  Adams  and  otherr? 
citizens  of  Clark  county  praying  for  the  location  of  a  state  road  from 
New  Albany  to  Charlestown ; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Col' 
lins,  Whitman,  Huckleberry,  and  Armstrong. 

Ordered^  That  the  select  commitlee  appointed  to  investigate  certain 
charges  against  Mr,  Nave  have  leave  of  absence  from  this  House  du- 
ring ihe  investigation  thereof. 

Mr.  Huntington  was  excused  by  the  House  from  serving  on  said  com- 
mittee, and, 

On  motion, 
Mr.  Collins  was  added  to  said  select  committee. 
Mr.  Chambers  presented  the  annual  report  of  the  Hanover  College^ 
Which  was  read,  and, 

On  motion  of  Mr.  Collins, 
Referred  to  the  standing  committee  on  education. 
Mr.  Edmonston  presented  the  petition  of  J.  W.  Porter  and  others, 
praying  an  appropriation  on  a  state  road  from  Princeton  in  Gibsorj 
counly  to  Paoli  in  Orange  county; 
Which  was  read,  and, 

On  motion  of  Mr.  Edmonston, 
Referred  to  the  standing  commitlee  on  canals  and  internal  improve* 
ments. 

Mr.  Liston  presented  the  petition  of  A.  P.  Andrews  and  others,  cit- 
izens of  Lnporte  county,  praying  the  location  of  the  l2th  branch  of  the 
State  Bank  of  Indiana,  within  the  year  1836; 
Which  was  read,  and, 

On  motionof  Mr.  Liston, 
Referred  to  the  standing  committee  on  the  State  Bank. 
Mr.  Graham  presented  the  remonstrance  of  William  Olmstead  against 
the  petition  of  Thomas  Smith,  praying  a  law  enabling  him  to  continue 
a  dam  across  Pigeon  creek  in  Vanderburg  county?; 

Which  was  read  and  referred  to  the  commitlee  on  the  judiciary,  and, 
On  motion,  the  said  petition  of  the  said  Thomas  Smith,  heretofore 
referred  to  a  select  committee  on  the  same  subject,  was  also  reierred 
to  the  judiciary  committee. 

Mr.  Liston  presented  the  petition  of  Charles  H.  Paine,  preferring 
certain  charges  against  William  Polke,  Commissioner  on  the  Michigan 
Road; 

Whirh  was  read,  and, 

On  fnorion  of  Mr.  Liston, 
Referred  to  a  select  committee  of  Messrs.  Liston,  McBean,  Ristine, 
Bryan,  and  Vawter. 
Mr.  Jones  presented  the  petition  of  Rufus  Brown  and  others,  citi° 
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Eeni  of  Martin  county,  praying  the  aid  of  the  state  in  the  eonatractioffi 
of  a  turnpike  road  from  Ne<v  Albany  to  VincenncB. 

Which  was  read,  and, 

On  motion  of  Mr.  Jones, 

Referred  to  the  commmitlee  on  canals  and  internal  impprovementg, 

Mr.  Walt  presented  the  petition  of  Ira  Grover  and  other?,  citizens 
of  the  town  ofBrownsville,  Union  county,  praying  an  act  authorizing  an 
election  for  justice  of  the  peace  for  said  town; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Watt, 
Bennett,  and  Clark  of  Wayne. 

Mr.  Thompson  of  A.  presented  the  petition  of  William  Johnston, 
praying  certain  relief  therein  named; 

Which  was  read,  and, 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  standing  committee  on  claims. 

Mr.  Huntington  presented  the  petition  of  E.  M.Jones  of  Vigo  coun- 
ty, praying  an  extension  of  the  time  in  which  to  lelurn  assessments  of 
property  ur.der  the  revenue  law  of  last  session; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Hun- 
tington, Carnan,  and  Cushman. 

Mr.  Chambers,  from  the  select  committee,  to  which  was  referred  the 
petition  of  Mary  Branham,  reported 

A  hill  (No.  14)  to  authorize  Mary  Branham  to  convey  real  estate; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Huntington,  from  the  select  committee,  to  which  was  referred 
the  petition  of  E.  M.  Jones  of  Vigo  county,  reported 

A  bill  (No.  13)  to  establish  the  time  ol  returning  to  the  clerks  of  the 
several  counties,  and  to  the  auditor  of  state,  assessments  of  property 
under  the  revenue  law  of  1835; 

Which  was  three  times  read,  (the  rules  of  the  House  having  been 
first  dispensed  with)  and  passed. 

Ordered^  That  the  Clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  therein. 

Mr.  Murray,  from  the  select  committee,  to  which  was  referred  the 
petition  of  the  school  commissioner  of  Orange  county,  reported 

A  bill  (No.  1 3)  to  authorize  the  sale  of  certain  school  lands  in  Orange 
county; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Walker  of  D.,  from  the  select  committee,  to  which  was  referred 
the  petition  of  sundry  citizens  of  the  county  of  Dearborn  on  that  sub- 
ject, reported 

A  bill  (No.  16)  to  locate  a  state  road  in  Dearborn  county,  from  the 
town  of  Dillsboro  to  Aurora  in  said  county ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Gregg,  from  the  select  committee,  to  which  was  referred  the  pe- 
titioD  of  sundry  citizens  of  Dearborn  couoty  on  that  subject,  reportetl 


A  bill  (No.  17)  to  incorporate  the  Lawrenceburgh  and  Ilarrisoc 

Turnpike  Company, 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to* 
morrow. 

The  Speaker  announced  the  appointment  of  (ho  following  addition 
to  the  select  committee  of  fourteen  on  the  subject  of  the  apporlionment, 
to-wit: 

Messrs.  Morris,  Phelps.  Huntington,  Macey,  Smith  of  R.,  Evans,  and 
Vawter. 

Mr.  Stanp  was,  by  the  House,  excused  from  serving  on  the  select 
committee  appointed  to  investigate  certain  charges  against  Mr.  Nave. 

Mr.  Edmonston,  from  the  select  committee,  to  w^hich  was  referred 
the  petition  of  sundry  citizens  of  Daviess  county  on  that  subject  re- 
ported 

A  bill  (No.  18)  (o  establish  as  a  state  road  the  county  road  from  Jas- 
per via  Portersville  and  Smith's  ferry, on  the  east  fork  of  White  river, 
to  Washington  in  Daviess  county; 

Which  was  read  the  first  lime  and  passed  to  a  second  reading  on  to- 
morrow. 

On  motion  of  Mr.  Brown, 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  Into  the  propriety  and  expediency  of  authorizing  the  county 
treasurer  of  each  county  to  act  as  the  collecter  of  the  revenue,  that 
the  taxes  may  be  made  payable  at  the  county  seat  and  that  the  school 
commissioner  be  allowed  to  hold  both  offices,  and  that  said  committee 
report  by  bill  or  otherwise. 

On  motion  of  Mr.  Davis, 

Resolved,  That  the  committee  on  military  affairs  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  military  law  of  this  state 
as  to  exempt  in  lime  of  peace,  all  persons  who  have  served  or  may  in 
future  serve  five  years  as  commissioned  officers  in  any  regiment  in  this 
state,  with  leave  to  report  by  bill  or  otherwise. 

Mr.  Morris,  from  the  select  committe,  to  which  was  referred  a  reso- 
lution relative  to  printing  the  journals  of  this  House  made  the  follow- 
ing report: 

Mr.  Speaker — 

The  select  committee  to  which  was  referred  a  resolution  relative  to 
the  printing  of  the  journals  of  the  House  of  Pcepreseniaiives,  with  in- 
structions to  amend  the  same  by  providing  for  the  printing  of  the  pub- 
lic docments  in  separate  volumes,  report, 

That  they  have  considered  the  same  and  amended  the  resolution  by 
etriking  it  out  from  Ihe  resolving  clause,  and  inserting  the  following: 

That  the  public  printer  be  directed  to  print  1000  copies  of  the  jour- 
nals of  this  House  and  300  copies  of  the  public  documents  in  separate 
volumes. 

Resolved,  That  in  the  volume  of  documents  shall  be  printed  all  re- 
ports made  to  this  House,  in  pursuance  of  any  lavr,  or  by  refolution  of 
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this  House,  in  the  order  they  are  presented,  and  that  the  clerk  be  in- 
structed not  to  enter  such  documents  on  the  journals,  but  to  make  the 
proper  reierences,  both  upon  the  journals  of  the  House  and  the  docu- 
ments. 

Resolved,  That  the  clerk  hand  over  to  the  public  printer  the  journals 
of  the  House  as  early  afler  being  read  and  approved  as  practicable. 

In  which  amendments  ihey  ask  (he  concurrance  of  the  House. 

And  the  question  being  put,  will  the  House  concur  in  said  report, 
was  decided  in  the  affirmative. 
On  motion  of  Mr.  Ray, 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  the  expediency  of  compelling  the  collectors  of  the  re- 
spctive  counties  of  this  state,  to  give  bond  for  the  faithful  performance 
of  their  duties  in  a  greater  amonnt  than  five  thousand  dollars,  and  that 
said  committee  also  inquire  into  the  expediency  of  authorizing  the  ap- 
pointment of  more  collectors  thin  one  in  each  county  in  this  state, 
when  thought  necessary  or  expedient  by  the  board  doing  county  busi- 
nesss  in  the  respective  counties. 
On  motion  of  Mr.  Slorm, 

Resolved,  That  (he  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  having  a  suitable  number  of  copies  of  the  general 
road  Jaws  printed  in  pamphlet  form,  and  furnished   to  each  county  in 
this  state,  for  the  use  of  supervisors  of  roads  in  said  county. 
On  motion  of  Mr,  Posey, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  execution  law  as  to  re- 
quire of  officers  who  may  have  to  sell  property  by  authority  of  execution 
or  other  process,  to  sell  the  same  on  a  credit  for  the  length  of  time  the 
judgment  defendant  would  have  the  right  of  stay  or  replevy,  taking  a 
bond  and  security  from  the  purchasers,  to  have  the  force  and  effect  of 
a  stay  or  replevy  bond,  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Carnan, 

Resolved,  That  the   committee  on  the  judiciary  be  instructed  to  in- 
quire  what,  if  any,  amendments  be  necessary  to  the  different  acts  of 
our  state,  subjecting  real  and  personal  estate  to  execution,  with  leave 
to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Buell, 

Resolved,  That   the  committee  on   military  affairs  be  instructed    to 
inquire   into  the  expediency  of   amending   the    militia  law,  so  as  to 
insure  the  more  certain  collection  of  military  fines. 
On  motion  of  Mpc  Bryan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  making  trespass  on  land,  so  far  transitory 
as  to  authorize  suit  against  any  person  committing  the  same  wherever 
he  may  be  found  within  the  stale. 

Mr.  Chamberlain  moved  the  adoption  of  the  following  resolution: 
Resolved,  That  the  committee  on  militar)  affiiirs  be  instructed  to  in- 
quire into  the  expediency  of  authorizing  by  law  the  calling  of  a  con- 
vention of  delegates  chosen  by  the  people  to  assemble  at  Indianapolis, 
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In  the  Representatives'  Hall,  in  the  month  of  July  next,  or  at  some  othe/' 
convenient  time  prior  to  the  next  session  of  the  General  Assembly,  whose 
duty  it  shall  be  to  digest  and  frame  a  more  practical  and  efficient  militia 
system  for  the  state  of  Indiana  by  limiting  the  requirements  of  the 
actual  performance  of  military  duty  to  those  citizens  now  required  to 
do  said  duty,  who  are  between  the  ages  af  eighteen  and  thirty  years, 
ar.d  increasing  the  number  of  days  duty  required  of  them  to  perform. 
And  permitting  them  to  form  companies  of  light  infantry,  riflemen, 
cavalry,  Rnd  artillery,  or  such  other  description  of  light  companies  as  a 
majority  of  the  members  of  each  company  in  their  own  discre- 
tion may  determine;  and  by  arming  them  as  far  as  practicable, 
with  the  public  arms  at  the  disposal  of  the  state,  and  by  such  other 
means  as  may  be  devised,  and  by  exempting  them  during  the  period 
they  are  thus  required  to  perform  mihtary  duty  from  the  pay- 
ment of  road  and  poll  tax,  or  any  tax  the  exemption  from  which,  shall 
be  an  equivolent  f(<r  the  performance  of  said  duty,  and  by  requiring  of 
all  military  officers,  such  testimonials,  of  an  adequate  knowledge  of 
military  science,  as  shall  be  most  appropriate  to  that  military  organi- 
zation, which  is  most  consistent  with  the  peculiar  nature  of  our  politi- 
cal institutions,  or  to  adopt  any  system  which  may  result  from  their 
deliberations,  either  in  accordance  with  these  suggestions  or  otherwise, 
or  to  recommend  the  entire  abolition  of  our  present  militia  system, 
and  the  useless  task  it  imposes  on  the  great  body  of  the  citizens,  so 
far  as  would  be  consistent  with  constitutional  requirements,  should  the 
deliberalions  of  said  convention  lead  them  to  such  result. 

And  that  the  said  convention  shnll  consist  of  one  half  the  number  of 
members,  as  near  as  may  be,  that  the  House  of  Representatives  will 
consist  of  under  the  new  apportionment,  one  to  be  chosen  from  the  same 
extent  of  territory  which  will  send  two  members  to  this  House  at  the 
next  session  of  the  legislature,  and  that  they  receive  the  same  compen- 
sation; and  that  said  convention  report  the  result  of  their  delibera- 
tions to  the  next  General  Assembly  for  its  confirmation,  amendment,  or 
rejection. 

Resolved  farther^  That  said  committee  inquire  into  the  expediency  of 
exempting  from  military  duty,  in  the  mean  time,  until  some  salutary 
reform  of  the  miltia  system  is  produced,  all  persons  now  liable  to  said 
duty,  who  shall  produce  to  the  military  court  of  assessment  or  of  appeals, 
a  certificate  from  the  supervisor  of  high  ways  of  having  worked  on  the 
road  a  number  of  days  in  addition  to  the  number  of  days  he  is  otherwise  by 
law  required  to  work,  equal  to  the  number  of  days  he  may  claim  to  be 
thus  exempt  from  military  duty,  with  leave  (o  report  by  bill  or  other- 
wise. 

Mr.  Huckleberry  moved  to  amend  said  resolutinn  by  striking  it  out 
from  its  resolving  clause  and  insert  in  lieu  thereof  the  following,  viz: 

That  the  committee  on  military  affairs  be  directed  to  inquire  what 
amendments  are  necessary  to  the  miliiia  law  of  this  state  at  this  time, 
and  what  leaislation  is  necessary  to  place  the  militia  of  this  state  on  its 
proper  footing,  with  leave  to  report  by  bill  or  otherwise. 

4Qd  before  aqy  vote  was  taken  thereon, 
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The  Speaker  announced  thfit  the  time  for  the  introduction  and  dli» 
cussing  resolutions  of  had  expired  for  the  day. 
And  the  House  adjourned. 

2  o'clock^  P.  M. 

House  met. 

Mr.  Davis  introduced 

A  bill  (No.  19)  to  legalize  the  proceedings  of  the  comnrjissioner  of  a 
state  road  therein  named; 

Which  was  read  the  first  tin^e  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Bardwell  presented 

A  bill  (No.  20)  to  amend  the  act  entitled  an  act  to  re-locate  a  certain 
state  road  in  the  co  mties  of  Hancock  and  Henry,  app'd.  Feb.  7,  1835, 
and  for  other  purposes; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to* 
morrow. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Seiiaie  has  passed  an  engrossed  memorial  of  the  General  As- 
sembly ol  tlie  Slate  of  Indiana,  (No.  3)  to  the  Congress  of  the  United 
States,  praying  furtner  appropriations  on  the  iNationnl  Road,  within  the 
State  of  Incliatia,  and  a  resolution  of  the  Senate,  which  is  as  follows: 

Resolved^  Thntttie  8th  joint  rule  for  conducting  business  in  the  two 
Houses  oftho  General  Assembly  be  rescinded,  anil  tliat  the  House  of 
Rt'prespntatives  be  informed  thereof  and  thnir  concurrence  requested. 

In  which  memorial  of  the  General  Assembly,  and  resolution  of  the 
Senate,  the  concurrence  of  the  House  of  Representatives  is  requested. 

The  memorial  of  the  Senate, 

(No.  3)  named  in  said  message,  praying  the  Congress  of  the  United 
States  for  further  appropriations  on  the  National  Road,  was  read  the 
first  time  and  passed  to  a  second  reading  or>  lo  morrow. 

So  much  of  the  said  message  as  related  to  the  Blh  joint  rule  of  both 
Houses  was  taken  up,  and. 

On  motion  of  Mr.  Huntington, 

Referred  to  the  select  committee  heretofore  appointed  on  the  part  of 
this  House  on  tliat  subject. 

The  Speaker  laid  before  the  House  the"annual  report  of  the  Auditor 
of  State  containing  a  statement  of  the  receipts  and  expenditures  for  (he 
year  1 835 ;  and  also  a  report  on  the  subject  of  the  taxable  lands  of  this 
State. 

Which  were  read,  and, 

On  motion  of  Mr.  Willett, 

Referred  to  the  committee  of  ways  and  means. 
On  motion  ol  Mr.  Willett, 

Ordered^  That  500  copies  thereof  be  printed. 

A  biU  (No,  3)  to  Amend  aa  act  eatilled  an  act  to  iocorporate  ibo 
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Wabash  and  Michigan  Rail  Road  Company,  approved  Feb.  2,  1832, 
was  read  a  second  time  and  ordered  to  be  engrossed  for  a  third  read- 
ing on  to-morrow. 

A  bill  (No.  4)  to  re-locate  a  state  road  in  the  county  of  Orange, 
from  Orleans  to  George  French's,  was  read  a  second  time  and  ordered 
to  be  engrossed  for  a  third  reading  on  to-morrow. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker— 

The  Senate  has  passed  an  engrossed  joint  resolution  (No.  4)  on  the 
subject  of  (he  admissicn  of  Michigan  Territory  into  the  Union,  in  which 
the  concurrence  of  the  House  of  Representatives  is  requested. 

The  engrossed  joint  resolution  of  the  Senate  (No.  4)  named  in  said 
message  on  the  subject  of  (he  admission  of  Michigan  Territory  into  the 
Union,  was  twice  read  (the  rules  of  the  House  having  been  dispensed 
%ith)  and, 

On  motion  of  Mr.  Brown, 

Referred  to  the  same  committee  of  the  whole,  to  which  was  referred 
the  joint  resolution  of  this  House  on  the  same  subject. 

A  bill  (No.  10)  to  incorporate  the  South  Bend  manufacturing  compa- 
ny, was  read  a  second  time  and  committed  to  the  committee  on  the  ju- 
diciary. 

The  joint  resolution  (No.  12)  relative  to  granting  pre-emptions  to 
settlers  on  the  public  lands  of  the  United  States  within  the  State  of  In- 
diana, was  read  the  second  time; 
Whereupon, 

Mr.  McCarty  moved  to  amend  the  same  by  striking  it  out  from  its 
resolving'clauseand  inserting  in  lieu  thereof  the  following: 

•^Tbat  our  Senators  in  Congress  be  instructedjand  our  Representa- 
tives requested  to  use  their  exertions  to  continue  in  force  the  act  grant- 
ing preemptions  to  settles  on  the  lands  of  the  United  States  so  far  as  to 
grant  pre-emptions  on  any  of  the  lands  of  the  United  States  which  have 
been  in  market  for  the  term  of  thrfee  years,  and  that  his  Excellency 
the  Governor  transmit  a  copy  of  this  resolution  to  each  of  our  Senators 
and  Representatives  in  Congress  as  soon  as  practicable." 

Mr.  Ristine  moved  to  postpone  indefinitely  the  further  consideration 
of  said  joint  resolution  with  the  amendment  thereto. 

Mr.  Willett  moved  to  lay  the  same  on  the  table; 

Which  motion  was  negatived,  and, 

The  question  recurring  upon  the  motion  of  Mr.  Ristine  to  indefi* 
nitely  postpone  the  further  consideration  thereof. 

And  the  ayes  and  noes  being  demanded  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Chambers,  Clark  of  Wayne,  Curtis,  Cushman,  Eggleston, 
Evar.s,  Gardner,  Greeg,  Huntington,  Jackson,  Lee  of  M.  and  C,  Lis- 
ten, Macey, Mason,  iVicBean,  Posey,  Ray, Ristine,  Stapp,  Thompson  of 
A.,Tbomp80Q  of  J.,  Vawler,  Walker  oVD.,  and  Smith,  Speaker— £4. 
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And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennetf,  Boone,  Brown,  Bryan,  Buell, 
Garnan,  Carr,  Chamberlain,  Clark  of  Washington,  Craig  of  M.,  Craig 
of  P.,  Davis,  Dunning,  Edmonston,  Edward?,  Graham,  Hnnnaman, 
Harrow,  Harris,  Howard,  Howell,  Hubbard,  H'lcklt- berry,  J.hn- 
ston,  Jones,  Lee  of  B.,  McCarty,  Miller,  Moore,  Morris,  Murray,  My- 
ers, Phelps,  Smith,  Steele,  Storm,  Strain,  Templeton,  Vandeveer, 
Walker  of  S.,  Watt,  Whitman,  Willett,  Wilson,  and  Zenor— 47. 

And  so  the  further  consideration  of  said  resolution  and  amendment 
was  not  indefinitely  postponed. 

Mr.  Brown  moved  to  commit  the  same  to  a  select  committee; 

Which  motion  was  negatived. 

Mr.  Craig  of  P.  moved  to  amend  the  said  amendment  as  follow?,  viz; 

"That  settlers  on  Congress  lands  in  consideralionjof  the  benefits  con- 
ferred on  thern  by  the  preemption  laws,  shall  be  bound  to  pay  a  tax 
on  at  least  40  acres  as  other  holders  of  real  estate  do ;" 

Which  was  not  adopted. 

Mr.  Howell  moved  further  to  amend  said  amendment  by  striking  out 
"three"  and  inserting  "ten"  years; 

Which  was  also  negatived. 

Mr.  Morris  moved  to  commit  the  said  resolution  and  amendment  to 
a  committee  of  the  whole  House  for  to-morrow; 

Which  was  decided  in  the  negative. 

Mr.  Hubbard  moved  to  amend  the  said  amendment  by  substituting 
Mfive"  years  instead  of  "three"  years; 

Which  was  lost. 

Mr.  Chamberlain  moved  to  amend  the  said  amendment  as  follows: 

"And  that  said  law  extend  to  such  persons  whose  Improyements  may 
fall  on  section  16,  as  also  Indian  raservalious  or  floats;" 

Which  was  also  lost. 

Mr.  Evans  moved  further  to  amend  said  amendment  as  follows: 

"And  to  provide  that  no  person  shall  be  entitled  to  a  pre-emption 
right,  who  shall  be,  at  the  time  of  claiming  the  same,  the  owner  of  any 
other  lands;" 

Which  was  negatived, 

Mr.  Vawter  moved  to  amend  said  amendment  hj  adding  the  fol- 
lowing: 

And  that  such  pre-emption  right  shall  be  for  the  term  of  ten  yean 
to  each  and  every  settler; 

Which  was  in  like  manner  negatived ;  and, 

The  question  being  taken  on  the  adoption  of  the  said  amendment,  it 
was  decided  in  the  affirmative. 

Ordered,  That  the  said  joint  resolution  as  amended,  be  engrossed 
for  a  third  reading. 

And  the  House  adjourned. 


THURSDAY,  DECEMBER  17,  1835. 


The  House  met. 

The  Speaker  laid  before  the  House  a  report  of  the  Canal  Fund 
Commissiouers,  which  was  read. 

Mr.  DrvIs  moved  that  SMid  report  be  referred  to  the  standing  com- 
mittee on  canals  and  internal  improvements,  and  that  one  thousand  co- 
pies thereof  be  prit)ted. 

Mr.  Willett  moved  500. 

Mr.  Huntington  moved  to  lay  said  report  on  the  table;  which  was 
carried  in  the  affirmative. 

Mr.  Steele  presented  the  petition  of  sundry  persons,  praying  the 
repeal  of  a  portion  of  the  militia  law; 

Which  was  read,  and, 

On  motion  of  Mr.  Steele, 

Referred  to  the  standing  committee  on  military  affairs. 

Mr.  Strain  presented  the  petition  of  John  Ellis  and  others,  praying 
for  an  appropriation  to  the  New  Albany  and  Vincennes  road; 

Which  was  read,  and, 

On  motion  of  Mr.  Strain, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr.  Morris  presented  the  petition  of  Wm.  Young  and  others,  of 
Indianapolis,  praying  for  the  establishment  of  an  insurance  office  in 
said  town; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Mor- 
ris, Kilgore,  and  Collins. 

Mr.  Carnan  presented  the  petition  of  A.  T.  Ellis  and  others,  pray- 
ing an  act  of  incorporation  for  the  Vincennes  Academy  ; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Carnan,  Hant- 
ington,  and  Myers. 

Mr.  Gregg  presented  the  petition  of  the  corporation  of  Lawrence- 
burgh,  praying  a  repeal  or  suspension  of  the  act  removing  the  seat  of 
justice  of  the  county  of  Dearborn; 

Which  was  read,  when 

Mr.  Gregg   moved  to   refer  the   same  to  the  judiciary  committee, 

Mr.  Walker  of  D.  moved  to  lay  said  petitilion  on  the  table; 

Which  motion  was  decided  in  the  negative. 

Mr.  Walker  of  D.  then  moved  to  refer  it  to  a  select  committee; 

Which  motion  was  lost. 

And  the  question  recurring  on  referring  the  said  petition  to  the  judi- 
ciary committee,  was  decided  in  the  affirmative. 

Mr.  Morris  presented  the  petition  of  Richard  D.  Mattingly  of  Ma- 
rion county,  praying  for  certain  relief  therein  named; 

Which  was  road,  and, 

Oa  motion,  referred  to  the  standing  committee  on  claims. 


Mr.  Gregg,  from  the  committee  on  elections  in  pursuance  of  a  reso- 
lution on  that  subject,  reported 

A  bill  (No.  21)  to  amend  an  act  for  the  formation  of  Congressional 
District?  for  the  election  of  Senators  and  Representatives  in  Congress; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to» 
morrow. 

Mr.  Wilson,  from  the  committee  of  ways  and  means,  to  whom  was 
referred  the  report  of  the  Secretary  of  State,  as  also  the  petition  of 
Messrs.  Henkle  and  Hefley,  on  the  subject  of  the  public  printing, 
made  the  following  report; 

AVhich  was  read  and  concurred  in,  viz: 

Mr.  Speaker — - 

The  committee  of  ways  and  means,  to  whom  was  referred  the  re= 
port  of  the  Secretary  of  State  upon  the  subject  of  the  public  printing, 
as  also  the  petition  of  Messrs.  Henkle  and  Hefley  upon  the  same  sub- 
ject, have  had  the  same  under  consideration,  and  have  directed  me  to 
report. 

That  availing  themselves  of  a  resolution  of  the  House  giving  them 
authority  to  call  before  them  the  officers  of  State,  whose  duty  it  was 
to  attend  to  the  letting  of  the  public  printing,  as  also  Messrs.  Henkle 
and  Hefley,  the  petitioners  complaining,  they  procured  the  attendance 
of  the  persons  named,  and  proceeded  to  an  examination  of  them  touch- 
ing the  matter  referred. 

The  Secretary  ot  State,  the  Auditor  of  Public  Accounts,  and  the 
Treasurer  of  State,  concurred  in  admitting  the  facts  as  contained  in  the 
petition,  (to-wit)  that  the  bid  of  Messrs.  Henkle  and  Hefley,  for  the 
one  third  of  the  printing,  was  the  same  as  the  bid  of  Messrs.  Bolton 
and  Emmons,  &  Douglass  and  Maguire,  and  that  the  proposition  of  the 
petitioners  for  ihe  whole  printing  was  at  an  inconsiderable  amount  less 
than  the  contract  made  with  the  present  printers;  alleging  as  their 
reason  for  not  accepting  the  bid  of  the  petitioner  for  the  one  third,  the 
fact  of  Messrs.  Bolton  and  Emmons  and  Douglass  and  Maguire  refusing 
to  contract,  unless  upon  the  condition  that  they  should  receive  the  en- 
tire public  printing,  and  that  estimating  the  difference  in  the  respective 
propositions  for  the  whole  work,  not  to  exceed  in  amount  fifty  dollars, 
they  did  not  hesitate  to  believe  that  the  public  interest  would  not  justify 
the  riskoC  delay  in  the  printing  of  public  documents  to  be  reasonably 
anticipated,  when  only  one  ottice  was  engaged  in  that  work. 

Your  committee  would  here  remark  that  the  contract  made  with 
the  present  printers  is  at  a  small  sum  less  than  that  of  the  last  year. 

Your  committee  entertain  the  same  views  with  officers  of  State, 
concur  in  recommending  to  the  House  the  adoption  of  the  following 
resolution,  and  ask  to  be  discharged  from  the  further  consideration  of 
this  matter: 

Resolved,  That  the  conduct  of  the  Secretary  of  State,  the  Auditor 
of  Public  Accounts,  and  the  Treasurer  of  State,  in  the  letting  of  the 
public  printing,  was  directed  with  a  view  solely  to  the  public  interest. 
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Mr.  Stapp,  from  the  judiciary  committee,  to  Mrhich  was  referred  the 
bill  (No.  9)  to  incorporate  the  Madison  Savings'  institution,  report^ 
ed  that  said  committee  had  had  the  same  under  consideration,  and  had 
made  three  amendments  thereto;  in  which  the  concurrence  of  the 
House  was  requested. 

Mr.  Willett  moved  to  amend  the  first  amendment  of  said  committee, 
bj  (striking  out  the  word  "fifty"  and  insert  in  lieu  thereof  the  word 
*'twenty ;" 

Which  motion  carried. 

And  the  question  being  put,  will  the  House  concur  in  said  first  a- 
mendment  as  amended? 

It  carried  in  the  affirmative. 

Mr.  Ray  moved  to  amend  the  2d  amendment  to  said  bill  by  adding 
thereto  the  following: 

And  provided  that  said  corporation  shall  never  receive  any  greater 
or  higher  rate  of  interest  upon  any  money  discounted  or  loaned  than 
the  Branches  of  the  State  Bank  of  Indiana  by  the  charter  thereof,  are 
authorized  to  receive; 

Which  motion  prevailed. 

On  motion  of  Mr.  Stapp, 

Said  bill  and  amendments  were  laid  on  the  table. 

Mr.  Liston,  from  the  judiciary  committee,  to  which  was  referred  the 
bill  (No.  10)  to  incorporate  the  South  Bend  Manufacturing  Company, 
reported  the  same  with  two  amendments,  in  which  the  concurrence  of 
the  House  was  requested. 

Mr.  Evans  moved  to  re-commit  said  bill  to  a  select  committee ; 

Which  motion  carried  in  the  affirmative. 

Ordered^  That  Messrs.  Liston,  Evans,  and  Eggleston  be  ^at  com- 
mittee. 

And  the  House  adjourned. 

2  o'clock  P,  Mi 

House  met. 

Mr.  Johnston,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  did  on  this  day  present  to  his  excellency  the  Governor,  for 
his  approval  and  signature,  a  bill  which  originated  in  the  House  of 
Representatives  of  the  following  title,  to-wit: 

No.  2 — An  act  to  provide  for  summoning  and  empaonelling  grand 
and  petit  jurors  in  the  county  of  Orange. 

Mr.  Vandeveer,  from  the  select  committee  to  which  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  22)  for  the  electing  of  trustees  to  receive  deeds  for  lot« 
of  land  given  or  purchased  for  the  use  of  schools  and  meeting  houses; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  McBean,  from  a  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 
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A  bill  (No.  23)  to  locate  a  state  road  Delphi  in  Carroll  county,  to 
Dayton  in  Tippecanoe  county ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Strain,  from  the  select  committee  to  which  was  referred  the  pe- 
tition of  Ira  Richardson  and  others  on  that  subject,  reported 

A  bill  (No.  24)  establishing  as  a  state  road  the  county  road  from 
Lavonia  to  George  Becks'; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Graham,  from  the  select  comimiltee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  25)  declaring  a  certain  road  therein  named  a  state  road: 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Carnan,  from  the  select  committee  to  which  was  referred  the 
petition  of  A.  T.  Ellis  on  that  subject,  reported 

A  bill  (No.  26)  to  incorporate  tiie  Vincennes  Academy; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Stapp,  from  the  judiciary  committee  to  which  was  referred  sun- 
dry resolutions,  made  the  following  report: 

Mr.  Speaker — 

The  judiciary  committee  to  whom  was  referred  a  resolution  to  en- 
quire what  amendments  if  any  are  necessary  to  an  act  concerning  free 
negroes,  mulattoes,  servants,  and  slaves,  approved  February  10    1831- 

Also,  to  enquire  into  the  expediency  of  repealing  so  much  of  the 
law  on  the  subject  of  insolvent  debtors,  as  requires  the  debtor  to  give 
bond  and  security,  on  his  application  for  a  discharge; 

Also,  to  enquire  into  the  expediency  of  so  amending  the  20lh  sec- 
tion of  an  act  for  the  prevention  of  frauds  and  perjuries,  approved  24th 
January,  1831,  so  as  to  secure  to  an  infant  or  infants,  born  after  mak- 
ing a  will  divising  goods,  land,  and  tenements,  an  equal  interest  in  the 
estate  divised  with  those  provided  for  in  such  last  will  and  testament- 
and  that  such  subsequent  birth  or  births  shall  not  operate  as  an  en- 
tire revocation  of  such  last  will  and  testament; 

Also,  to  inquire  into  the  expediency  of  so  amending  the  criminal  law 
as  to  cause  the  complainant  to  pay  costs  in  cases  where  the  prosecu- 
tion is  not  well  foui  ded  in  minor  offences  and   misdemeanors have 

had  the  same  under  consideration,  and  have  directed  me  to  report  that 
it  is  inexpedient  to  legislate  on  the  subject  matter  of  said  resolutions* 

Which  said  report  was  concurred  in,  except  so  much  thereof  as  re- 
lates to  the  law  concerning  negroes,  mulattoes,  &,c.,  which, 
Oi)  motion  of  Mr.  Huntington, 

Was  laid  on  the  table. 

Mr.  Ristine,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 
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A  bill  (No.  27)  to  repeal  the  act  to  incorporate  the  Crawford8?ilIe 
Seminary; 

'    Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

]\lr.  Liston,  from  the  select  commillee  to  which  was  referred  the 
bill  No.  10,  to  incorporate  the  South  Bend  Manufacturing  ConDpany, 
reported  the  same  wilh  amendments  to  the  second  section; 

Which  said  report  and  amendments  were  concurred  in,  and  said  bill 
left  on  the  table. 

On  motion  of  Mr.  Dunning, 

Resolved,  That  a  select  committee  be  appointed  to  enquire  info  the 
expediency  of  authorizing  the  commissioner  of  the  reserved  township 
of  seminary  lands  in  Monroe  county,  to  divide  the  residue  of  said  lands 
in  said  township  into  forty  acre  tracts,  and  to  sell  them  under  the  re- 
quisitions of  the  act  heretofore  passed  providing  lor  the  sale  of  said  se- 
minary lands,  with  leave  lo  report  by  bill  or  otherwise. 

Ordered,  That  Messrs.  Dunning,  Moore,  and  Craig  of  P.  be  that 
committee. 

The  House  resumed  the  consideration  of  the  resolution  proposed  by 
Mr.  Chamberlain,  on  the  subject  of  the  militia  law,  left  on  the  table 
on  yesterday  morning. 

And  the  question  being  put  on  the  amendment  proposed  thereto  by 
Mr.  Huckleberry,  was  decided  in  the  affirmative,  and  said  resolution 
as  amended  was  adopted. 

On  motion  of  Mr.  Huntington, 

Resolved,  That  the  public  printer  be  directed  to  print  for  the  use  of 
this  House  twelve  hundred  copies  of  all  reports  and  documents 
which  have  been  or  may  be  transmitted  to  this  Housp  hy  the  canal 
and  canal  fund  commisjioners  of  this  state,  and  by  all  officers  compet- 
ed with  the  surveys  made  during  the  past  season  of  canal,  rail-road 
and  turnpike  routes,  and  that  in  order  lo  pxpf'dite  the  printing  there- 
of copies  of  such  reports  and  documents  as  have  already  been  laid  be- 
fore the  Hou?e  be  immediately  furnished  to  said  printer?. 

Resolved,  That  in'  all  cases  where  reports  or  other  papers  are  orde- 
red to  be  printed  for  the  use  of  this  House,  the  printer?  thereof  be  di- 
rected to  prmt  an  additional  number  of  three  hundred  copies  thereof 
over  and  above  those  ordered  by  the  House,  which  said  additional  co- 
pies shall  be  deposited  at  the  book-binders,  or  otherwise  pre?erved,  so 
that  the  same  may  be  bound  wilh  and  con?iitntea  part  ot'  llie  journals 
of  reports  and  documents  heretofore  provided  (or  by  a  resolution  of 
this  House,  and  that  in  all  cases  the  printer  print  such  papers  in  such 
form  as  to  meet  the  objects  of  this  resolution. 
On  motion  of  Mr.  Vandeveer, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  info 
the  expediency  of  so  amending  the  execution  law,  as  to  repeal  so  much 
thereof  as  exempts  certain  property  from  execution,  withleave  lo  re- 
port by  bill  or  otherwise. 

On  motion  of  Mr.  Walker  of  D  , 

Besolvedi  That  evidence  of  contract  made  with,  and  all  evidence  in 
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relation  to  the  establishment  heretofore  of  the  seat  of  justice  for  Dear- 
born county  in  the  town  of  Lawrenceburgh,  be  laid  before  the  coni' 
mittee  on  the  judiciary  by  the  present  memorialists. 

Resolved^  That  the  proceedings  of  the  Commissioners  in  re-locating 
(he  seat  of  justice  of  Dearborn  county,  at  or  near  the  town  ot  WiU 
mington,  be  laid  before  the  judiciary  committee. 
On  motion  of  Mr.  Murray, 

Resolved,  That  the  committee  on  ways  and  means  be  requested  to 
enquire  into  the  expediency  of  so  amending  the  several  sections  of  the 
revenue  act  as  relates  to  the  assessment  of  the  taxable  property  in  the 
several  counties  in  this  state,  as  to  transfer  the  same  to  some  one  as- 
sessor in  each  township  in  a  county,  whose  duly  it  shall  be  to  give  due 
notice  of  his  intention  to  meet  the  citizens  of  the  township  for  which 
he  may  have  been  appointed,  at  a  certain  time  and  place,  to  take  a  list 
of  taxable  property  aforesaid,  and  also  to  make  it  the  duty  of  citizens 
of  said  township  to  attend  at  such  time  and  place,  and  give  in  a  written 
list  of  taxable  property,  and  also  to  make  it  the  duty  of  the  board  do- 
ing county  business  to  make  said  assessor  a  reasonable  compensation 
for  his  services  aforesaid,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Armstrong, 

Resolved,  That  tl)e  Secretary  o(  State  be  requested  to  furnish  this 
House  with  the  reports  required  to  be  n:ade  to  his  office  by  the  Supe- 
rintendent of  the  State  Prison  by  the  6th  and  7th  sections  of  the  act 
for  the  regulation  of  said  prison,  approved  lOlh  February,  1831,  and 
also  such  information  as  may  be  in  his  possession  relative  to  the  title  of 
Ibe  ground  on  which  said  Prison  is  erected. 
On  motion  of  Mr.  Myers, 

Resolved,  That  the  committee  on  canals  and  internal  improvement* 
be  instructed  to  enquire  into  the  expediency  of  appointing  one  or  more 
sub-commissioners  to  act  under  the  commissioners  already  appointed, 
to  expedite  and  superintend  the  improvement  of  the  navigation  of  the 
Wabash  river,  the  expense  to  be  defrayed  out  of  the  appropriation  of 
the  ^24,000  heretofore  made,  and  to  avoid  any  clashing  with  the  work 
now  under  execution,  that  the  Executive  be  authorized  to  designate 
the  points  to  be  improved. 

Reesohed  further,  That  with  a  view  that  the  whole  Wabash  coun- 
try may  be  benefitted  by  having  the  navigation  of  that  river  improved 
as  speedily  as  pratlicable,  that  the  same  committee  enquire  into  (he 
expediency  of  authorizing  the  Governor  to  make  arrangement  wiih 
the  state  of  Illinois,  by  which  this  state  will  take  exclusively  upon  her- 
self ihe  improvement  of  the  Wabash  River,  on  a  pledge  from  the  state 
of  Illinois  that  she  will  pay  the  state  of  Indiana  a  due  proportion  of  the 
expense  whenever  the  same  may  be  required  after  the  expenditures 
have  been  made. 

On  motion  of  Mr.  Jones, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  in- 
to the  expediency  of  so  amending  the  1st  section  of  an  act  to  regulate 
the  mode  of  summoning  and  empannelling  grand  and  petit  jurors,  so 
^  to  reduce  the  number  of  petit  jurors  to  twelve,  and  make  it  the  do* 
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iy  of  the  sheriffs  of  the  respective  counties  to  fill  all  vacaBcicfi  by  fJOB» 
attendance  or  olhei  wise. 

On  motion  of  Mr.  Brown, 

Resolved,  Thiit  the  committee  on  the  jtrdiciary  be  instructed  to  In- 
quire inio  the  proprieJy  of  establisuing  h  system  of  probate  or  chaircei- 
lor's  couiis,  and  oflransferring  to  said  courls,a!l  the  powers  and  duties 
of  the  present  probate  courts;  and  also  the  equity  or  chancery  powerS) 
now  exp»ci^ed  by  the  circuit  courts. 

Mr.  Stapp  moved  the  adoption  of  the  following  resoklion; 

Which  was  read,  and, 
On  his  motion. 

Ordered  to  lie  on  the  table,  viz: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
report  a  bill  increasing  the  sal  iry  of  the  supreme  and  circuit  judges  to 
the  sum  of  ,§,1000  e«ch  per  annum. 

Mr.  Cham'nerlain  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  criminal  law,  as  to  au- 
thorize the  board  of  county  commissioners  to  make  an  allowance  from 
the  county  treasury  for  the  payment  of  cost  in  cases  where  the  prosecu- 
tion is  not  well  founded;  and  al*o  that  said  committee  ti. quire  into  the 
expediency  of  ;»llowinK  constables  one  cent  mileage,  additional  to  their 
prest-nt  fee  for  travelling  to  serve  all  process;  and  also  of  increasing  the 
fees  of  jurors  in  attendance  on  the  circuit  court. 

And  the  question  being  put,  on  the  adoption  of  said  resolution,  wat 
decided  in  the  negative. 

On  motion  of  Mr.  Miller, 

Resolved,  Ttiat  tlie  committee  of  ways  and  means  be  instructed  to  in- 
quire  ii>to  the  expediency  of  so  amending  the  revenue  l«w,  approved 
Feb.  10,  1831,  as  to  maUe  it  the  duly  of  any  peison  vending  wooden 
clocks  without  licensp,  to  pny  a  penalty  of  some  certain  amount,  with 
leave  to  report  by  bill  or  otherwise. 
On  motion  of  iMr.  Craig  of  P., 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  so  altering  or  changing  the  road  law,  that  each  8tt» 
pervi^or  in  this  state  be  authorized  and  required  to  call  out  the  num- 
ber of  hands  which  may  be  allottet;  to  him,  without  distinction,  from 
time  to  time,  until  he  (in  his  discretion)  may  have  completed  the  public 
highways  in  his  district,  with  leave  to  report  by  bill  orotherwise. 
On  motion  of  Mr.  Vandeveer, 

The  vote  tak^n  on  the  resolution  proposed  by  Mr.  Chamberlain  to- 
day, on  the  subject  of  the  payment  of  the  fees  of  officers  la  state  caseil 
out  of  the  county  treasury,  &,c.,  was  re-considered. 

And,  on  the  question  being  Hgain  put, 

Said  resolution  was  adopted. 

On  mniii.n  of  Mr.  Ofiig  of  Morgan, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  law  regulating  the  duties  of  sher- 
i£f9,as  to  auUiorize  them  to  leave  copies  of  fiabpcena  at  (he  resldenco 


of  wHnc88e«»  in  cases  where  the  witness  has  nbsented  himself  with  a 
viewof  returning  within  the  term  of  two  days,  provided  ?uch  sorvice 
J)j  leavinii  a  copy  as  aforesaid,  shall  be  made  at  lensl  five  days  before 
the  fiist  dny  oTihe  ier;r  i.fil-.e  court  to  which  it  is  returnable. 

Mr.  Lee  of  B.  moved  the  JKJoprioii  ;)f  the  following  resuluiion; 

Which  was  read  ar)d  negntived,  viz: 

Resolveil,  That  a  select  committee  be  appointed  to  inquire  into  the 
expediency  of  repealing  all  laws  regulaiing  the  interest  on  moripy,nnd 
fixing  a  uniform  rate  of  interest  at  6  per  cent,  per  annum,  with  Itave  to 
report  hv  bill  or  othr-rwisp. 

Oi)  motion  of  Mr.  Miller, 

Resolved^  That  the,  commiitee  on  military  aff'^ics  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  ihe  641h  secdun  of  the  militia 
law,  so  a*  to  make  if  the  duly  of  the  provost  iiinriiai  of  their  n  spedive 
regiment?,  to  collect  the  fines  not  remitted  by  the  regimental  courts 
of  appeal,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Macey, 

Resolved,  That  the  committee  of  ways  and  means  be  instrnrted  to  in« 
quire  into  the  expediency  of  so  amending  tiie  htw  relaiive  to  collecting 
the  revenue,  as  to  make  il  thed'jiy  of  the  sever;il  collectors  in  eath 
county,  to  attend  in  each  town?!up,  a  suitable  isumber  of  linn  s.  at  the 
several  places  of  holding  elections,  and  give  notice  of  the  time  they 
will  so  attend,  and  make  il  the  duty  of  the  people  to  meet  tbe  c  olleclor 
for  such  purpose,  and  reduce  his  per  ceotiiye  for  sm  h  colJeciions  in 
proportion  to  his  dimir.ulion  of  trouble,  and  that  all  per.-ons  who  fail 
to  meet  such  oflicer?,  shall  be  mude  liable  for  the  aodiiional  cost  that 
would  accrue  on  account  of  such  delinquency,  and  report  by  bill  or  oth- 
erwise. 

On  motion  of  Mr.  Morris, 

Resolved,  "^''hal  the  military  committee  be  insfrnrlcd  to  inquire  into 
the  expediency  of  abolishing  all  mnsters,  except  the  April  mu>icr  of 
eachyear,  and  thitihe  fine  for  failmg  to  attend  that  muster, l)e  increased 
to  a  sum  not  less  than  §3  on  privates,  and  a  corrcsponthng  increase  on 
commissioned  and  non-tommi^sioned  othcers,arcordii!g  to  the  grade  ;and 
Ihatcommiitee,  in  the  event  of  iheir  adopting  ihismeasure,  bo  required 
to  provide  a  safe  c<eno?itory  for  the  public  arms  now  in  the  hands  ol  li^ht 
companies:  those  not  distributed,  and  those  to  be  received  from  lime  to 
time  from  the  General  Government. 

Mr.  W;itt  moved  the  adoption  of  the  following  rcsoluiion: 

Resolved,  That  the  committee  on  elections  he  instructed  to  inquire 
into  the  expediency  of  confining  the  voters  of  each  county  to  vote  in 
their  respective  townships,  and  that  they  report  by  bill  or  otherwise. 
To  which, 

Mr.  Davis  moved  the  following  amendment: 

Or  to  inquire  into  the  expediency  of  opening  two  polls  in  all  coun« 
tj  seats; 

Which  motion  was  lost,  and, 

The  question  recurring  on  the  adoption  of  said  resolution,  wai  de- 
cided in  the  affiroaative. 
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On  motion  of  Mr.  Clark  of  Wayne, 

Resolved^  That  the  committee  on  ways  and  means  be  instructed  i& 
inquire  into  the  expediency  of  providing  by  law  for  fixing  the  compen- 
sation in  future  of  the  members  of  the  General  Assembly  at  three  dol- 
lars per  day,  and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Bennett, 

Resolved^  That  the  committee  on  canals  and  internal  improvements, 
in  preparing  a  bill  for  the  commencement  of  a  general  system  of  inter- 
nal improvements  in  Indiana,  be  instructed  to  inquire  into  the  expedi- 
ency of  the  slate  taking  one  half  of  the  stock  for  the  construction  of 
turnpikes,  running  through  counties  not  provided  for  by  the  construc- 
tion of  those  great  work?,  the  charters  of  which  have  been  heretoforp 
granted ;  and  also  the  propriety  of  distributing  the  3  per  cent,  fund  for 
the  Improvement  of  roads  in  those  counties  through  which  none  of  those 
great  works  may  be  df^signed  to  run. 

On  motion  of  Mr.  Huckleberry, 

Resolved,  That  the  committee  on  ways  and  means  be  directed  to  in- 
qure  into  the  expediency  of  providing  by  law  for  the  election  of  a  public 
piinter,  by  joint  ballot  of  both  Houses  of  the  legislature  annually,  after 
the  present  year,  Hnd  if  deemed  expedient  or  beneficial  to  the  public 
interest,  that  said  committee  be  directed  to  report  abill  for  that  purpose^ 

And  the  House  adjourned. 


FRIDAY,  D«c.  18,  18S5c 

The  House  met. 

The  Speaker  laid  before  the  House  a  report  from  Howard  Stansba- 
try.  United  Slates'  Aassistant  Engineer; 

Which  was. 

On  motion  of  Mr.  Evans, 

Ordered  lo  lie  on  the  table  and  1 200  copies  to  be  printed. 

Mr.  Dunning  presented  the  report  of  the  Indiana  College  at  Bloom- 
ington ; 

Which  was  read,  and, 

On  motion  of  Mr.  Dunning, 

Referred  to  the  standing  committee  on  education, 

Mr.  Stapp  presented  the  petition  of  sundry  citizens  of  Hendricks 
county,  praying  the  repeal  of  an  act  relative  to  the  jurisdiction  and  du- 
ties of  justices  of  the  peace  in  certain  counties  therein  named ; 

Which  was  read,  and, 

On  motion  of  Mr.  Stapp, 

Referred  to  the  committee  on  the  judiciary. 

Mr.  Eggleston  presented  the  petition  of  Thomas  Cole  and  othersy 
citizens  of  Switzerland  county,  on  the  subject  of  lands  returned  to  the 


aehool  commissioner,  for  the  non-payment  of  taxee, 

Which  was  read,  and, 

On  motion  of  Mr.  Eggleston, 

Referred  to  the  standing  committee  on  education. 

Mr.  Collins  presented  the  petition  of  sundry  citizens  of  Floyd  coun- 
ty, 5»nd, 

Mr.  Wilson  presented  the  petition  of  sundry  citizens  of  Harrison 
county,  praying  a  turnpike  road  from  New  Albany  to  Vincennes; 

Which  were  read  and  referred  to  the  committee  on  canals  and  inter- 
Dal  improvements. 

Mr.  Liston  presented  the  petition  of  sundry  citizens  of  St.  Joseph 
county,  praying  for  a  rail  or  turnpike  road  from  Indianapolis  to  Michi- 
gan City; 

Which  was  read  and  referred  to  the  committee  on  canals  and  inter- 
nal improvements. 

Mr.  McBean  presented  the  petition  of  Adrian  Wyn  Kroop  and  oth" 
ers,  citizens  of  Cuss,  Miami,  and  Wabash  counties,  pra;^ing  fortheloca- 
tion  of  a  certain  state  road  therein  named; 

Which  was  read,  and, 
On  motion. 

Referred  to  a  select  committee  of  Messrs.  McBean,  Thompson  of  A., 
and  Davis. 

Mr.  Murray  presented  the  petition  of  David  Riley  and  others,  citi- 
zens of  Orange  county,  praying  an  act  declaring  Patoka  a  public  high- 
way. 

Which  was  read,  and. 

On  motion  of  Mr.  Murray, 

Referred  to  the  committee  on  canals  and  internal  improvements, 

Mr.  Walker  of  D.  presented  the  petition  of  John  Vanasdal  and  oth- 
ers, praying  for  a  review  of  the  state  road  from  the  Rising  Sun,  in 
Dearborn  county,  to  Cross  Plains,  in  Ripley  county; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Walk- 
er of  D.,  Howard,  and  Smith  of  R. 

Mr.  McBean  presented  the  remonstrance  of  Silas  Acheson  and  oth- 
ers, citizens  of  Cass  county,  against  crossing  the  canal  over  the  Wa- 
bash at  Ballard's  bluff. 

Which  was  read  and  referred  to  the  committee  on  canals  and  inter- 
nal improvements. 

Mr.  Storm,  from  the  select  committee,  to  which  was  referred  a  pC' 
tition  on  that  subject,  reported 

A  joint  resolution  and  memorial  (No.  28)  for  the  relief  of  Margaret 
Nations  and  others; 

Which  was  twice  read,  (the  rules  of  the  House  having  been  dis- 
pensed with);  when 

Mr.  Willett  moved  to  amend  the  same  by  striking  out  thereof  the 
word  "instructed;" 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 
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7%}se  who  voted  in  the  affirmatitt  are^ 

Messrs.  Bardwell,Carnan,Chamberlnin,  Chambers,  CollioF,  Edmon" 
ston,  Edward?,  Egfjleslon,  Gregg,  Hubbard,  Hucklebcrrj,  Johnston, 
Kilgore,  Lee  of  M.  and  C,  Mason,  Posey,  Ray,  Risline,  Steele, 
Thompson  of  Allen,  Thompson  of  Lawrence,  Vawter,  Watt,  Wiliett^ 
■Wilson,  Zenor,  and  Mr.  Speaker — 27. 

And  those  who  voted  in,  the  negative  am^ 

Messrs.  Armstrong,  Bennett,  Brown,  Bryan,  Bnr II,  Carr,  Chiles, 
Clark  of  Wayne,  Clark  of  Washington,  Craig  of  M.,  Craig  ofP.,  Cur- 
tis, Davi?,  Dunninti;,  Evar>s,  Gardner,  Graham,  Hannamiin,  HarroiTy 
Harri?,  Howard,  Howell,  Hiintingion.  Jackson,  Jones, Lee  of  Barthol- 
omew, Liston,  Macey,  McBean,  McCarty,  Miller,  Moore,  Murray, 
Myers,  Phelps,  Smith,  Siapp,  Storm,  Strain,  Templelon,  Thompson 
of  Johnson,  Vandeveer,  Walker  of  D.,  Walker  of  Shelby,  and  Whit- 
man— 45. 

And  so  said  amendment  was  not  adopted. 

Mr.  Evans  then  moved  to  amend  the  said  joint  resolution  by  adding 
after  the  words  "said  individuals"  "and  all  olher  aged  poor  widows  in 
Indiana;" 

"Which  was  not  adopted. 

And  said  joint  resolution  was  ordered  to  be  engrossed  for  a  third 
reading  on  to-morrow. 

Mr.  Thompson  of  A.,  from  the  select  committee,  to  which  was  re- 
ferred a  petition  on  that  sut)jec(,  reported 

A  bill  (No.  29)  to  organize  the  county  of  Adams; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

On  motion  of  Mr.  Wilson, 

Ordered,  That  the  standing  committee  of  ways  and  means  have 
leave  of  absence  from  the  House. 

Mr.  Liston,  from  the  standing  committee  on  elections,  to  wMch  was 
referred  the  credentials  of  the  several  members,  returned  as  elected  to 
this  House,  reported 

That  said  committee  had,  according  to  order,  had  that  subject  un- 
der their  consideration  and  had  found  that  the  credentials  of  the  sit- 
ting members  are  duly  authenticated  according  to  law,  and  that  ihey 
are  severally  entitled  to  seats  in  this  House. 

On  motion  of  Mr.  Thompson  of  Lawrence, 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
make  a  sufficient  allowance  for  the  witnesses  who  were  summoned  by 
order  of  this  House,  to  testify  in  relation  to  the  charges  preferred 
against  Christian  C.  Nave. 

On  motion  of  Mr.  Vandeveer, 

Resolved^  That  the  committee  on  claimsbe  instructed  to  inquire  into 
the  expediency  of  making  an  allowance  to  Andrew  Wilson,  commis- 
lioner  of  the  French  Lick  reserve  lands  in  the  county  of  Orange,  for  bi» 
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leervices  and  expenses  in  travelling  to  make  deposit  in  the  Treasurj  of 
State,  with  leave  to  report  by  bill  or  otherwise. 

Mr.  Walicer  of  Shelby  moved  the  adoption  of  the  following  reso. 
lution: 

Resolved,  That  the  committee  appoir.lcd  for  (he  purpose  of  appor- 
tioning the  repfpsenlalion  of  the  slate,  be  inslructed  to  inquire  into  the 
cxpedienry  of  fixing  the  ratio  at  one  thousand  to  each  Representative 
and  two  thousand  to  that  of  Senator. 

To  which  resolution, 

Mr.  Giflliam  moved  the  following  amendment: 

"And  that  each  organized  county  with  six  hundred  voters,  shall  be 
cntillfd  to  at  least  one  representative;" 

Which  resolution,  together  with  the  amendment,  was  ordered  to  lie 
on  the  table. 

On  motion  of  Mr.  Moore, 

Resulved,  'J'hat  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  llie  expediency  of  making  a  change  in  the  manner  of  col- 
lecting the  state  and  county  revenue,  so  as  to  make  it  the  duty  of  the 
board  doing  county  business  to  give  the  sherid's  of  the  different  coun- 
ties the  preference,  wiih  Icavo  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Smith  of  H., 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  the  expediency  of  so  amending  the  20th  section  of  the 
revenue  law,  as  to  substitute  a  public  notice,  to  be  given  by  the  collec- 
tor in  each  township,  by  written  advertisement,  in  lieu  of  making  a 
personal  demand,  as  requir^c?  by  said  section;  and  to  make  il  the  duty 
of  the  collector  to  meet  the  people  in  their  respective  townships,  a 
suitable  number  of  days  in  the  month  of  September  in  each  year,  by 
himself  or  sufficient  deputy,  for  the  purpose  of  receiving  and  receipt- 
ing (of  taxes;  and  further  to  make  it  the  duty  of  the  collector,  to  keep 
an  office  in  the  county  seat  during  the  months  of  October  and  Novem- 
ber in  each  year,  for  the  purpose  of  receiving  and  receipting  to  those 
who  may  have  failed  to  meet  and  pay  the  collector  in  the  month  of  Sep. 
tember  in  their  respective  townships;  and  further  to  inquire  whether 
the  per  centage  allowed  to  collectors  in  case  of  sale  of  property  for 
taxes  is  reasonable  and  sufficient,  with  leave  to  report  by  bill  or  other- 
wise. 

On  motion  of  Mr.  Hannaman, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire whether  the  agent  of  any  county  can  legal'y  convey  the  real  es- 
tate ol  said  county  to  himself,  in  the  same  manner  as  to  any  other  indi- 
vidual, and  if  in  opinion  of  said  committee,  the  said  agent  cannot,  that 
they  report  a  bill  amendatory  to  the  present  law  on  that  subject. 
On  motion  of  Mr.  Graham, 

Resolved,  That  the  committee  on  roads  be  requested  to  inquire  into 
the  expediency  of  so  amending  the  57th  section  of  an  act,  entitled  aa 
act  for  opening  and  repairing  public  roads  and  highways,  so  that  any 
individual  may  commence  suit  in  the  name  of  the  supervisor^  against 
•oy  j^rioa  t iolating  the  provisions  of  £aid  law. 


Oft  motion  of  Mr.  Posey, 

Resolved,  That  the  standing  committee  on  the  judiciary  be  iDstructed 
■liO  inquire  into  the  expediency  of  amending  and  revising  the  lavr  reg- 
ulating the  proceedings  in  domestic  and  foreign  attachment,  and  that 
the  committee  report  by  bill  or  otherwise. 

Mr.  Kilgore  moved  the  adoption  of  the  following  resolution; 

Which  was  read,  and, 

On  motion  of  Mr.  Huntington, 

Laid  on  the  table: 

Resolved,  That  this  House  will,  when  it  adjourns  on  to-morrow,  (the 
Senate  concurring),  adjourn  until  Monday  the  4th  day  of  January 
next. 

On  motion  of  Mr.  Morris, 

Resolved,  That  the  claim  of  $8  of  W.  S.  Unthank  for  services  in  pre- 
paring the  hall  of  (he  House  and  Senate  for  the  reception  of  the  pre- 
sent General  Assembly,  be  referred  to  the  committee  on  claims. 

Mr.  McBean,  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  (having  obtained  leave,)  reported 

A  bill  (No.  30)  to  organize  the  county  of  Fulton; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  OD  to- 
morrow 

Mr.  Macey,  having  obtained  leave,  introduced 

A  bill  (No.  31)  to  legalize  the  sale  of  the  west  half  of  the  public 
square,  in  the  town  of  New  Castle; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Bills  of  the  following  titles  were  severally  read  a  second  time,  and 
ordered  to  be  engrossed  for  a  third  reading  on  to  morrow: 

The  bill  (No.  14)  to  authorize  Mary  Branham  to  convey  real  estate? 

The  bill  (No.  15)  to  authorize  the  sale  of  certain  school  lands  in 
Orange  county; 

The  bill  (No.  16)  to  locate  a  state  road  in  Dearborn  county  from  the 
town  of  Dillsboro  to  Aurora  in  said  county; 

The  bill  (No.  17)  to  incorporate  the  Lawrenceburgh  and  Harrison 
turnpike  company; 

Was  read  a  second  time,  and, 
On  motion  of  Mr.  Ray, 

Committed  to  the  judiciary  committee. 

And  the  House  adjourned. 

2  o'clock^  P.  M. 

The  House  met. 

The  Speaker  laid  before  the  House  a  report  of  the  Commissionert 
to  superintend  the  State  House; 

Which  was  read  and  referred  to  the  committee  on  public  buildings. 

The  engrossed  bill  (No.  3)  to  amend  an  act  to  incorporate  the  Wa» 
bash  and  Michigan  rail  road  company,  approved  Feb.  2,  1832, 

Was  read  a  third  time  and  passed. 
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Ordered,  That  said  bill  be  entitled  an  act,  and  that  the  clerk  carry 
the  same  to  the  Senate  and  ask  their  concurrence. 

Mr.  Wilson,  from  the  committee  of  Ways  and  means,  to  which  was 
referred  a  resolution  on  that  subject,  reported  a  resolution  for  that 
purpose,  containing  certain  allowances  to  witnesses  for  their  attend- 
ance before  the  commitiee  appointed  to  investigate  the  charges  against 
Mr.  Nave. 

Mr.  Morris  moved  to  amend  said  resolution  by  inserting  therein,  that 
said  witnesses  be  allowed  the  sum  of  $1  50  each  per  day. 

Mr.  Bryan,  moved  that  the  said  report,  resolution  and  proposed 
amendment  be  re-committed  to  said  committee  of  ways  and  means, 
with  instructions  to  report  a  resolulion  to  this  House  allowing  said  wit- 
nesses ^I  50  each  per  day. 

Mr.  Evans  moved  to  amend  said  amendment  by  striking  out  ^l  50 
and  insert  $1  75; 

Which  motion  prevailed,  and  said  report,  resolution,  and  amend- 
ment, was  re-committed  to  said  committee. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  has  adopted  the  following  resolution: 

Resolved,  That  the  House  of  Representatives  be  respectfully  re- 
quested to  furnish  the  Senate  with  a  copy  of  the  report  made  by  the 
Commissioner  appointed  to  superintend  the  expenditure  of  the  fund 
appropriated  to  improve  the  navigation  of  the  Wabash  river,  and  that 
the  Secretary  inform  the  House  of  Representatives  of  the  adoption  of 
this  resolution. 

On  motion  of  Mr.  Huntington, 

Ordered,  That  the  Clerk  of  this  House  furnish  the  Senate  with  a  co- 
py of  the  report  named  in  said  message. 

Mr.  Liston,  (having  first  obtained  leave,)  preferred  certain  charges 
against  the  Hon.  Gustavus  Everts,  President  Judge  of  the  8th  Judicial 
Circuit  of  this  State; 

Which  were  read,  and. 

On  motion  of  Mr.  Liston, 

Referred  to  the  judiciary  committee  with  power  to  send  for  persons 
and  papers  &c. 

Engrossed  bills  of  the  following  titles,  viz: 

A  bill  (No.  4)  to  re-locate  a  state  road  in  the  county  of  Orange,  from 

Orleans  to  Geo.  French's; 

A  bill  (No.  6)  authorizing  Joseph  D.  Clarke,  a  minor,  to  sell  real 
estate; 

Were  severally  read  a  third  time  and  passed. 

Ordered,  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate,  and  ask  their  concurrence. 

An  engrossed  joint  resolution: 

(No.  12)  relative  to  pre-emption  to  settlers  on  the  public  lands; 
was  read  a  third  time  and  passed. 
11 


Bills  of  the  following  titles  were  severally  read  a  second  time,  anA 
ordered  to  be  engrossed  for  a  third  reading  on  to-morrow,  viz: 

A  bill  (No.  18)  to  establish  as  a  state  road  the  county  road  from  Jas- 
per via  Portersville  and  Snilh's  ferry  on  the  East  fork  of  White  river 
to  Washington  in  Davipss  county; 

A  bill  (No.  19)  to  legalize  the  proceedings  of  the  Comnrassioner  of  a 
state  road  therein  named. 

On  motion  of  Mr.  Evans, 

The  rules  of  the  House  having  been  dispensed  with, 

The  resolution  proposed  today  by  Mr.  Kilgore,  relative  to  an 
adjournment  (if  the  Hou=e,  was  taken  from  the  table. 

Mr.  Huntington  moved  to  strike  out '"to-morrow"  and  insert  in  lieu 
thereof  '-Tuesday  next." 

Mr.  Thompson  of  A.,  moved  to  indefinitely  postpone  the  further 
consideration  of  said  Resolution, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zvko  voted  in  the  njjirmaiive  arcy 

Messrs.  Armstrong,  Bard  well,  Bennett,  Boone,  Brown,  Bryan,  Buell, 
Carnan,  Carr.  Chamberliiin,  Chiles,  Clark  of  Wayne,  Clark  of  Wash- 
ington. Collins,  Craij;  of  M.,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Dun- 
ning, Edwards,  Egglestoii,  Evatip,  Graham,  Gregg,  Harrow,  Howard, 
■Howell,  Hubbard,  Huckleberry,  Jackson,  Johnston,  Jones,  Lee  of  B., 
-Liston,  Mason,  McBean,  McCarty,  Miller,  Moore,  Morris,  Murray, 
Phelps,  Ray,  Ristine,  Smith,  of  R.,  Stapp,  Steele,  Storm,  Strain, 
Templeton,  Thompson  of  A.,  Vandeveer,  Watt,  Whitman,  Wilson,  and 
Zenor— 59. 

Jlnd  those  who  voted  in  the  negative  are^ 

Messrs.  Gardner,  Hannaman,  Harris,  Huntington,  Kilgore,  Lee  of 
M.  and  C,  Macey,  Myers,  Posey,  Thompson  of  J.,  Thompson  of  L., 
Vawter,  Walker  of  D.,  Walker  of  S.,  Willett,and  Mr.  Speaker— 16. 

And  so  said  resolution  and  amendment  were  indefinitely  postponed. 

Mr.  Wilson,  from  the  committeee  of  Ways  and  means,  to  which 
was  re-committed  a  resolution  and  appending  amendment  making  al- 
lowances to  certain  witnesses  therein  named,  made  the  following  report, 

Which  was  read  and  concurred  in,  viz: 

Mr.  Speaker — 

The  committee  of  ways  and  means,  to  which  was  re-committed  a  re- 
solution, allowing  certain  compensation  to  witnesses  summoned  to  tes- 
tify in  relation  to  charges  preferred  against  Christian  C.  Nave,  with  di- 
rections to  fix  their  per  diem  allowance  at  one  dollar  and  seventy-five 
cents,  have  directed  me  to  report  in  conformity  with  such  mstructions, 
tlie  following  resolution; 

Resolved^  That  the  committee  of  ways  and  means  be  directed  to  al- 
low Jubel  Lee  seven  dollars  and  twenty-five  cents;  Henry  M.  Voriei 
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seven  dollars  and  twenty-five  cents;  Elijah  Anderson  nine  dollars  and 
twenty-five  cents ;  Thomas  Nichols  seven  dollars  and  seventy-five  cents ; 
William  McGee  five  dollars  and  forly  cents:  James  H.  Hays  seven 
dollars  and  twenty-five  cents;  l.aikin  R.  Campbell  seven  dollars  and 
twenty-five  cents;  Henry  H.  Marvin  five  dollars  and  fifty  cents;  James 
Logan  five  dollars  and  fifty  cents-,  Noah  Hardin  five  dollars  and  fifty 
cents;  James  Dugan  five  dollars  and  lifty  cer)ts;  Thomas  B.  Cawood 
nine  dollars;  James  Signrson  Dve  dollars  and  fifty  cents;  Simon  T. 
Hadley  nine  dollars;  John  Cuwgill  nine  dollars  and  seventy-five  cents; 
Edward  W.  McGaughey  fifteen  dollars;  Henry  Secrist  fifteen  dollars; 
and  John  Dunn  eight  dollars,  for  mileage  and  attendance  before  the 
select  committee  to  which  was  referred  the  charges  preferred  against 
Christian  C.  Nave. 

And  the  question  being  put.  shall  said  resolution  be  adopted? 

Was  decided  in  the  aflirmative. 

And  the  House  adjourned. 


SATURDAY,  Dec.  19, 1835o 


The  House  met. 

Mr.  Chamberlain  presented  the  petition  of  Mahlon  F.  Davis  and 
others,  citizens  of  Elkhart  county,  praying  for  a  certain  stale  road 
therein  named; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Chamberlain, 
Thompson  of  A.,  and  Bnell. 

Mr.  McBean  presented  the  petition  of  Joseph  Holman  and  others, 
prfiftTring  certain  charges  against  D.  Burr,  canal  commissioner,  and 
J.  L.  William*,  principal  engineer  of  the  Wabash  and  Erie  Canal; 

Which  was  read,  and, 

On  motion  of  Mr.  M'Bean, 

Referred  to  the  select  committee  heretofore  appointed  to  investigate 
the  oflSrial  conduct  of  the  said  Jesse  L.  Williams,  principal  engineer 
of  the  Wabash  and  Erie  Canal,  with  power  to  send  for  persons  and 
papers. 

Mr.  Thompson  of  A.  presented  remonstrances  of  sundry  citizens  re- 
siding on  or  near  the  Wabash  and  Erie  Canal  line,  and 

Mr.  Davis  presented  the  remonstrance  of  sundry  other  citizens  resid- 
ing on  or  near  said  canal  line,  against  the  petition  of  Joseph  Holman, 
preferring  certain  charges  against  D.  Burr,  canal  commissioner  on  the 
Wabash  aod  Erie  canal,  and  J.  L.  Williams,  principal  engineer  qd  said 
canal; 
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Which  were  read  and  referred  to  the  select  committee  to  which 
was  referred  the  petition  of  said  Joseph  Holman. 

Mr.  Eggleston  presented  the  petition  of  Williann  C.  Keene  and  oth- 
ers, citizens  of  Switzerland  county,  praying  the  location  of  a  certain 
slate  road  therein  nanred; 

Which  was  read,  and,  on  motion,  referred  to  a  select  comnnittee  of 
Messrs.  Eggleston,  Smith  of  R.,  and  Vawter. 

Mr.  Thompson  of  A.  presented  the  petition  of  Asa  Brown  and  others, 
citizens  of  Wabash  countj^,  praying  (he  location  of  a  state  road  from 
the  Pottawattomie  mills  to  Fort  Wayne; 

Which  was  read,  and, 

Referred  to  a  select  committee  of  Messrs.  Chamberlain,  Thompson 
of  A.,  and  Buell. 

Mr.  Miller  presented  the  petition  of  Thomas  Montgomery  and  oth- 
ers, citizens  of  Gibson  county,  praying  for  a  state  road  from  Owens- 
ville  to  the  mouth  of  Paloka; 

Which  was  read,  and. 

On  motion  of  Mr.  Miller, 

Referred  to  the  standing  committee  on  roads. 

Mr.  Chamberlain  presented  the  petition  of  James  Latta  and  others^, 
praying  for  a  certain  state  road  therein  named; 

Which  was  read,  and, 

On  motion  of  Mr.  Chamberlain, 

Referred  to  a  select  committee. 

Ordered^  That  Messrs.  Chamberlain,  Liston,  and  McBean  be  that 
committee. 

Mr.  Stapp,  from  the  judiciary  committee  to  which  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  32)  to  amend  an  act  entitled  an  act  regulating  divorces  ^ 
approved  Jan.  17,  1831; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  ots 
Monday  next. 

Mr.  Stapp,  from  the  judiciary  committee,  made  the  following  report; 

Mr.  Speaker — 

The  judiciary  committee  to  which  was  referred  a  resolution  of  the 
House  directing  the  judiciary  committee  to  enquire  into  the  the  ex- 
pediency of  so  amending  the  execution  law  as  to  require  of  oflScers 
who  may  have  to  sell  property  on  execution  or  other  process,  to  sell 
the  same  on  a  credit  equal  in  time  to  which  the  defendant  would  be 
entitled  to  stay  of  execution,  such  officers  taking  bond  and  security 
from  the  purchaser  in  the  nature  of  a  replevy  bond; 

Also,  to  enquire  into  the  expediency  of  making  a  trespass  on  land 
80  far  transitory  as  to  authorize  a  suit  against  the  trespasser  wherever 
be  may  be  found  in  the  state; 

Also,  to  enquire  into  the  expediency  of  so  amending  the  first  sectrors 
of  the  act  to  regulate  the  mode  of  summoning  and  empannelling  grand 
and  petit  jurors,  as  to  reduce  the  number  of  petit  jurors   to  twelve- 
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land  to  make  it  the  duty  of  the  sberiffs  of  the  respective  counties  to  fill 
all  vacancies  by  non-attendance  or  otherwise; 

Also,  to  enquire  into  the  expediency  of  so  amending  the  execution 
law,  as  to  repeal  so  much  thereof  as  exempts  certain  property  from 
execution; 

Also,  to  enquire  into  the  expediency  of  so  amending  the  laws  regu- 
lating the  duties  of  sheriffs,  as  to  authorize  them  to  serve  copies  of 
subpoenas  at  the  residence  of  witnesses  in  cases  where  the  witness  has 
absented  himself  with  a  view  of  returning  within  the  term  of  two  days, 
provided  such  service  shall  be  made  at  least  five  days  previous  to  the 
first  day  of  the  term  of  the  court  to  which  it  is  returnable; 

Also,  to  enquire  into  the  expediency  of  so  amending  the  criminal 
law,  as  to  authorize  the  boards  of  county  commissioners  to  make  an 
allowance  from  the  county  treasury  for  the  payment  of  costs  in  cases 
when  the  prosecution  is  not  well  founded ; 

Also,  to  enquire  into  the  expediency  of  allowing  constables  one  cent 
mileage  in  addition  to  their  present  fees  for  travelling  to  serve  all  pro- 
cess; 

Also,  to  enquire  into  the  expediency  of  authorizing  guardians  to 
make  application  for  the  sale  of  land  in  any  county  in  the  state  to  the 
court  that  appointed  them,  and  where  such  sales  have  been  made  to 
legalize  them  by  act  of  the  legislature; 

Also,  the  petition  of  John  Ingle  and  others  on  the  subject  of  a  mill- 
dam  on  Big  Pigeon  creek,  and  the  remonstrance  of  William  Olmstead 
on  the  same  subject — have  according  to  order  had  those  several  sub- 
jects under  their  consideration,  and  have  directed  me  to  report  that 
they  deem  it  inexpedient  to  legislate  upon  any  of  said  subjects; 

Which  report  being  read,  was, 
On  motion, 

Concurred  in  by  the  House. 

Mr.  Eggleston,  from  the  judiciary  committee,  to  which  was  referred 
a  resolution  on  that  subject,  reported 

A  bill  (No.  33)  to  amend  an  act,  entitled  an  act  directing  the  mode 
of  suing  out  writs  of  habeas  corpus,  approved  January  12,  1828; 

Which  was  read  the  first  lime  and  passed  to  a  second  reading  on 
Monday  next. 

The  Speaker  laid  before  the  House  a  report  of  the  Canal  Commis- 
sioners; 

Which  was  read  and  referred  to  the  committee  on  canals  and  inter- 
nal improvements. 

Mr.  Dunning,  from  the  select  committee,  to  whom  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  34)  concerning  the  reserved  township  of  Seminary  lands 
in  Monroe  county; 

Which  was  read  the  urst  time  and  passed  to  a  second  reading  on 
Monday. 

Mr.  Huntington,  from  the  select  committee,  to  which  was  referred 
the  subject  of  the  joint  rules  of  the  General  Assembly,  made  the  fol- 
lowing report: 
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Which  wag  read  and  concurred  in,  to-wit: 

The  select  committee,  to  which  was  referred  so  much  of  a  message 
of  the  Senate  as  referred  to  the  8th  joint  role  for  conducting  business 
in  the  two  Houses  of  the  General  Assembly,  report  that  they  have 
amended  the  amendment  of  the  Senate  as  follows,  by  inserting  in  lieu 
of  the  8Jh  rule  so  rescinded  the  following: 

8th.  In  all  cases  where  the  sergeant  at  arms  of  one  house  shall  by 
reason  of  official  engagements  or  other  causes  be  unable  to  execute  Ihe 
commands  or  process  of  the  house  of  which  he  is  an  officer,  it  shall  be 
(he  duly  of  the  sergeant  at  arms  of  the  other  house  to  execute  such 
commandis,  together  with  such  process  as  may  be  directed  lo  him  by  the 
presiding  officer  thereof. 

Mr.  Kilgore  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  Joseph  Holman  have  leave  to  attend  before  the  se- 
lect committee,  to  whom  was  referred  the  petition  containing  charges 
against  Mr.  Burr,  for  the  purpose  of  examining  and  cross-examining 
witnesses;  and  that  Mr.  Burr  have  leave  to  attend  before  said  com- 
mittee for  the  same  purpose;  and  also  that  it  be  the  duty  of  said  com- 
mittee to  report  to  this  House  the  whole  of  the  testimony. 

Mr.  Stapp  moved  to  amend  said  resolution  by  striking  it  out  from 
its  resolving  clause  and  insert  the  following: 

"That  the  select  committee,  to  which  the  several  petitions  and  re- 
monstrances relating  to  David  Burr  and  Jesse  L.  Williams  were  refer- 
red, be  instructed  to  examine  the  said  several  petitions  and  remonstran- 
ces critically,  and  if  they  are  of  opinion  from  ?uch  examination,  it  is  un- 
necessary for  the  interest  of  the  state  to  inquire  further  into  that  mat- 
ter, that  said  committee  may  report  this  fact  to  the  House,  but  if  snid 
committee  shall  be  of  opinion  that  the  interest  of  the  sla?e  requires  such 
examination,  then  they  shall  have  power  lo  send  for  persons  and  pa- 
pers, and  shall  admit  all  the  parlies  concerned  into  the  committee  room 
under  proper  limitations  to  interrogate  and  cross-exHmine  witnesses." 

Mr.  Morris  moved  to  amend  said  amendment  by  adding, 

"That  said  committee  report  the  substance  of  the  evidence  on  such 
exarrinationsto  this  House;" 

Which  motion  did  not  prevail. 

Mr.  Smith  of  R.  moved  to  lay  said  resolution  with  appending  amend- 
ments on  the  table; 

Which  motion  did  not  prevail. 

And  the  question  then  recurring  on  the  amendment  proposed  by 
Mr.  Stapp,  was  decided  in  the  affirmative; and  then 

Said  resolution  as  amended  was  adopted. 

Mr.  Evans  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  in  addition  to  the  number  of  the  reports  of  the  Ca- 
nal Commissioners  and  Engineers,  ordered  to  be  printed  by  a  resolu- 
tion  of  this  House,  fifty  copies  be  ordered  to  be  printed  for  the  use  of 
each  Canal  Commissioner  and  principal  Eogioeer  superintending  » 
survey; 

Which  was  read  and  adopted- 

And  the  House  adjourned. 


MONDAY  Dec.  14,  1836. 


The  House  met. 

Mr.  Dunning  presented  the  petition  of  Cornelius  Tucker  and  others, 
citizens  of  Jackson,  Monroe,  and  Bartholomew  counties,  praying  the 
organrzation  of  a  new  county; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  Dunning,  Lee 
of  B.,  and  Carr. 

Mr.  Stapp  presented  the  petition  of  John  Sheets  of  the  town  of 
Madison  in  Jefferson  county,  praying  an  act  of  incorporation  to  him 
and  associates,  in  furnishing  the  citizens  of  said  town  with  water  from 
the  Ohio  river; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Stapp, 
Chambers,  and  Jackson. 

Mr.  McBean  presented  the  petition  of  Alexander  Wilson  and  others, 
citizens  of  the  counties  of  Cass  and  Fulton,  praying  the  erection  of  a 
bridge  across  White  river  in  Marion  county;  also  a  bridge  across  Eel 
river  in  Cass  county,  where  the  Michigan  road  crosses  said  streams; 

Which  was  read,  and, 

On  motion,  referred  to  a  select  committee  of  Messrs.  McBean, 
Thompson  of  A.,  and  Davis. 

Mr.  Strain  presented  the  petition  of  S.  T.  Hager,  praying  a  state 
road  from  Corydon  to  Livonia; 

Which  was  read,  and, 

On  motion  of  Mr.  Strain, 

Referred  to  a  select  comnnittee. 

Ordered,  That  Messrs.  Strain,  Wilson,  and  Edmonston  be  that  com- 
mittee. 

Mr.  Liston  presented  the  petition  of  Elisha  Egbert  and  others,  citi- 
fens  of  Sf.  Soseph  county,  praying  a  stale  road  therein  named; 

Which  was  read,  and. 

On  motion  of  Mr.  Liston, 

Referred  to  the  standing  committee  on  roads. 

Mr.  Edmonston  presented  the  petition  of  Small  Bass  and  others,  oo 
the  subject  of  a  state  road  from  Princeton  to  Paoli ; 

Which  was  read,  and. 

On  motion  of  Mr.  Edmonston, 

Referred  to  the  standing  committee  on  canals  and  internal  improve'- 
ments. 

Mr.  Liston  presented  the  petition  of  Elisha  Egbert  and  others,  pray- 
ing a  slate  road  from  South  Bend  to  the  slate  line; 

Which  was  read,  and. 

On  motion  of  Mr.  Liston, 

Referred  to  the  committee  on  roads. 
Oo  oaotioD  of  Mr.  Stapp, 
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The  bill  (No.  9)  to  incorporate  the  Madison  Savings  Institution,  was 
taken  from  the  table ;  when, 

Mr.  Gregg  moved  a  re-consideration  of  the  vote  taken  on  the  amend- 
ment proposed  by  Mr.  Ray  to  the  amendment  reported  by  the  judicia- 
ry committee. 

Which  motion  was  decided  in  the  affirmative;  and, 

The  question  then  being  put  on  the  adoption  of  said  amendment, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bennett,  Boone,  Bryan,  Chamberlain,  Chambers,  Chiles, 
Clark  of  Washington,  Cole,  Craig  of  M.,  Curtis,  Dunning,  Edwards, 
Edmonston,  Graham,  Gardner,  Harrow,  Howard,  Howell,  Hunting- 
ton, Johnston,  Kilgore,  Lee  of  M.  and  C,  Mason,  McCarty,  Miller, 
Moore,  Myers,  Posey,  Ray,  Steele,  Strain,  Vandeveer,  Watt,  and  Wil- 
son,— 34. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Brown,  Buell,  Carnan,  Carr,  Clark  of 
Wayne,  Collins,  Craig  of  P.,  Cushman,  Davis,  Eggleston,  Evans,  Gregg, 
Hannaman,  Harris,Hubbard,H!ickleberr)',  Jackson,  Jones,  Lee  of  B., 
Liston,  Macey,  McBean,  Morris,  Murray,  Phelps,  Ristine,  Smith, 
Stapp,  Storm,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thomp- 
son of  L.,  Vawter,  Walker  of  D.,  Walker  of  S.,  Whitman,  Willett,  Ze- 
nor,  and  Mr.  Speaker — 42. 

And  so  said  amendment  was  not  adopted. 

And  the  2d  and  3d  amendments  of  the  committee  to  said  bill,  were 
then  concurred  in  by  the  House. 

On  motion  of  Mr.  Thompson, 

The  said  bill  was  further  amended  by  the  unanimous  consent  of  the 

House; 

And  said  bill  as  amended,  was  ordered  to  be  engrossed  for  a  third 
reading  on  to-morrow. 

Mr.  Wilson  from  the  committee  of  ways  and  means,  made  the  fol- 
lowing report,  viz: 

The  committee  of  ways  and  means,  to  which  was  referred  a  resola- 
tion  of  the  House,  instructing  said  committee  "to  inquire  into  the  expe- 
diency of  authorizing  the  county  treasurer  of  each  county  to  act  as  the 
collector  of  the  revenue,  that  the  taxes  be  made  payable  at  the  county 
seat,  and  that  the  school  commissioner  be  allowed  to  hold  both  offices." 

Also,  a  resolution  instructing  said  committee  "to  inquire  into  the  ex- 
pediency of  so  amending  the  several  sections  of  the  revenue  act  as  re- 
lates to  the  assessment  of  the  taxable  property  in  the  several  counties 
in  this  state  as  to  transfer  the  same  to  one  assessor  in  each  township  in  a 
county,  whose  duty  it  shall  be  to  give  due  notice  of  his  intention  to 
meet  the  citizens  of  the  township  for  which  he  may  have  been  appoint- 
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ed,  at  a  certain  time  and  place  to  take  a  list  of  taxable  property  afore- 
said; and  also  to  make  it  the  duty  of  the  citizens  of  said  township  to  at- 
tend at  such  time  &  place,  and  give  in  a  written  list  of  their  taxable  pro- 
perty; and  also  to  make  it  the  duty  of  the  board  doing  county  business 
to  make  said  assessor  a  reasonable  compensation  for  his  services  afore- 
said." 

Also,  a  resolution  instructing  said  committee  to  inquire  into  the  ex- 
pediency of  so  amending  the  20th  section  of  the  revenue  law,  as  to 
substitute  a  public  notice,  to  be  given  by  the  collector  in  each  town- 
ship, by  written  advertisement,  in  lieu  of  mtiking  a  personal  demand, 
as  required  by  said  section;  and  to  make  it  the  duty  of  the  collector  to 
meet  the  people  in  their  respective  township?,  a  suitable  number  of 
days  in  the  month  of  September  in  each  year,  by  himself  or  sufficient 
deputies,  for  the  purpose  of  receiving  and  receipting  for  taxes;  andfur- 
ther  to  make  it  the  duty  of  the  collector,  to  keep  an  office  in  the  coun- 
ty seat  during  the  months  of  October  and  November  in  each  year,  for 
the  purpose  of  receiving  and  receipting  to  those  who  may  have  failed 
to  meet  and  pay  the  collector  in  the  month  of  September  in  their  respec- 
tive townships;  and  further  to  inquire  whether  the  per  centoge  allow- 
ed to  collectors  in  case  of  sale  of  property  for  taxes  is  reasonable  and 
sufficient. 

Also,  a  resolution  instructing  said  committee  to  inquire  into  the  ex- 
pediency of  so  amending  the  law  relative  to  collecting  (he  revenue,  as 
to  make  it  the  duly  of  the  several  collectors  in  each  county,  to  at- 
tend in  each  township,  a  suitable  number  of  times,  at  the  several  pla- 
ces of  holding  elections,  and  give  notice  of  the  time  they  will  so  at- 
tend, and  make  it  the  duty  of  the  people  to  meet  the  collector  for  such 
purpose,  and  reduce  his  per  centage  for  such  collections,  in  propor- 
tion to  his  diminution  of  trouble,  and  that  all  persons  who  fail  to  meet 
such  officers  shall  be  made  liable  for  the  additional  cost  that  v.'ouki  ac- 
crue on  account  of  such  delinquency. 

Also,  a  resolution  instructing  said  committee  to  inquire  Into  the  ex- 
pediency of  so  amending  the  revenue  law,  as  to  make  it  gcner:il,nave 
had  the  same  under  consideration  and  have  directed  me  lo  report,  that 
legislation  upon  these  subjects  is  inexpedient  at  this  time,  and  ask 
to  be  discharged  from  the  further  consideration  thereof. 

Which  report  was  concurred  in  by  the  House. 

Mr.  Bennett  made  the  following  report: 

The  committee  on  claims,  to  whom  was  referred  a  resolution  of  this 
House,  directing  them  to  inquire  into  the  expediency  of  making  cer- 
tain allowances  to  Andrew  Wilson,  ccmmissioner  of  saline  lands  in  Or- 
ange county,  have  according  to  order,  had  the  subject  under  consider- 
ation and  have  directed  me  to  report  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  be  directed  lo 
make  to  Andrew  Wilson  the  following  allowances,  viz: 
12 
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For  travelliDg  tc  and  from  Indianapolis  to  make  deposit  of  saline  fundi 

together  with  incidental  expenses,  (he  sum  of  $26  00 

To  expense  incurred  in  printing  cerlificalea  1  50 

Making  in  the  whole  $27  50 

And  the  question  being  put  on  the  adoption  of  said  resolution,  was 
decided  in  the  affirmative. 

Mr.  Bennett  made  the  following  report: 

The  committee  on  claims,  to  whom  was  referred  the  claim  of  Samuel 
Wolfington  for  improvements  made  upon  a  certain  lot  of  saline  land  in 
Orange  county, have  according  to  order,  had  that  subject  und^r  their 
consideration  and  have  directed  me  to  report,  that  it  is  inexpedient  to 
legislate  upon  that  subject,  and  ask  to  be  discharged  from  the  further 
consideration  thereof. 

Which  said  report  was  concurred  in  by  the  House. 

Mr.  Liston,  from  the  standing  commiittee  on  roads  to  which  was  re- 
ferred sundry  petitions,  reported  the  following  bills,  viz: 

A  bill  (No.  35)  to  locate  a  road  from  South  Bend  in  the  direction  of 
Bertrand; 

A  bill  (No.  36)  to  locate  a  state  road  from  Portage  Point  to  the  state 
line; 

A  bill  (No.  37)  to  locate  a  state  road  from  South  Bend  to  the  state 
line; 

A  bill  (No.  38)  to  locate  a  state  road  from  the  north  line  of  the  state 
in  the  direction  of  Chicago; 

"Which  were  severalj  read  the  first  lime  and  passed  to  a  second  read- 
ing on  to-morrow. 

Mr.  Willelt,  from  the  joint  committee  on  public  buildings,  made  the 
following  report: 

The  committee  on  public  building,  report  that  by  the  act  to  provide 
for  building  a  State  House,  approved  Feb.  2,  1832,  the  commissioners 
were  restricted  against  making  any  contract  to  pay  for  the  v;ork  more 
than  two  thirds  of  the  value,  until  the  whole  was  complete.  That  the 
General  Assembly  by  joint  resolution  authorized  the  Commissioners  to 
vary  the  contract  so  far  as  to  provide  for  completing  the  State  House 
for  the  accommodation  of  the  legislature  the  present  session. 

The  commissioners,  by  their  report  to  this  General  Assembly,  state 
that  the  building  is  complete  in  all  its  substantial  parts.  The  untinish- 
ed  items,  such  as  the  railingto  the  Halls,  and  pavement  to  the  porticos, 
it  is  believed,  can  be  better  done  at  another  season  than  now. 

By  the  act  of  2d  Feb.  1832,  it  was  provided  that  a  committee  of  five 
from  each  branch  of  the  General  Assembly  should  be  appointed  to  ex- 
amine and  receive  the  building. 

The  appointment  of  the  special  committee  for  that  purpose  can  do 
no  evil,  inasmuch  as  it  will  not  be  presumed  that  the  committee  will 
accept  the  work  to  the  public  injury,  and  it  might  be  oppressive  to  the 
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contractor  to  be  compelled  to  wait  for  settlement  till  those  unimportant 
items  are  complete. 

The  committee  therefore  recommend  the  adoption  of  the  following 
resolution: 

Resolved,  That  be  appointed  a  com- 

mittee on  the  part  of  this  House  to  act  with  the  committee  of  t!ie  Se- 
nate to  examine  and  receive  the  State  House. 
On  motion  of  Mr.  Morris, 

Ordered,  That  Messrs.  Willett,  Smith  of  R.,  Thompson  of  A., 
Gregg,  and  Hannaman  be  that  committee. 

Mr.  Ray,  from  the  select  committee,  to  which  was  referred  a  petition 
on  that  subject,  reported 

A  bill  (No.  39)  to  vacate  a  part  of  the  Indianapolis,  Centrevillc,  and 
Richmond  state  road  in  Wajne  county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Chamberlain,  from  the  select  committee,  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  40)  to  establish  a  certain  state  road  therein  named;. 

Which  was  read  the  first  lime  and  passed  to  a  second  reading  on  to- 
morrow. 

On'molion  of  Mr.  Brown, 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  propriety  of  so  altering  ihe  road  law,  as  to  compel  supervisors  of 
highways  to  be  sworn  to  discharge  the  duties  of  their  office,  and  also 
into  the  expediency  of  compelling  such  as  are  liable  (o  work  public 
roads  and  highways  to  perform  their  service  towards  or  about  the  last 
of  the  spring,  or  first  of  the  summer  in  each  year,  and  that  the  same  be 
not  left  to  the  discretion  of  the  supervisors,  and  also  that  each  individu- 
al so  liable  to  work,  shall  perform  one  or  two  days  service  in  his  dis- 
trict, and  that  the  service  and  labor  to  be  subsequently  performed,  shall 
be  made  proportionate  to  the  amount  of  property  owned  and  advan- 
tages derived  by  each  individual  from  the  working  and  improvement  of 
public  roads  and  highways. 

On  motion  of  Mr.  Craig  of  M., 

Resolved,  That  the  committee  on  elections  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  20th  section  of  an  act  entitled 
an  act  to  regulate  general  elections,  approved  January  30, 1831,  so  as. 
to  allow  officers  of  elections  additional  compensation  in  certain  cases, 
and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Evins, 

Resolved,  That  the  committee  on  canals  and  internal  improvements- 
be  instructed  to  inquire  into  the  expediency  of  providing  for  a  survey 
and  estimate  of  the  cost  of  construction  of  a  continuation  of  the  Wa- 
bash and  Erie  Canal  from  Terre  Haute  to  the  White  river  canal  at 
the  mouth  of  Black  Creek  in  Knox  county,  and  also  a  survey  and  esti- 
mate of  the  cost  of  construction  of  aside  cut  canal  from  the  mouth  of 
Black  creek,  about  twelve  miles,  to  Vincennes,  with  leave  to  report  bj 
bill  or  otherwise. 
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On  motion  of  Mr.  Elggleston, 

Resolved^  That  the  committee  on  education  be  instructed  to  inquire 

into  the  expediency  of  providing  by  law  that  the  school  commissioners 

of  each  county  be  allowed  to  receive  proof  that  the  taxes  marked  due 

on  the  lands  returned  into  his  liands,  had  been  paid  to  the  collectors.. 

On  motion  of  Mr.  Buel), 

Resolved,   That  the  judiciary  committee  be   instructed  to  inquire 
what  amendment,  if  any,  is  necessary  to   the  45th   section  of  the  act 
regulating  the  jurisdiction  and  duties  of  justices  of  the  peace,  approved 
Feb.  iO,  1835,  and  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Morris, 

Resolved,  That  the  committee  on  canals  and  internal  improvements, 
inquire  into  ihe  expediency,  (in  the  event  of  the  state  entering  into  age- 
Fjcral  system  of  internal  improvements,)  of  incorporating  in  the  bill  to  be 
reported  for  that  purpose  as  a  part  of  that  system, the  construction  by 
the  stale,  of  a  clay  turnpike  road  from  Indianapolis  through  Crawfords- 
vilie  to  Covington,  and  a  clay  turnpike  road  on  the  Michigan  road, 
from  Indianapolis  to  Michigan  City,  providing  for  the  erection  of  toll 
gates  on  the  same  at  proper  distances. 
On  motion  of  Mr.  Smith, 

Resolved,  That  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency,  (in  adjusting  a  general 
system  of  internal  improvements)  of  making  a  rail  road,  state  improve^ 
incnt,  from  the  town  of  Indianapolis  to  the  town  of  Columbus,  in  Bar- 
tholomew county,  a  rail  road,  state  improvement,  from  Indianapolis  to 
the  town  of  Napoleon  in  Ripley  county,  with  liberal  inducements  held 
out  on  the  part  of  the  state  to  individual  enterprize  and  private  com- 
panies to  construct  similar  works,  to  intersect  the  state  works  at  these 
points,  and  so  soon  as  any  company  or  companies  shall  be  formed  with 
suilicicnt  capital,  and  the  state  authorities  shall  have  satisfactory  assur- 
ance that  such  company  or  companies  will  construct  a  rail  road  or  rail 
roads,  from  some  point  or  points  on  the  Ohio  river,  to  the  point  or  points 
of  inteisection,  then  ihe  state  shall  be  bound  on  her  part  to  commence 
operations  and  carry  on  her  part  of  the  works  simultaneously,  under 
such  rules  and  regulations  as  shall  be  provided  by  law. 
On  motion  of  Mr.  Kilgore, 

Resolved,  Thai  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency  of  authorizing  the  survey 
nnd  location  of  a  canal  from  the  mouth  of  Nettle  creek  or  head  of  the 
"vyiiite  Water  canal  to  Muncietown,  and  in  case  a  canal  should  prove 
impracticable  upon  axaminalion,  then  to  locate  a  rail  road  between 
said  points,  if  practicable,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Thompson  of  A., 

Resolved,  That  the  judiciary  commiitee  be  instructed  to  inquire  into 

the  expediency  of  so  amending  the  act  regulating  the  practice  in  suits 

«t  law,  as  to  allow  the  taking  of  depositions  of  witnesses  who  may  re- 

6id«  over  fifty  miles  from  the  court  from  which  such  summons  may  issue. 

Od  motion  of  Mr.  Stapp, 
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The  resolution  relative  to  the  salaries  of  Circuit  and  Supreme 
Judges,  was  taken  up  from  the  table,  and  adopted. 

Mr.  Thompson  of  L.  moved  that  the  resolution  heretofore  laid  on 
the  table,  relative  to  the  abolishment  of  public  executions,  be  taken  up ; 

And  the  question  being  taken  thereon,  was  decided  in  the  affirmative. 

And  the  amendment  proposed  to  said  resolution  by  Mr.  Huntington, 
was  not  adopted. 

And  the  question  then  recurring  on  the  adoption  of  said  resolution, 
was  decided  in  the  affirmative. 

Mr.  Kilgore  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  Hon.  G.  A.  Everts,  President  Judge  of  the  8th 
Judicial  Circuit,  be  notified  that  charges  have  been  preferred  against 
him,  which  notice  shall  be  in  writing,  signed  by  the  Speaker  of  this 
House  and  served  by  the  Sergeant  at  arms. 

Which  was  read  and  laid  on  the  table. 

Mr.  Dunning  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
report  a  bill  to  this  House,  so  amending  an  act  entitiled,  an  act  to  pro- 
vide for  an  equitable  mode  of  levying  the  taxes  of  this  state,  approved 
February  7, 1835,  as  to  subject  the  full  value  of  the  real  and  personal 
property  of  each  individual  in  this  state,  and  also  any  body  corporate  or 
politic  to  the  payment  of  a  state  and  county  tax,  and  also  to  provide  for 
the  carrying  into  effect  a  full  and  complete  ad  valorem  system  of 
taxation. 

Which, 

On  motion  of  Mr.  Smith, 

Was  amended  by  striking  it  out  from  its  resolving  clause,  and  insert- 
ing in  lieu  thereof  the  following: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into,  and  report  to  this  House,  what  legislation,  if  any,  is  ne- 
cessary to  carry  into  full  force  and  operation,  the  law  of  last  session 
entitled  an  act  to  provide  for  a  more  equitable  mode  of  levying  the 
slate  and  county  revenue,  approved  Feb.  7,  1835. 

And  the  question  then  recurring  on  the  adoption  of  said  resolution 
as  amended,  it  was  decided  in  the  affirmative. 

Mr.  Evans  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means,  be  instructed  to 
report  a  bill  to  this  House,  raising  the  per  diem  wages  of  the  members 
of  both  branches  of  this  Legislature  to  three  dollars  per  day,  and  the 
Speaker  of  this  House  and  President  of  the  Senate  to  four  dollars  per 
day. 

Mr.  Morris  moved  to  amend  said  resolution  so  as  to  make  it  read 
"that  said  committee  inquire  into  the  expediency  &c." 

And  before  the  question  was  taken  thereon. 

The  House  adjourned. 
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2  o^clock  P.  M, 

The  House  met. 

The  House  resumed  the  consideration  of  the  resolution  left  on  the 
table  at  the  adjournment;  when, 

On  motion  of  Mr.  Huntington, 

Said  resolution  and  appending  amendment  were  laid  on  the  table. 

The  Speaker  laid  before  the  House  the  following  communication 
from  his  Excellency  the  Goyernor,  viz: 

Executive  Department,  ) 

Indianapolis,  2lst  Dec,  1835.     ) 
Sir — 

Through  the  Chair  I  announce  the  appointment  of  John  Ketchamj 
to  make  communications  from  this  department  to  the  Legislature. 

N.  NOBLE. 
The  Hon.  C.  B.  Smith, 

Speaker  of  the  House  of  Representatives. 

Mr.  Jackson  having  obtained  leave,  introduced 

A  bill  (No.  41)  to  amend  an  act,  entitled  an  act  to  incorporate  the 
Lexington  steam  mill  company,  approved  Feb.  7, 1835; 

Which  w^as  read  the  first  time  and  passed  to  a  second  reading  on  to° 
morrow. 

Mr.  Posey  having  obtained  leave,  introduced 

A  bill  (No.  42)  to  authorize  the  service  of  subpoenas  by  copy; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to-> 
morrow. 

Mr.  Jones  having  obtained  leave,  presented 

A  bill  (No.  43)  to  change  the  time  of  holding  probate  courts  in  Da- 
viess county; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  has  passed  the  following  engrossed  bill  and  joint  resolu- 
tions, which  originated  in  the  House  of  Representatives,  viz: 

(No.  13)— An  act  to  extend  the  time  of  returning  to  the  clerks  of 
the  several  counties,  and  to  the  Auditor  of  State,  assessments  of  pro- 
perty under  the  revenue  law  of  1 035. 

(No.  11) — A  joint  resolution  on  the  subject  of  maps. 

(No.  5)— A  joint  resolution  relative  to  the  payment  of  postage. 

The  latter  with  amendments. 

The  Senate  has  also  passed  an  engrossed  bill 

(No.  5)  to  legalize  a  certain  act  of  James  Davis,  school  commission- 
er of  Sullivan  county,  which  originated  in  the  Senate;  in  which  bill  of 
the  Senate,  and  amendments  to  the  joint  rcaolution  (No.  5)  of  the 
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HousCf  the  concurrence  of  the  House  of  Representatives  is  requested. 
The  Senate  has  passed  an  engrossed  bill 

(No.  7)  to  repeal  the  act  approved  24lh  Dec.  1834,  authorizing  a  re- 
location of  a  certain  part  of  the  New  Albany  and  Vincennes  state  road 
at  or  near  Fredeiicksbure;h,  in  Washington  county;  in  which  the  con- 
currence of  the  House  of  Representatives  is  requested. 

Mr.  Kilgore  moved  to  amend  the  amendment  of  the  Senate  of  the 
joint  resolution  of  the  House,  (No.  5)  named  in  said  message,  by  in- 
serting therein  alter  the  word  "written"  the  words  "and  printed,"  and 
after  the  word  "document"  the  words  "and  newspapers;" 
Which  motion  prevailed. 

And  then  said  amendment  as  amended,  was  concurred  in. 
A  bill  of  the  Senate,  (No.  5)  named  in  said  message,  was  read  the 
first  time  and  passed  to  a  fecond  readmgon  to-morrow. 

A  bill  of  the  Senate,  (No.  7)  named  in  said  message,  to  repeal  the 
act  approved  24th  Dec,  1834,  authorizing  the  re-location  of  a  certain 
part  of  the  Vincennes  and  New  Albany  state  road  at  or  near  Frede- 
ricksburgh,  in  Washington  county,  was  read  the  first  time  and  passed 
to  a  second  reading  on  to-morrow. 
Bills  of  the  following  titles,  viz: 

A  hill  (No.  14)  to  authorize  Mary  Branham-to  convey  real  estate. 
Abill(No.  15)  to  authorize  the  sale  of  certain  school  lands  in  Or- 
ange county. 

A  bill  (No.  16)  to  locate  a  state  road  in  Dearborn  county,  from  the 
town  of  Dillsboro  to  Aurora. 

A  bill  (No.  18)  to  re-establish  as  a  state  road  the  county  road  from 
Jasper  via  Portersville  and  Smith's  Ferry,  on  the  east  fork  of  White 
river,  to  Washington  in  Daviess  county.  And, 

A  bill  (No.  19)  to  legalize  the  proceedings  of  the  commissioner  of  a 
state  road  therein  named; 

Were  severally  read  a  third  time  and  passed. 

Ordered,  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate  and  ask  their  concurrence. 

The  bill  (No.  20)  to  amend  an  act,  entitled  an  act  to  re-locate  a  cer- 
tain state  road  in  the  counties  of  Hancock  and  Henry,  approved  7th 
Feb.,  1835,  and  for  other  purposes,  was  read  a  second  lime  and  order- 
ed to  be  engrossed  for  a  third  reading  on  to-morrow. 

The  House  then  resolved  itself  into  a  committee  of  the  whole  on  the 
Bill  (No.  21)  to  amend  an  act,  entitled  an  act  for  the  formation  of 
congressional  districts  and  for  the  election  of  Senators  and  Represen- 
tatives in  Congress,  and  afler  some  time  spent  therein, 
The  Speaker  resumed  the  chair,  and 

Mr.  Slapp  reported  the  same  back  to  Ihe  House  with  one  amendment 
by  striking  said  bill  out  from  its  enacting  clause. 
And  on  the  question  being  put. 
Will  the  House  concur  in  said  amendment? 
Was  decided  in  the  affirmative;  and, 

On  motion  of  Mr.  Willett. 
Said  bill  as  amended)  was  indefiDitelj  postponed. 
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A  joint  resolution  of  the  Senate, 

(No.  3)  of  the  General  Assembly  of  the  State  of  Indiana,  to  the  Con- 
gress of  the  United  States,  praying  further  appropriations  on  the  Na- 
tional Road  within  the  limits  of  Indiana,  was  read  a  second  time; 
When, 

Mr.  Morris  moved  to  lay  said  joint  resolution  on  to  table; 

Which  motion  was  decided  in  the  negative. 

Mr.  Kilgorethen  moved  to  amend  the  same,  so  as  to  read,  "that  our 
Senators  and  Representatives  in  Congress  be  requested,"  &c. 

Which  motion  did  not  prevail. 
Whereupon, 

Said  resolution  was  ordered  to  be  engrossed  for  a  third  reading  on 
to-morrow. 

And  the  House  adjourned. 


TUESDAY,    Dec.  22, 1835. 

The  House  met. 

The  Speaker  laid  before  the  House  a  communication  from  the  state 
board  of  the  State  Agricultural  Society; 

Which  was  read,  and. 

Referred  to  the  committee  of  ways  and  means. 

Mr.  Dunning  presented  the  petition  of  Alexander  Blair  and  others, 
praying  the  organization  of  a  new  county; 

Which  was  read,  and, 

On  motion  of  Mr.  Dunning, 

Referred  to  the  select  committee  to  which  was  heretofore  referred 
a  petition  on  the  same  subject. 

On  motion  of  Mr.  Dunning, 

Messrs.  Craig  of  M.,  Thompson  of  J.,  and  Vawter  were  added  to 
that  select  committee. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketchain  his 
private  secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency  the  Governor  to  inform  the  House 
of  Representatives  that,  on  the  17th  inst.,  he  approved  an  act  entitled 

No.  2 — An  act  to  provide  for  empannelling  grand  and  petit  jurors 
in  the  county  of  Orange; 

Which  has  been  filed  in  the  Secretary's  OflSce. 

Mr.  Thompson  of  A.  presented  the  remonstrance  of  James  M.  Miller 
and  others,  against  the  petition  of  Joseph  Holman  preferring  certaia 
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charges  against  Divid  Barr,  cuna!  commissiouer  on  the  Wabash  and 
Erie  Canal; 

Which  was  read,  and, 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  select  committee  appointed  to  investigate  said 
charges. 

Mr.  Miller  presented  the  petition  of  Thomas  Pride  and  others,  pray- 
ing a  stale  road  from  New-Albany  to  the  mouth  of  White  river; 

Whiclj  was  read,  and, 

O)  motion  of  Mr.  Miller, 

Referred  to  :he  standing  committee  on  canals  and  internal  improve- 
men  1 5. 

Mr.  Cliamberlain  presented  the  remonstrance  of  Hiram  L.  John- 
ston and  others,  agr^inst  the  petition  praying  a  state  road  from  Goshen 
to  the  state  line; 

Which  was  read,  and, 

On  motion  of  Mr.  Chamberlain, 

Liid  on  the  table. 

Mr.  Risiine  presented  the  petition  of  John  Crawford  and  others, 
prating  that  the  name  of  the  town  of  Somerset,  in  Montgomery  coun- 
ty, might  be  changed  and  called  Parkersburgh; 

Which  was  read,  and. 

On  motion  of  i\lr.  Ristine, 

Referred  io  the  snmc  select  commiitce  to  which  was  heretofore  re- 
ferred a  petition  on  the  same  subject,  and. 
On  motion  of  Mr.  Ris;ine, 

Messrs.  Harrow  and  Chiles  were  added  (o  that  select  committee. 

Mr.  EJmonslon  presented  the  memorial  of  the  convention  cf  J=isper 
in  Dubois  county,  on  the  subject  of  a  state  road  from  New  Albany  to 
the  mouth  of  White  river; 

Which  was  read,  and, 

On  motion  of  Mr.  Edmonston, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr.  Edmonston  presented  the  petition  of  Daniel  Harris,  praying  an 
act  to  iegaiize  the  banns  of  matrimony  between  him  and  his  wife  Ju- 
deth  Harris; 

Which  was  read,  and, 

On  motion  of  Mr.  Edmonston, 

Referred  to  a  select  committee  of  Messrs.  Edmonston,  Craig  of  P,, 
Miller  and  Evans. 

Mr.  Chiles,  from  the  select  committee  appointed  to  invcsfigafe  cer- 
tain charges  agamst  Christian  C.  Nave,  a  member  of  this  House,  made 
the  following  report: 

The  select  committee  to  v/hom  was  referred  the  petition  of  W,  M. 
C.  Blake,  preferring  charges  against  Christian  C.  Nave,  a  member  of 
this  House,  have  had  the  same  under  their  consideration,  and  have  di- 
rected me  to  report — that  in  the  whole  progress  of  the  investigation, 
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Involving  as  do  the  charges  preferred,  not  onlj  a  weighty  responsibility 
upon  Ihe  committee,  but  the  reputation  and  character  of  a  member  of 
this  body,  they  have  been  governed  by  that  lenity  of  feeling  towards 
the  accused,  which  so  wisely  distinguishes  the  spirit  of  our  institutions. 
They  have  found  the  task  irksome  and  unpleasant,  but,  however 
much  they  may  have  regretted  the  necessity  that  demanded  the  inves- 
tigation at  their  hands,  they  have  endeavored  to  discharge  the  duty 
with  an  eye  special  as  well  to  the  solemnity  of  their  obligHtions,asthe 
necessity  of  impartial  judgment.  They  have  permitted  the  accused  to 
appear  before  them  by  counsel  of  his  own  selection,  not  only  to  cross 
examine  the  witnesses  oflfered  in  support  of  the  charges  contained  in 
the  netition,  but  to  place  before  the  committee  the  prominent  points  of 
defcTice  upon  which  he  would  rely. 

Several  questions  have  been  presented  to  the  committee,  in  the 
course  of  the  investigation,  which,  with  their  own  views,  they  do  not 
think,  consistent  with  their  duty,  they  can  withhold  from  the  House. 

1st.  Has  the  House  jurijidiciion  to  inquire  into  the  charges? 

2d.  If  the  House  ha?  jnrisiliction,  has  it  also  the  power  to  expel? 

Both  of  these  propositions  have  been  examined,  with  muchlabor,  by 
the  committee,  and  no  doubt  remains  upon  the  minds  of  the  commit- 
tee, of  the  entire  power  of  the  House,  to  investigate  any  charge  of  a 
criminal  character,  preferred  against  one  ofiis  members.  The  com- 
mittee are  a>vare  that  the  opposite  of  this  doctrine  has  been  enter- 
tained and  urged  with  much  earnestness  and  that  the  jurisdiction  of 
the  House  is  questioried,  in  all  cases  which  do  not  involve  charges 
of  an  entirely  political  character.  But  the  committee  cannot  per- 
ceive the  force  of  the  argument  by  which  this  position  is  maintained. 
It  cannot  be  denied  that  the  House  would  owe  to  its  character,  to  in- 
stitute an  inquiry  into  the  charges  impeaching  its  integrity  as  a  body, 
and  if  this  be  admitted,  an  invesiigRtion  into  the  charac(er  of  one  of 
its  component  p^rtf,  is  the  irresistible  inference.  Does  an  inquiry  of 
this  kind,  in  the  event  of  guilt  upon  the  part  of  the  accused,  amount 
to  a  legal  punishment  for  crime?  The  Legislature  has  affixed  to  each 
crime  its  appropriate  punishment,  and,  by  the  constitution,  no  individ- 
ual can  be  brought  to  answer  for  an  ofiTence  against  the  penal  code, 
but  by  "presentment  or  indictment,"  after  which  he  shall  have  the 
right  of  trial  by  jury.  The  investigation  and  punishment  prescribed 
by  our  criminal  code,  doubtlpss",  properly  belongs  to  the  judicial  tribu- 
nal-! of  the  country.  These  positions  settled,  the  only  question  for  the 
committee  to  determine  is,  whether  the  House,  in  an  investigation  of 
the  conduct  of  one  of  its  members,  by  which  to  inquire  into  his  right  to 
retain  his  membership,  is  guilty  of  an  infringement  upon  the  privi- 
leges  guaranteed  to  the  citizen,  or  an  assumption  of  power  properly  be- 
longing to  the  judiciary.  The  committee  cannot  perceive  the  force 
of  an  affirmative  answer  to  t!ii«  ii'quirv.  An  expulsion  for  crime  is 
no  part  of  the  punishment  affixt  d  by  law,  for  the  violation  of  any  of 
itp  criminal  provisions.  The  rights  of  each  member  of  a  legislative 
body  are  of  &politicat  character,  and  a  deprivation  of  those  rights,  caD« 


99 

not  be  construed  into  an  infraction  of  the  rights  and  privileges  of  the 
citizen. 

For  the  correctness  of  the  position  which  they  have  taken,  the  com- 
mittee refer  the  House  to  the  opinion  of  the  Senate  of  ihe  United 
States.  In  the  case  of  Humphrey  Marshall,  a  Senator  from  Kentucky, 
in  1796,  it  would  appear,  upon  a  cursory  examination,  that  the  opin- 
ion of  the  Senate  turned  solely  upon  the  ground  ofjurisdiction.  This, 
however,  the  committee  do  not  conceive  to  be  the  fact.  The  vote  was 
taken  upon  concurrence  in  (he  report  of  the  committee,  appointed  to 
investigate  the  charges  against  Mr.  Marshall,  and,  it  is  true,  the  want 
of  jurisdiction  is  strongly  urged  in  the  report,  yet  other  grounds  were 
stated,  "as  (hat  no  prosecutor  appeared,  and  that  no  documents  or  ev- 
idence were  furnished."  Here,  the  case  of  Mr.  Marshall,  and  the  one 
referred  to  the  committee  lose  their  affinity,  and  in  several  other  in- 
stances are  not  very  closely  assimilated.  The  charge  of  perjury 
against  Mr.  Marshall,  appears  to  have  been  made,  in  a  pamphlet  pub- 
lication, previous  to  his  election,  which,  no  doubt,  operated  strongly 
upon  the  minds  of  Senators  in  determining  upon  the  want  of  jurisdic- 
tion. 

This  opinion,  however,  of  the  Senate,  was  subsequently  reviewed, 
in  1807,  in  the  case  of  John  Smith,  a  Senator  from  Ohio.  In  this  lat- 
ter case,  it  appears  that  the  subject  of  juriijdic(ion  again  underwent  a 
discussion  which  resulted  in  a  determination,  that  (he  principles  ad- 
vanced in  the  case  of  Marshall,  were  inaccura(e.  And  as  additional 
evidence  that  the  want  of  jurisdiction,  was  not  the  only  ground  of  de- 
cision in  Marshall's  case,  the  commi(tee  refer  the  House  to  the  vote  of 
the  Senate,  in  the  year  1797,  expelling  William  Blount  for  a  "high 
misdemeanor,  entirely  Inconsistent  with  his  public  trust  and  du(y  as  a 
Senator."  In  this  case,  eleven  out  of  the  sixteen  Senators,  who,  (he 
preceding  year,  had  sustained  the  report  in  (he  case  of  Marshall,  voted 
in  favor  of  expelling  Mr.  Blount — the  remaining  Jive  were  not  then 
members. 

Mr.  Smith  was  charged  with  treason,  which  then  was,  and  still  is,  a 
crime  of  the  highest  magnitude,  and  the  investigation  of  which  prop- 
erly belongs  to  the  judiciary  department  of  our  government;  yet  the 
Senate  did  not  hesitate  to  investigate  the  charge — to  hear  proof — and 
finally  to  expel  him  from  that  body. 

The  advocates  of  an  opposite  doctrine,  from  (hat  advanced  by  (he 
committee,  contend,  that  when  a  member  is  charged  with  perjury,  or 
any  olher  high  crime,  he  cannot  be  put  to  answer  in  any  other  way 
than  that  prescribed  by  the  constitution;  but,  why  would  not  the  same 
reasoning  have  applied  in  the  case  of  Smith?  The  language  of  the 
constitution  of  the  United  States,  on  the  subject  of  the  right  of  trial 
by  jury,  is  (he  same  as  that  of  the  constitution  of  Indiana,  and  the 
power  given  to  Congress,  to  expel  a  member,  by  each  of  (hose  instru- 
ments '\i  precisely  the  same.  From  these  facts,  the  commi(tee  have  in- 
ferred that  the  rules  of  decision  in  the  case  of  Smith,  apply  with  full 
force  in  the  case  submitted  to  them. 

It  has  been  said  that,  if  the  House  has  the  power  to  expel  a  men»- 
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!)er  for  the  crime  of  perjury,  this  power  cannot  be  exercised  uritil  after 
a  conviction  by  jury,  as  prescribed  in  the  constitution.  This  position 
the  committee  tliinic  entirely  untenable,  as  a  conviction  wouid,  of  it- 
self, put  the  matter  entirely  beyond  the  control  or  action  of  the  House, 
in  any  manner  whatever. 

It  "has  been  urged  before  the  corriniittee  that  the  chnrgcs  and  speci- 
fications, contained  in  tb.e  petilion,  are  informal  and  insuflicient,  that 
the  petition  assumes  the  character  of  an  indictmenf,  and  shoDkl  be 
drawn  with  equal  technicality.  The  committee  arc  aware  that  the 
petition  is  certainly  not  drawn  in  as  technical  manner  as  it  might  have 
been,  yet,  in  the  opinion  of  the  committee,  it  is  sufEcicnt  in  form,  and 
contains  substantially  all  that  is  necessary  in  cases  of  a  character  simi- 
lar to  the  present.  The  snmc  formality  and  technical  accuracy  is, 
certainly  not  required  in  such  an  informalion  as  to  authorize  an  inves- 
tigation into  the  conduct  of  a  member  of  the  House,  as  would  be  essen? 
tially  requisite  to  constitute  an  iuclicim.ent.  Nor,  indeed,  do  the  com- 
mittee conceive  that  the  same  degree  of  evidence  requisite  to  warrant 
ajiiry  in  finding  a  defendant  guilty  of  perjury,  is  necessary  to  author- 
ize the  House  in  exercising  the  expelling  power,  vested  in  it  by  the 
jconstitution.  The  power  of  expelling  is  only  discretionary,  and  go= 
vcrnedby  no  technical  restrictions,  and  consequently  may  be  exercised 
without  conforming  to  all  those  legal  rule?  required  to  be  observed  in 
a  court  of  justice. 

But  should  this  opinion  be  yielded,  and  it  should  be  admitted  that  the 
game  proof  was  necessary  as  in  an  indictment  for  peijury,  the  commit- 
tee arc  unanimously  of  opinion,  tl;af,  in  (his  case,  the  testimony  is  am- 
ply sufficient.  Perjury  may  be  cnmmitlcd,  either  by  positively  swear- 
ing false,  or  by  conccahng  a  fict,  important  (can  issue,  wlien  sworn  to 
tell  the7i-hfj!c  Inilh.  What  th.en,  is  the  evidence?  The  committee  to 
enable  the  House  to  act  advisedly  upon  a  matter  involving  so  many  im- 
portant and  rcspor.sible considerations,  have  tiiougiit  it  (lieirduty  tore- 
port  the  whole  of  it  to  the  House,  for  its  action  and  disposal. — Here- 
with  it  will  be  found  submitted. 

As  the  filing  of  tiie  note,  in  the  ofiice  of  Esq.  Cowgill,  as  a  cause  of 
action,  becomes  a  fsct  material  in  the  inquiry  submitted  to  the  commit- 
tee, they  will  also  lay  before  the  House  the  principle  upon  which  they 
have  acted  in  relation  thereto.  Had  it  been  necessary  in  order  to  con- 
etitute  a  legal  filing  of  a  cause  of  action,  that  the  Jusiice  of  the  Peace 
should  endorse  on  it  the  word  "filed,"  the  testimony  of  Mr.  Nave  would 
have  been  utterly  useless.  But  the  comm.ittee  not  believing  such  an 
endorsement  necessary,  and  regarding  the  endorsement,  when  it  is 
made,  as  only  evidence  o(  the  fihng,  are  of  opinion  that,  where  the  en- 
dorsement has  not  been  made,  the  fact  of  its  being  filed  is  capable  of 
proof  by  parol  testimony.  Under  this  view  of  the  case,  they  have  in- 
quired— "was  the  note  filed  in  the  otfice  of  E?q.  Cowgill  as  a  cause  of 
action?  Of  this  fact  the  committee  I.ave  no  doubt. — From  the  cir- 
cumstance of  the  suppression  of  that  fact  by  Mr.  Nave,  Ins  attempt  to 
mislead  the  jury  by  his  evidence,  and  all  the  circumstances  connected 
with  this  trial  before  Cowgill  and  that  before  HardiOf  the  committee 
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are  constrained  to  report  to  the  House  for  their  adoption,  the  following 
resolution: 

Resolved,  That  Christian  C.  Nave,  a  Represenlativc  from  (he  county 
of  Hondrick'3,  bo  expelled  Aom  his  seat  upon  (his  floor,  as  a  member  of 
(be  House  of  Represerilalivcs  of  lije  Slate  of  Indiana. 

The  commiitec  therefore,  lay  before  the  House  the  following  (esti« 
mony,  as  deposed  by  the  witnesses,  viz: 

John  Cowgiil,  an  acting  justice  of  the  peace  in  and  for  the  countj'  of 
Pulnam,  leslified,  that  (he  note  marked  A  (;ind  herewith  filed)  is  the 
same  note  that  was  enclosed  to  him  in  a  letter  from  Mr.  Nave  from  the 
fifth  to  the  tenth  of  October  l.-isf,  for  cclleclioti; — that  on  the  10th  of 
October  he  issued  a  capias  ag.iinst  William  M.  C.  Blake  and  J.  II.  Ep- 
person, the  obligors  in  the  rote,  which  was  returned  with  the  bodies  of 
both  the  defendants; — that  the  defendants  were  not  prepared  for  trial 
at  that  time  and  gave  special  bail  toan.-wcr  the  action  in  two  days; — 
(hat  at  the  trial  of  the  cause  tlie  defendants  plead  non  est  foclian,  and 
(he  plaintifis  not  being  present  and  clFcring  no  testimony,  the  cause  was 
dismissed  and  a  non  suit  entered  ag«irist  the  ptaintifTs; — that  he  in- 
formed Mr.  Nave  of  these  facis  at  the  Danville  Court; — that  Mr.  Nave, 
on  the  Gih  of  November,  came  to  liis  ofiice,  in  the  town  of  Greencaa- 
lie,  and  took  the  note  and  pica  of  non  est  factum,  went  over  to  Mr, 
Blake's,  returned  in  a  few  minutes,  and  demanded  a  summons  on  (he 
note,  against  the  said  Blake  and  c^pperson ; — that  he  immediately  issu- 
ed the  summons,  placed  the  note  on  file  among  his  papers  and  deliv- 
ered the  summons  to  a  constable,  who,  In  a  few  minutes,  returned  it, 
executed  on  Blake,  and  Epperson  not  found,  at  which  return  Mr.  Nave 
was  present; — that  Nave  requpsted  him  to  write  him  a  notice  to 
Blake,  informing  him  that  he  (Nave)  sliould  proceed  to  take  deposi- 
tions, in  Danville,  in  Hendricks  county,  to  be  read  as  evidence  in  the 
said  cause; — that  he  wrote  the  notice,  and  gave  the  original  and  du- 
plicate to  a  constable,  who  in  a  few  momenis  returnedthe  original, 
served; — that  upon  the  return  of  the  notice  Mr.  Nave  asked  for  the 
note  to  assist  him  in  faking  the  depositions. — That  he  remarked  to  Mr. 
Nave  that  if  it  was  not  on  file  in  his  office  three  dnys  before  the  trial, 
he  should  be  compelled,  under  iiicitatute,  to  dismiss  the  action  upon 
motion  of  the  defendants; — that  he  thinks  he  mentioned  to  Mr.  Nave 
that  he  (Nave)  could  give  a  succinct  statement  of  his  cause  of  action,  in 
writing  and  take  the  note  and  use  it  as  evidence  on  llie  trial; — that 
Nave  requested  him  to  draw  (he  statement,  which  he  did,  (and  which 
is  now  herewith  submitted  marked  B,)  and  after  the  filing  of  the  same 
gave  him  (Nave)  the  note,  who  look  it  away  with  him.  He  further 
stated,  that  on  the  the  c.'tlling  of  the  cause,  on  the  13th  November  (the 
day  on  which  the  summons  was  returnable)  neilher  party  appeared 
and  he  continued  it  io  the  19th  Nov.  on  which  day  he  dismissed  it.  in 
pursuance  of  a  letter  from  Mr.  Nave  of  date  Nov.  14,  and  now  here- 
with submitted,  maikeii  C. 

Upon  cross  examination  by  Mr.  Nave's  counsel,  he  further  stated 
that  the  plea  herewith  filed  (marked  D)  was  a  correct  copy  of  the  plea 
of  non  est  factum  filed  by  the  said  Blake  and  Epperson  at  (he  trial  of 
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the  first  cause,  on  said  note,  before  bim,  and  that  the  original  was  then 
on  file  in  his  office; — that  he  never  endorsed  the  note  as  filed  in  his 
office. 

(IVlr.  Nave  here  admitted  that  he  had  instituted  a  suit  upon  the  same 
note  against  Blake,  before  Esq.  Campbell  of  Hendricks  county  and 
that  a  change  of  venue  was  taken  from  him  to  Noah  Harding  a  justice 
of  the  peace  of  said  county.) 

Noah  Harding  Esq.,  a  justsce  as  aforesaid,  testified  that  the  tran- 
script herewith  submitted  (marked  1)  is  a  true  transcript  from  his  dock- 
et,—  that  the  papers  in  the  case,  originally  commenced  before  Esq. 
Campbell,  came  into  his  possession  by  change  of  venue,  on  the  11th 
dayof  November,  1835; — that  on  the  same  day  Christian  C.  Nave  ap- 
peared as  counsel  for  the  plaintifT,  and  one  of  the  defendants,  (Blake) 
in  his  proper  person; — that  the  defendant  [BlakeJ  asked  for  time  to 
make  up  his  defence,  which  was  granted  him,  and  that  Blake  entered 
into  a  recognizance  to  nppear  on  the  14th  Nov.  1835; — that  on  the 
said  14th  Nov.  Mr.  Nave  appeared  as  counsel  for  the  plaintitTand  the 
defendant  by  himself  and  his  attorney,  Henry  Secrets; — that  the  de- 
fendant filed  a  plea  in  abatement,  [which  is  herewith  submitted  and 
marked  E]  to  which  iMr.  Nave,  as  counsel  for  the  plaintifT,  filed  the 
replication  [marked  F]; — that  to  try  this  issue  a  jury  was  called,  and 
Mr.  Secrets  offered  the  statement  [marked  BJ  and  the  note  [marked  A] 
as  evidence  to  the  jury,  to  which  Mr.  Nave  objected — Mr.  Secrets  then 
introduced  Mr.  Nave  as  a  witness  to  prove  the  identity  of  the  note; — 
that  Mr.  Secrets  asked  Mr.  Nave  after  he  was  sworn  as  a  witness, 
whether  the  statement  [marked  B]  described  and  identified  the  note, 
and  that  Mr.  Nave  replied  that  "he  did  not  know,  that  it  might  de- 
scribe the  note  or  some  other  note,  he  did  not  write  it;"  that  Mr.  Se- 
crets asked  Mr.  Nave  if  the  same  note  had  not  been  filed  in  Esq.  Cow- 
gill's  office,  as  a  cause  of  action,  and  a  summons  issued  and  suit  com- 
menced on  it  between  the  same  parties,  and  that  Mr.  Nave  replied 
"that  the  note  had  not  been  filed  in  Esq.  Covvgill's  office  as  a  cause  of 
action;  that  he  had  had  it  in  his  pocket  ever  since  the  commencement 
of  the  suit  before  Esq.  Cowgill;  and  that  his  object  was  to  trick  Mr- 
Blake  to  bring  him  to  Hendricks  county,  where  he  could  have  a  chance 
of  making  the  money  out  of  him  and  obtaining  witnesses;"  that  Mr, 
Secrets  asked  Mr.  Nave  if  the  note  marked  [A]  was  not  the  identical 
note  that  had  been  filed  in  Esq.  Cowgill's  office,  and  that  Mr.  Nave  re- 
plied "that  he  did  not  know  but  what  there  might  have  been  some  oth- 
er note  that  that  suit  was  instituted  upon." 

Upon  cross  examination,  the  witness  was  asked  whether  Mr.  Nave 
did  not  say,  when  asked  whether  the  statement  marked  [B]  described 
the  note — that  he  presumed  it  did — to  which  the  witness  replied  that  he 
did  not  to  the  best  ol  his  recollection.  He  also  said  that  there  had 
been  difficulties  between  him  and  Mr.  Nave;  that  they  had  differed  in 
politics,  but  was  not  aware  of  any  difficulty  originating  privately  be- 
tween them;  that  he  looked  upon  Mr.  Nave  as  upon  any  other  man  that 
he  did  not  believe  was  an  honest  man,  but  that  his  feelings  were  not  of 
such  a  character  that  he  could  not  do  him  justice. 
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The  witness  was  further  asked  by  Mr.  Blake,  whether  Mr.  Nave  did 
not  say  that  he  had  the  note  in  his  pocket  before  the  summons  was  is- 
sued  by  Esq.  Cowgill — to  which  he  answered  that  he  did  not  recollect 
of  a  question  being  asked  in  that  shape. 

Henry  Secrets  testified,  that  sometime  previous  to  the  1st  November, 
1835,  he  was  called  on  by  Wm.  M.  C.  Blake  and  J.  H.  Epperson  to  de- 
fend an  action  of  debt  on  the  note  marked  (A,)  before  Esq.  Cowgill,  of 
Greencastle,  Putnam  county;  that  he  filed  for  the  defendant  a  plea  of 
non  est  factum,  and  in  consequence  of  no  proof  having  been  offered  by 
the  plantiffat  the  trial  thereof,  a  judgment,  as  he  supposed,  for  the  de- 
fendants was  entered ;  that  subsequent  to  that  time,  (probably  on  6th 
November,)  Mr.  Nave  was  in  Greencastle,  and  that  he  (Secrets)  found 
him  in  the  office  of  Esq.  Cowgill,  commencing  a  suit  on  the  same  note 
marked  (A);  that  he  left  the  office,  after  which  Mr.  Blake  showed  him 
a  notice  which  had  been  served  on  him,  to  take  depositions  in  Dan- 
ville, Hendricks  county;  that  he  returned  to  the  office  of  Esq.  Cow- 
gill, to  ascertain  if  the  description  of  the  parties  in  the  notice  corres- 
ponded with  the  writ,  and  found  that  it  did,  the  suit  being  in  the  name 
of  Thomas  Nichols,  assignee  of  John  Dunn ;  That  while  he  was  in  the 
office,  he  was  asked  (he  thinks  by  Esq.  Cowgill)  it  he  would  consent  to 
the  withdrawal  of  the  note  marked  (A),  to  assist  Mr.  Nave  in  taking 
depositions  in  Danville;  that  Mr.  Nave  was  in  the  office  of  Esq.  Cow- 
gillatthe  time;  that  he  made  no  reply  to  the  inquiry  about  the  note- 
that  after  that  time,  on  the  day  on  which  the  cause  was  set  for  trial 
before  Esq.  Cowgill,  he  was  in  the  office  of  Esq.  Cowgill,  but  withdrew 
before  the  trial,  in  order  to  obtain  a  continuation. 

He  further  said  that  he  was  the  counsel  of  William  M.  C.  Blake,  in 
the  trial  before  Noah  Harding,  Esq.,  in  Danville,  on  the  14th  Novem- 
ber, 1835,  (which  suit  was  also  in  the  name  of  Thomas  Nichols,  as- 
signee of  John  Dunn);  that  he  then  filed,  for  the  said  defendant,  a  plea 
in  abatement  (marked  E);  that  after  producing  the  transcript  from 
Esq.  Cowgill's  docket  as  evidence,  he  introduced  Mr.  Nave  as  a  wit- 
ness, for  the  purpose  of  indentifying  the  two  siuts  as  being  upon  the 
same  cause  of  action;  that  Mr.  Nave  commenced  his  testimony,  by 
stating,  "that  the  note  marked  (A)  had  once  been  sued  on  before  Esq. 
Cowgill,  and  that  a  plea  of  non  est  fuctum  had  been  pleaded,  and  a 
new  suit  entered;  that  he  then  went  to  Greencastle  and  commenced 
suit  upon  a  feigned  cause  of  action  before  Esq.  Cowgill  for  the  purpose 
of  entraping  Mr.  Blake  to  Danville,  where  he  (Nave)  could  get  his  wit- 
nesses;" that  Nave  then  said  "that  the  suit  then  pending  before  Esq. 
Hardin,  and  the  one  before  Esq.  Cowgill  were  not  upon  one  and  the 
same,  but  upon  different  causes  of  action;"  that  Nave  then  said  "that 
the  note  (marked  A)  was  not  at  any  time  in  the  possession  of  Esq.  Cow- 
gill, as  a  cause  of  action  in  the  cause  alluded  to  in  the  defendant's  plea 
of  abatement  (marked  E;)  that  previous  to  demanding  a  summons  in 
said  case,  he  had  put  the  note  (marked  A)  in  his  pocket,  so  as  to  prevent 
a  defer.ce  of  the  kind  then  relied  on  by  the  defendant;"  that  he  (Se- 
crets) then  introduced  the  cause  of  action  (marked  B),  and  Mr.  Nave 
•aid  that  "he  did  not  know  whether  it  was  the  same  one  filed  before 
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Covpgill  or  not;"  that  Mr.  Nave,  turning  to  the jurj,  then  said,  "Gentle- 
men, this  note  was  not  a  cause  of  action  before  Esq.  Cowgill  ;*'  in  which 
expression  he  (Secrets)  supposed  him  to  allude  to  the  suit  then  pending 
before  Esq.  Cowgill;  that  after  the  summons,  Mr.  E.  W.  McGaughy 
came  to  him  and  asked  him  whether  the  interlineation  in  the  note 
marked  (A)  was  the  cause  upon  which  he  pleaded  non  est  factum,  and 
that  he  (Secrets)  told  him  that  it  was. 

Upon  cross  examinaiion,  Mr.  Secrets  furlhcf  said,  that  when  he 
asked  Mr.  Nave  if  that  was  not  the  identical  note  described  in  the 
concise  statement  marked  (B);  that  he  recollects  tliat  Nave  said  "he 
did  not  know,"  and  something  further  which  he  does  no  recollect;  up- 
on being  asked  by  the  counsel  of  Mr.  Nave  "did  you  rskMr.  Nave, 
whether  the  note  marked  (A)  was  not  the  indentical  note  upon  which 
suit  was  brought  before  Esq.  Covvgill?"  Mr.  Secrets  answered  that  he 
did  not  recollect  of  asking  a  question  [in  that  shape.  Upon  being 
asked  whetlier  Mr.  Nave  did  not  say  that  the  "note  had  not  been 
marked  filed  b}'  any  justice  before  it  was  marked  filed  by  Esq.  Camp- 
bell,' Mr.  Secrets  answered  that  he  did  not  recollect  of  Mr.  Nave's 
saying  any  thing  about  the  fJing  of  the  note  in  his  testimony,  but  that 
he  spoke  of  it  in  liis  argument  to  the  jurv. 

Edward  W.  McGaughy,  testified  that  he  knew  nothing  of  the  first 
suit  upon  the  rjote  marked  (A);  that  he  was  in  theoflice  of  Esq.  Cow- 
gill  on  the  6th  of  November,  1835,  after  the  commencement  of  the 
second  suit,  and  that  J\lr.  Nave  was  present  in  the  ofiice  of  Esq.  Cowgill 
at  the  time;  that  he  (McGaughy)  asked  to  see  the  note  (A)  which  was 
handed  to  him  by  Esq.  Cowgill;  that  he  heard  Mr.  Secrets  say,  as  he 
left  the  othce  (or  previously,  he  is  not  certain  which.)  that  he  would 
again  plead  a  plea  of  non  est  factum,  to  which  Mr.  Nave  replied,  that 
"it  would  be  an  unholy  and  unrighteous  law,  that  would  prevent  a 
man  from  recovering  his  debt  because  of  a  little  interlineation" — that 
he  heard  nothing  about  withdrav/ing  the  note  from  file. 

James  Logan  testified  that  he  was  present  at  the  trial  before  Esq. 
Hardin,  when  Mr.  Nave  was  called  on  to  testify:  that  there  was  a  dif- 
ference in  the  testimony  on  each  note;  that  Mr.  Nave  was  called  on  to 
state  whether  the  action  then  trying  was  not  founded  on  the  same  note^ 
on  which  one  then  pending  before  Esq.  Cowgill,  in  Grcencastle,  Put- 
nam county,  was  founded;  thatl'tlr.  Nave  answered  that  "it  might  be, 
or  it  might  not  be;"  that  he  was  not  certain  whether  Mr.  Nave  said 
that  the  note  marked  (A)  had  not  been  filed  with  Esq.  Cov/gill,or  that 
it  had  not  been  marked  filed  by  him;  that  he  (Logan)  was  one  of  the 
jury  who  tried  the  cause  before  Esq.  Hardin,  and  understood  Mr. 
Nave  to  say  that  the  suit  before  Esq.  Cowgill  was  instituted  to  get 
Blake  to  attend  to  take  depositions  where  the  note  vras  executed,  that 
he  might  catch  him  there. 

Upon  cross  examination,  the  witness  (Logan)  was  asked  v/hether  Bfr, 
Nave  was  not  asked,  upon  the  trial,  if  the  note  (A)  had  not  been  filed 
as  a  cause  of  action,  before  the  said  Esq.  Cowgill,  to  which  he  answer- 
ed, that  he  might,  or  he  might  not  have  been  so  asked. 

He  (Logan)  was  also  asked,  "if  Secrets  did  not  take  the  note  (A)  in 
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one  hand  and  the  cause  of  action  marked  (B)  in  the  other,  and  ask 
Nave  if  this  was  not  the  indentical  note  described  in  the  cause  of  ac- 
tion (A),"  to  which  he  an^jwered  "it  might  or  might  not  be." 

Henry  H.  Marvin  testified  that  he  was  present  at  the  trial  of  the 
cause  before  Esq.  Hardin;  that  Mr.  Nave  was  sworn  as  a  witness,  and 
was  asked  whether  the  statement  marked  (B)  of  the  cause  of  an  action 
then  pending  before  Esq.  Cowgill  did  not  identify  the  note  on  which 
the  action,  then  pending  before  Esq.  Hardin  was  pending — to  which 
Mr.  Nave  answered  that  "he  could  not  tell— he  did  not  write  it;"  that 
the  question  was  then  asked  Mr.  Nave  whether  the  note  then  exhibit- 
ed marked  (A)  had  ever  been  on  file  in  Esq.  Cowgill's  office — that  he 
(Marvin)  understood  him  (Nave)  to  say  in  answer,  that  it  had  not — 
does  not  recollect  the  precise  words  used,  but  gathered  this  from  his 
language;  that  Esq.  Hardin  stated  that  the  note  had  not  been  marked 
filed  by  Esq.  Cowgill,  in  which  Mr.  Nave  acquiesced. 

Upon  cross  examination,  the  witness  was  asked  "if  Secrets,  having 
the  statement  of  cause  of  action  (B)  in  one  hand  and  the  note  in  the 
other,  did  not  ask  Nave  if  that  was  not  the  indentical  note  described  in 
the  cause  of  actien  (B)" — to  which  the  witness  (Marvin)  answered, 
that  "he  could  not  state  whether  he  held  the  note  in  his  hand,  but  Mr. 
Secrets  held  the  statement  (B)  in  his  hand,  and  asked  if  it  did  not  de- 
scribe the  note  [A],"  to  which  Mr.  Nave  replied,  that  "he  did  not 
know,  as  he  did  not  write  it."  Witness  [when  asked]  thinks  it  likely 
that  Nave  also  answered  that  "he  presumed  the  statement  [B]  did  de- 
scribe the  note  [A],  on  which  the  suit  then  pending  was  founded,  but 
could  not  say  positively. 

Here  for  the  time,  closed  the  evidence  in  behalf  of  the  prosecution. 
Mr.  Nave  then  introduced  the  following  testimony,  viz; 
Thomas  B.  Garwood  testified  that  he  was  one  of  the  jurors  at  the 
trial  before  Esq.  Hardin,  that  Mr.  Nave,  when  exammed  as  a  witness, 
said  that  he  held  a  note  on  Blake  that  became  due  on  or  about  the  1st 
of  October;  that  about  that  time  he  saw  Blake  and  asked  him  to  pay  it, 
and  threatened  to  issue  a  capias  against  him;  that  Blake  requested 
him  not  to  do  so,  but  send  it  to  Greencastle,  and  he  would  confess  judg- 
ment on  it;  that  he  [Nave]  sent  it  to  Esq.  Cowgill,  at  Greencastle,  for 
collection;  that  Cowgill  informed  him  [Nave]  at  Hendricks  court,  (hat 
a  plea  of  non  est  factum  had  been  filed  by  the  defendants  and  a  non  suit 
entered;  that  he  [Nave]  sometime  after  that  went  to  Greencastle,  and 
to  Esq.  Cowgill's  office  got  out  the  note  [A]  and  plea  of  non  est  factum 
and  presented  it  to  Blake,  who  said  it  was  unjust;  that  he  [Nave]  re- 
turned to  the  office,  and  ordered  a  summons  on  the  note  [A];  that  the 
summons  was  issued  accordingly,  and  given  to  the  constable,  who,  in  a 
few  minutes  returned  it  served — that  he  [Nave]  then  ordered  a  cause 
of  action  to  be  filed  upon  the  note  [A],  but  at  the  same  time  retained 
the  note  in  his  possession,  informing  Cowgill  that  he  wished  to  retain 
the  note  in  his  possession  for  the  purpose  of  taking  it  into  Hendricks 
county,  in  order  to  take  the  depositions  of  Elijah  Anderson  and  oth- 
ers— though  at  the  same  time,  in  case  Mr.  Blake  should  come  over  into 
Hendricka  to  take  depositions,  he  [Nave]  intended  to  set  a  trap  t© 
14 
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catch  the  buclc,  so  that  he  might  try  him  in  Hendricks  county,  where 
he  could  procure  witnesses,  so  that  he  could  not  swear  it  off  again, 
though  he  [Nave]  did  not,  at  that  time,  appilse  the  magistrate  of  the 
course  he  intended  to  pursue  upon  the  note;  that,  at  that  time,  Mr. 
Secrets  picked  up  the  cause  of  action  |"B],  and  addressing  himself  to 
the  jur^',  with  the  note  [A]  in  his  right  hand  and  the  statement  [B]  in 
his  left,  read  the  statement  [B]  describing  the  note,  after  which  he 
[Secrets]  asked  Nave  if  that  was  not  the  identical  note  described  in  the 
statement  [B]  to  which  Mr.  Nave  replied,  that  "he  could  not  be  posi- 
tive;"  that  "it  was  not  his  hand-writing,  but  he  presumed  it  was;"  that 
Secrets  then  took  the  note  (A]  m  his  hand,  and  asked  Nave  if  that 
was  not  the  identical  note  filed  in  the  office  of  Esq.  Cowgill;  that  Nave 
picked  up  the  note  and  remarked,  "this  note  has  never  been  marked 
filed  in  any  office  previous  to  the  time  of  its  having  been  filed  in  Esq. 
Campbell's  ofiice." 

James  H.  Hays  testified,  that  he  was  one  of  the  jurors  in  the  trial 
before  Esq.  Hardin — that  Nave  was  introduced  as  a  witness  in  said 
case  by  the  defendant  [Blake]  and  while  giving  his  evidence,  as  such 
witness,  Secrets  [exhibiting  the  note  A]  asked  him  if  that  was  not  the 
identical  note  that  was  described  in  the  statement  [B],  that  Nave  an- 
swered that  "he  could  not  sayTpositively,  as  the  statement  [B]  was  not 
in  his  hand  writing,  but  that ''he  presumed  it  was." — That  Secrets  then 
handed  the  note  [A]  to  Nave,  and  asked  him  [Nave]  if  that  was  not  the 
same  note  that  had  been  filed  in  the  office  of  Esq.  Cowgill;  that  Nave 
answered  after  taking  the  note  [A]  in  his  hand  and  inspecting  it,  "this 
note  has  never  been  marked  filled  by  any  person  previous  to  the  time 
it  was  marked  filed  by  Esq.  Campbell. 

The  witness  [Hays]  further  stated  that  he  heard  all  Nave's  testimony 
in  said  case,  and  that  the  above  is  all  his  evidence  on  the  two  aforesaid 
points. 

Thomas  Nichols  testified,  that  he  was  present  at  the  trial  of  the 
cause  [Thomas  Nichols  assignee  of  John  Dunn  against  Wm.  M.  C. 
Blake  and  J.  H,  Epperson]  before  Esq.  Hardin,  and  that  C.  C.  Nave 
was  introduced  as  a  witness  by  the  defendant  Blake,  and  after  he 
[Nave]  was  sworn,  Secrets  asked  him  a  question  which  he  [Nichols] 
does  not  now  recollect — that  he  [Nave]  told  the  jury  that  a  few  days 
after  the  note  [A]  became  di!e,^Blake  came  to  Danville  on  a  visit,  and 
he  [Nave]  told  him  he  intended  to  have  him  [Blake]  taken  with  a  forth- 
with; but  that  Blake  requested  that  he  should  send  the  note  [A]  to 
Esq.  Cowgill,  and  that  he  would  see  Epperson  and  they  would  confess 
judgment  on  the  note,  and  that  they  had  friends  there  who  would  stay 
it  for  them.  Mr.  Nave  then  stated  that  Mr.  Blake  informed  him  that 
Capt.  Baily  was  going  over  to  Greencastle  in  a  few  days  and  it  would 
be  a  good  opportunity  to  send  the  note  over — that  he  [Nave]  enclosed 
the  note  [A]  in  a  letter  to  Cowgill,  and  that  he  heard  nothing  more  of 
it  until  Cowgill  informed  him  that  they  [the  defendants]  had  sworn  it 
off" — that  as  soon  as  the  courts  were  over,  he  went  over  to  Greencastle 
and  went  to  the  office  of  Esq.  Cowgill  and  got  the  note  [A]  and  plea  of 
non  est  factum  [D]  and  went  over  to  Blake's  shop  and  spoke  to  him  con- 
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cerning  the  note — that  he  [Blake]  observed  thcit  the  note  -was  unjust 
and  he  would  not  pay  it — that  he  [Nave]  immediately  returned  to  the 
office  of  Esq.  Cowgill,  and  ordered  a  sunimons  to  issue  on  the  note  [A] 
and  that  a  summons  issued  accordingly,  which  was  in  a  few  mi- 
nutes, returned  by  a  constable,  served  on  Blake,  and  Epperson  not 
found;  that  he  [Nave]  requested  Esq.  Cowgill  to  issue  a  notice  to  be 
served  on  Blake,  that  he  wished  to  take  the  deposition  of  Elijah  An- 
derson and  others;  which  notice  was  issued  to  a  constable  and  was  re- 
turned by  him,  in  a  few  minutes,  served  by  copy  on  Blake;  that  Nave 
then  stated  that  he  requested  Esq.  Cowgill  to  draft  a  formal  declara- 
tion and  file  as  a  cause  of  action,  that  he  wished  to  take  the  note  [A] 
to  Hendricks  to  take  the  depositions — that  Nave  told  the  jury  that 
*'his  intention  was,  if  the  gentleman  came  over  to  cross-examine  the 
witnesses,  to  catch  the  buck,  so  that  he  could  procure  evidence  to  pre- 
vent him  from  swearing  the  note  ofl,  and  if  he  [Blake]  did  not  come  he 
designed  trying  the  cause  in  Greencastle,"  but  that  he  did  not  inform 
the  justice  of  his  intention." — That  Mr.  Secrets  then  put  this  question 
to  Mr.  Nave,  taking  the  note  [A]  in  one  hand  and  the  statement  [B]  in 
the  other:  "Mr.  Nave,  is  not  this  the  same  note  that  is  here  described 
in  this  declaration?"  to  which  Mr.  Nave  answered,  that  "he  could  riot 
state  positively,  that  the  declaration  was  not  in  his  hand-writing,  but 
he  presumed  it  was." — That  Mr.  Secrets  then  asked  Mr.  Nave  if  the 
note  [A]  was  not  the  same  note  that  was  filed  in  the  office  of  Esq. 
Cowgill — that  Mr.  Nave  then  took  up  the  note,  and  observed  that  "this 
note  has  never  been  marked  filed  in  the  office  of  any  justice,  previous 
to  its  being  marked  filed  in  the  office  of  Esq.  Campbell — and  that  the 
above  is  all  that  Mr.  Nave  testified  to,  to  the  best  of  his  recollection. 

Elijah  Anderson  testified  that  he  was  subpoenaed  in  the  case  before 
Esq.  Hardin  (alluded  to  by  the  other  witnesses)  as  a  witness  for  the 
plaintiff;  that  just  as  he  stepped  in  the  court  house  where  said  trial 
was  pending,  Mr.  Secrets  took  up  the  cause  of  action  [Bj  in  one  hand, 
and  the  note  [A]  in  the  other,  and  asked  Nave  if  that  was  not  the  note 
described  in  the  same  cause  of  action — that  Nave,  in  reply,  answered, 
that  "he  did  not  know  positively,  as  the  cause  of  action  [B]  was  not  in 
his  hand-writing,  but  be  presumed  it  was,  or  might  be."  That  Secrets 
then  asked  Nave  if  the  note  [A]  which  he  [Secrets]  then  held  in  his 
hand,  was  not  the  note  which  was  filed  in  the  office  of  Esq.  Cowgill, 
and  that  Nave  aoswere.l  that  "the  note  had  not  been  marked  filed 
thereon  previous  to  the  time  it  had  been  marked  filed  by  Esq.  Camp- 
bell," or  words  to  that  effect — that  he  [Anderson]  did  not  hear  all  of 
Nave's  testimony. 

William  M'Gee  testified  that  he  was  present  at  the  trial  before  Esq. 
Hardin  in  the  aforesaid  case  of  Thomas  Nichols,  assignee  of  John 
Dunn,  against  William  M.  C.  Blake  and  J.  H.  Epperson — that  on  the 
trial  of  said  cause,  Mr.  Nave  was  introduced  as  a  witness  in  behalf  of 
said  defendants — that  Mr.  Secrets,  holding  the  statement  [B]  in.  one 
hand  and  the  note  [A]  in  the  other,  asked  ]Vave  if  the  note  [A]  had  not 
been  filed  in  the  office  of  Esq.  Cowgill;  to  which  Mr.  Nave  answered 
that  the  said  note  [A]  had  not  been  marked  filed  previous  to  the  time 
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it  had  been  marked  filed  in  the  office  of  Esq.  Campbell,  that  NaVe  vfaf 
further  asked  by  Secrets,  if  that  note  [A]  was  not  the  same  note  de- 
scribed in  the  cause  of  action  [B]? — to  which  Mr.  Nave  answered  that 
"he  could  not  say,  as  he  did  not  write  the  cause  of  action  [B],  but  that 
he  presumed  it  was" — that  said  witness  was  present  and  heard  all  of 
said  Nave's  evidence,  and  that  the  foregoing  is  all,  to  the  best  of  hi? 
recoilecTion,  as  to  the  aforesaid  facts. 

Jubel  Lee  testified  that  he  was  a  juror  on  the  trial  of  the  aforesaid 
cause  before  Esq.  Hardin,  and  that  during  the  progress  of  said  trial, 
Mr.  Nave  was  sworn  as  a  witness  in  behalf  of  W.  M.  C.  Blake,  one  of 
the  defendants  aforesaid,  and  as  well  as  he  now  recollects,  Mr.  Secrets 
asked  Mr.  Nave  a  question,  which  he  has  forgotten,  but  to  which  Mr. 
Nave  observed  that  he  would  proceed  and  relate  the  whole  matter  to 
the  jury  as  well  as  he  recollected  it,  and  stated,  that  a  short  time  after 
the  note  [AJ  became  due,  Blake  came  to  Danville,  and  that  he  [Nave] 
informed  him  that  the  note  was  due,  and  that  he  [Nave]  intended  to 
take  him  [Blake]  with  a  capias — that  Blake  requested  the  note  [A]  to 
be  sent  to  Greencastle,  when  he  would  confess  judgment  and  stay  it — 
that  he  [Nave]  enclosed  the  note  [A]  to  Esq.  Cowgill  of  Greencastle, 
Putnam  county — that  he  [Nave]  heard  no  more  of  it  until  informed  at 
Danville,  by  Esq.  Cowgill,  that  Blake  and  Epperson  had  sworn  it  off — 
that  he  [Nave]  went  to  Greencastle,  went  to  Esq.  Cowgill's  office  and 
got  the  plea  ofnon  est  factum  [D]  and  the  note  [A]  and  went  over  to 
see  Blake,  who  denied  the  justness  of  the  claim — that  he  [Nave]  theri 
said  he  returned  to  Cowgill's  office  and  ordered  him  to  issue  a  sum- 
mons upon  the  note,  [AJ  which  summons  was  issued  and,  in  a  few  mi- 
nutes, returned  served  on  Blake — that  Mr.  Nave  further  stated,  that  he 
ordered  the  justice  [Cowgill]  to  issue  a  notice  to  take  depositions; 
which  was  issued  and  returned,  in  a  few  minutes,  served  on  Blake  by 
copy — that  he  [Nave]  then  directed  the  justice  [Cowgill]  to  write  a 
formal  declaration  on  the  note  [A],  which  was  done,  [see  B],  and  filed 
by  him  as  a  cause  of  action — that  he  [Nave]  got  the  note  [A]  to  take 
the  depositions  of  Elijah  Anderson  and  others,  in  Hendricks  county — 
that  his  [Nave's]  intention  was,  if  Blake  came  to  Danville  to  take  de- 
positions, to  reach  the  buck  in  Hendricks,  where  the  witnesses  resided, 
to  prevent  him  from  swearing  ofFthe  note  again,  but  that  he  [Nave]  did 
not  apprise  the  justice  [Cowgill]  of  his  intention — that  Mr,  Secrets 
asked  Nave  this  question,  (holding  the  note  [A]  in  one  hand  and  the 
statement  [B]  in  the  other:)  "Is  not  this  the  identical  note  described  in 
this  cause  of  action?" — to  which  Mr.  Nave  answered,  that  "he  would 
not  be  positive,  because  the  cause  of  action  [B]  was  not  in  his  hand- 
writing, but  that  he  presumed  it  was  the  same"— that  Secrets  then 
asked  Mr.  Nave  if  the  note  [A]  was  filed  in  the  office  of  Esq.  Cow- 
gill— that  Mr.  Nave  then  took  up  the  note  [A]  and  said  that  "the  note 
had  not  been  marked  filed  in  any  office  previous  to  its  being  marked 
filed  thereon  in  the  office  of  Esq.  Campbell." 

The  witness  [Lee]  further  said,  that  he  was  a  juror  in  said  case,  aod 
heard  all  the  testimony  of  Mr.  Nave. 

Larkia  R,  Campbell  testified,  that  he  heard  Esq.  Hardin  say,  ie 
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conversation  with  himself,  [Campbell]  Isaac  Hays,  and  probably  otfi* 
ers,  that  he  [Hardin]  had  taken  a  certain  certificate  from  the  afore* 
said  Isaac  Hays  against  Mr.  Nave,  to  use  together  with  other  matters, 
in  a  petition  to  the  judges  of  the  Hendricks  Circuit  Court,  to  disbar 
Mn  Nave:  he  [Campbell]  also  heard  Esq.  Hardin  say,  probably  more 
than  once,  that  he  considered  Mr.  Nave  void  of  every  principle  of  a 
gentleman ;  that  he  [Esq.  Hardin]  and  Mr.  Nave,  could  not  agree,  and 
probably  never  would— that  so  far  as  he  ("Campbell]  knew,  Mr.  Nave 
was  regarded  as  a  punctual  and  honest  man;  that  it  is  said  that  he 
[Nave]  will  take  little  advantages  as  a  lawyer  to  fool  his  opponents — 
that  he  [Campbell]  has  known  Nave  well  for  about  five  years — inti- 
mately for  about  four. 

John  Cowgill,  being  called  back  by  the  con^mitlee,  testified,  that  Mr. 
Nave  was  present  when  he  wrote  the  statement  [B] — that  he  read  it 
in  Mr.  Nave's  presence — that  Nave  sat  a  few  feet  from  him  at  the  time, 
but  that  he  does  not  think  that  Nave  read  it  himself. 

Which  was  read;  when, 

Mr.  Willett  moved  to  refer  said  report  to  a  committee  of  the  whole, 
and  that  it  be  made  the  special  order  of  the  day  for  Monday  next. 

And  before  the  question  was  taken  thereon, 

Mr.  Evans  moved  to  lay  it  on  the  table; 

Which  motion  was  decided  in  the  aflirmative. 

Mr.  Stapp  moved  that  100  copies  of  said  evidence  be  printed. 

Mr.  Evans  moved  to  amend  said  motion  by  inserting  after  the  word 
"evidence"  "and  report;" 

And  the  question  being  taken  thereon,  was  decided  in  the  affirm- 
ative. 

And  said  motion  as  amended,  was  carried  in  the  affirmative. 
On  motion  of  Mr.  Stapp, 

Leave  of  absence  was  granted  to  Mr.  Huntington  and  Lee  of  B.  until 
Monday  next. 

Mr.  Chamberlain,  from  the  select  committee,  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  44)  to  establish  a  certain  state  road  therein  named ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to-morrow. 

On  motion  of  Mr.  Evans, 

The  resolution  of  Mr.  Evans,  relative  to  raising  the  fees  of  the  mem- 
bers of  the  General  Assembly,  was  taken  from  the  table;  when, 

Mr.  Evans  withdrew  the  same. 

On  motion  of  Mr.  Walker  of  S., 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  providing  for  a  survey, 
and  construction  of  a  rail  road  from  the  town  Indianapolis  to  Michigan 
City,  by  the  way  Logansport  and  Laporte. 
On  motion  of  Mr.  Jones, 

Resolved,  That  the  committee  on  elections  be  instructed  to  inquire 
into  the  expediency  of  abolishing  the  election  of  supervisors  of  roads, 
overseers  of  the  poor,  and  fence  viewers,  and  authorizing  the  board  do- 


110 

ing  county  business  to  appoint  said  officers,  with  instructions  to  report 
by  bill  or  otherwise. 

Mr.  Davis  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  report  a  bill  to  this  House,  providing  for  the  com- 
mencement ot  a  general  system  of  internal  improvement  with  the  fol- 
lowing provisions: 

1st.  It  shall  be  necessary  for  stockholders  to  take  and  secure  to  the 
state  one-fourth  of  the  amount  supposed  to  be  necessary  for  the  com- 
pletion of  all  canals  reported  in  said  bill. 

2d.  It  shall  be  necessary  for  stockholders  to  take  and  secure  to  the 
state  one-third  of  the  amount  supposed  to  be  necessary  for  the  comple- 
tion of  all  rail  roads  reported  in  said  bill, 

3d.  It  shall  be  necessary  for  stockholders  to  take  and  secure  to  the 
state  one-half  of  the  stock  necessary  for  the  completion  of  all  turnpike 
roads  reported  in  said  bill,  provided  that  the  Wabash  and  Erie  Canal 
to  the  mouth  of  Tippecanoe,  shall  not  be  included  in  the  above  ar- 
rangement; 

Which  was  read,  and, 

On  motion  of  Mr.  Davis, 

Laid  on  the  table. 

On  motion  of  Mr.  Ray, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  in- 
to the  expediency  of  providing  by  law  so  that  the  powers  and  jurisdic- 
tion of  justices  of  the  peace,  may  be  made  uniform  throughout  the 
state,  and  of  revising,  amending,  and  reducing  into  one  act  all  laws 
now  in  force,  regulating  the  duties  and  jurisdiction  of  justices  of  the 
peace. 

On  motion  of  Mr.  McCarty, 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  passing  an  act  to  regu- 
late the  navigation  and  collection  of  tolls  on  the  Wabash  and  Erie  Ca- 
nal, and  authorize  the  board  of  canal  commissioners  upon  said  canal  to 
fix  the  rates  of  toll  to  be  paid  by  those  who  may  navigate  the  same; 
and  that  said  committee  have  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Rlr.  Thompson  of  L., 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire 
into  the  expediency  of  so  amending  an  act,  entitled  an  act  relative  to 
crime  and  punishment,  that  in  all  cases  of  conviction  for  crime  punish- 
able with  death,  the  Governor  shall  have  the  power  to  commute  the 
punishment  to  confinement  in  the  state  penitentiary  for  a  term  of  time 
not  less  than  ten  years  nor  more  than  any  number  which  may  be  deem- 
ed expedient  by  said  committee,  with  leave  to  report  by  bill  or  other- 
wise. 

On  motion  of  Mr.  Craig  of  P., 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  revising  the  difierent  road  laws,  so  as  to  bring  them 
into  one  general  system;  and  further  inquire  into  the  expediency  of  au- 
thorizing and  compelling  the  justices  of  the  peace  in  each  county  in 
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this  state,  to  lay  off' and  district  their  respective  townships  into  conve- 
Dient  road  districts,  with  authority  to  allot  the  hands  to  each  district; 
and  also  to  appoint  a  competent  supervisor  for  the  several  districts  thus 
laid  off,  and  that  such  supervisors  thus  appointed  shall  commence  and 
finish  their  several  works,  in  the  month  of  J  une  annually,  if  not  be  sub- 
ject to  presentment  and  indictment,  with  leave  to  report  by  bill  or  oth- 
erwise. 

On  motion, 

Leave  of  absence  was  granted  to  Mr.  Harris  until  Monday  next. 

Mr.  Dunning  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  Christian  C.  Nave  have  the  privilege  of  producing 
to  this  House  a  succinct  statement  of  the  points  made  by  his  counsel, 
and  a  brief  containing  the  principal  arguments  and  authorities  refer- 
red to  in  support  of  his  defence  before  the  comnnittee  appointed  to  in- 
vestigate the  charges  preferred  against  him,  and  that  100  copies  of 
the  same  be  printed  for  the  use  of  the  members  of  this  House; 
Which, 
On  motion  of  Mr.  Ray, 

Was  amended  by  striking  it  out  from  its  resolving  clause  and  insert- 
ing the  following: 

"That  C.  C.  Nave  be  permitted  to  appear  in  this  House  by  him- 
self and  counsel  to  make  his  defence  to  the  charges  preferred  against 
him  in  this  House  as  a  member  thereof,  when  the  said  charges  may  be 
taken  up  and  are  under  investigation  in  this  House." 

And  the  House  adjourned. 

2  o'clock,  P.  M. 

The  House  met. 

On  motion  of  Mr.  Morris, 

Resolved,  That  a  select  committee  be  instructed  to  inquire  into  the 
expediency  of  memorializing  Congress  to  ."grant  a  bounty  in  land 
scrip,  to  the  organized  militia  men,  mounted  militia  men,  and  rangers, 
who  defended  the  frontier  of  the  United  States  during  the  last  war 
with  Great  Britain. 

Ordered,  That  Messrs.  Morris,  Stapp,  and  Collins  be  that  com- 
mittee, 

Mr.  Clark  of  Washington,  having  first  obtained  leave,  introduced  a 
joint  resolution 

(No.  45)  to  the  compact  between  the  United  States  and  this  State, 
on  the  subject  of  exempting  lands  purchased  from  U.  S.  from  taxa- 
tion for  five  years. 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Chamberlain  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  select  committee  appointed  to  apportion  the 
Senators  and  Representatives  under  the  late  returns  of  polls,  inquire 
into  the  propriety  of  so  apportioning  Senators  and  Representatives  la 
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the  counties  of  Elkhart,  Lagrange,  Steuben,  De  Kalb,  Noble,  Wbitlej, 
Kosciusko,  St.  Joseph,  Marshall,  Stark,  Laporte,  Porter,  Newton,  and 
Pulaski,  that  said  counties  shall  have  three  Senators  and  six  Repre- 
sentatives; and  that  for  this  purpose,  said  committee  be  governed  by 
the  probable  number  of  polls  in  such  of  the  aforesaid  counties  as  are 
now  unorganized,  and  from  which  no  returns  of  polls  have  been  made, 
and  that  said  committee  also  have  reference  to  the  probable  increase 
of  population  in  all  of  said  counties; 
Which  said  resolution. 

On  motion  of  Mr.  Vandeveer, 
Was  amended  by  adding  thereto  "and  all  other  counties." 
And  the  said  resolution  as  amended,  was  adopted. 

On  motion  of  Mr.  Macey, 
Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  repealing  so  much  of  the  20th  section  of  the 
act,  entitled  an  act  regulating  the  duties  of  justices  of  the  peace,  as  re- 
quires the  justice  to  administer  an  oath  or  affirmation  to  any  person 
or  persons  appearing  before  such  justice,  to  confess  judgment  on 
promissory  notes  and  writings  obligatory,  that  the  judgment  was  not  so 
confessed  to  defraud  any  of  his  creditors,  and  report  by  bill  or  other- 
wise. 

On  motion  of  Mr.  Whitman, 
Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  present  system  of  repairing  com- 
mon roads  as  to  make  it  the  duty  of  the  supervisors  to  let  out  to  any 
person  or  persons,  the  repairing  of  any  particular  part  of  the  road 
which  may  require  repairing  or  opening  to  the  lowest  bidder;  and  that 
said  supervisors  shall  not  have  the  right  of  hiring  men  to  do  any  work 
which  shall  be  under  their  superintendence,  excepting  such  work  as 
shall  be  done  by  those  who  have  to  work  out  their  road  tax,  and  that 
all  moneys  collected  by  said  supervisors  to  be  applied  to  the  construc- 
tion or  repairing  of  roads  or  bridges,  shall  be  expended  by  way  of  con- 
tract as  before  stated,  and  a  supervisor  shall  in  no  case  have  any  per- 
Bonal  interest  in  such  contract. 

Mr.  Posey  moved  the  adoption  of  the  following  resolution: 
Resolved,  That  the  committee  on  canals  and  internal  improvements, 
to  which  the  memorial  of  the  Lawrenceburgh  and  Indianapolis  Rail 
Road  company  was  referred,  be  instructed  to  inquire  into  the  expedien- 
cy of  requiring  said  company  to  construct  a  branch  of  said  road  to 
Greenfield  in  Hancock  county,  by  way  of  Rushville  in  Rush  county,  as 
a  condition  on  which  the  prayer  of  the  company  shall  be  granted,  to 
report  by  bill  or  otherwise. 

Mr.  Macey  moved  to  amend  said  resolution  by  inserting  after  the 
word  "Rushville"  "Knightstown;" 
Which  motion  did  not  prevail. 

And  the  question  recurring  on  the  adoption  of  said  resolution,  wai 
decided  in  the  affirmative. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  report  that 
they  compared  the  eDroUed  with  the  engrogsed  joint  resolution  (No. 
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11)  on  the  iubiect  of  maps,  which  orignated  in  the  House  Of  Repro- 
eenlatives,  and  find  (he  same  truly  enrolled, 

Mr.  Thompson  ofL.  presented 

A  bill  (No.  46)  to  legnlize  the  proceedings  of  the  board  of  commis- 
eioners  of  (lie  county  of  Luwrence; 

Wliich  was  read  (he  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Wr.  Graham,  from,  the  select  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  47)  to  locale  a  state  road  from  Boonsvilic  to  Jasper; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to* 
morrow. 

Mr.  Cnrnan  introduced 

A  bill  (No.  4  8)  to  make  the  Knox  county  Agricultural  Society  a 
branch  of  the  luniana  State  Board  of  Agriculture; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Leave  c.f  absence  from  this  House,  was  granted  to  Mr.  Thompson  of 
J.  until  Monday  next. 

A  message  from  the  Senate  by  Mr.  Morrison  their  Secretary; 

Mr.  Speaker — 

The  Senate  has  passed  an  engrossed  joint  resolution  from  the  House 
of  Representatives,  (No.  11)  relative  to  pre-emptions  to  settlers  on  the 
public  lands  of  the  United  Stales  within  the  State  of  Indiarja;  and  an 
engrossed  bill  (No.  4)  entitled  an  act  to  re-locate  n  state  road  in  the 
county  of  Orange,  from  Orleans  to  George  French's. 

The  latter  with  an  amendment. 

Also,  bills  of  the  Senate  entitled  as  follows: 

(No.  8) — An  act  to  repeal  the  act,  entitled  an  act  to  amend  the  sev- 
eral acts  regulating  the  jurisdiction  and  duties  of  justices  of  the  peace 
in  tho  several  counties  therein  named,  approved  February  7ib,  1835, 
80  far  a5  the  proviiions  thereof  extend  to  the  counties  of  Washington 
and  Orans:e. 

(No.  12) — An  act  to  continue  in  force  an  act  for  the  benefit  of  per- 
sons who  are  likely  to  suffer  by  llie  destruction  of  the  records  of  Farke 
county,  approved  Dec.  28,  1832;  and  also  an  act  amendatory  tliereto, 
app'd'.  Jan.  5,  1834. 

The  Senate  has  also  adopted  the  following  resolution: 

Resolved,  That  a  con-.mittee  of  five  meir.bers  be  appointed  on  the 
part  of  Ihe  Senate,  to  act  with  a  sin^'lar  committee  on  the  part  of  the 
House  of  Representative?,  for  the  purpose  of  examining  and  receiving 
the  State  House;  and  that  the  House  of  of  Representatives  be  inform- 
ed thereof,  and  their  concurrence  therein  requested. 

And  Messrs.  Collett,  Hiilis,  Payne,  Brady,  and  Stewart  have  been 
appointed  a  committee  on  the  3:iid  resolution  ou  the  part  of  the  Senate. 

la  vhlch  axaeiidment  of  the  Senate  to  the  engrossed  bill  of  the 
15 
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House  (No.4);  bills  of  the  Senate  (Nos.  8  and  12),  and  resolution  ^ 
the  Senate,  the  concurrence  of  the  House  of  Representatives  is  re- 
quested. 

The  amendment  of  the  Senate  to  the  bill  of  the  House  (No.  4)  to  re- 
locate a  slate  road  in  the  county  of  Orange,  from  Orleans  to  George 
French'?,  was  read  and  concurred  in  by  the  House. 

The  bill  of  the  Senate,  named  in  said  message,  (No.  8)  to  repeal  the 
act  entitled  an  act  to  amend  the  several  acts  regulating  the  jurisdic- 
tion aud  duties  of  justices  of  f  the  peace  in  the  several  counties  hereia 
named,  approved  Feb.  7,  1835,  so  far  as  the  provisions  thereof  extend 
to  the  counties  of  Washington  and  Orange, 

Was  read  the  first  time,  and  passed  to  a  second  reading  on  to-mor- 
row. 

Bill  of  the  Senate  (No.  12)  to  continue  in  force  an  act  for  the  benefit 
of  persons  who  are  likely  to  suffer  by  the  destruction  of  the  records  of 
Parke  county,  approved  Dec.  28,  1832;  and  also  an  act  amendatory 
thereto,  app'd.  Jan.  8,1834, 

Was  read  the  first  lime,  and  passed  to  a  second  r3ading  on  to- 
morrow. 

The  engrossed  bill  [No.  9]  to  incorporate  the  Madison  Savings'  In- 
«titution. 

Was  read  the  third  time,  and, 
On  motion  of  Mr.  Eggleston, 

Amended  by  the  unanimous  consent  of  the  House,  by  adding  to  the 
!3lh  section  the  following  proviso,  viz: 

"Provided  that  said  corporation  shall  not  hold  real  estate,  an  unrea* 
sonablc  time,  but  shall  sell  all  that  may  be  taken  as  above,  so  soon  as 
they  can  conveniently  turn  the  same  into  money  to  Ihc  amount  of  the 
original  debt  and  interest. 

And  said  bill  as  amended,  was  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it 
to  the  Senate  and  ask  their  concurrence* 

And  the  House  adjourned. 


WEDNESDAV,  Dec.  23,  1835. 

The  House  met. 

Mr.  Collins,  presented  the  petition  of  N.  Albertson  and  others  of 
Harrison  county,  praying  that  a  portion  of  said  county  may  be  strickea 
off  and  attached  to  the  county  of  Floyd; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Col- 
lins, Wilson,  and  Dunning. 

On  motion  of  Mr.  Kilgore, 

The  rules  of  the  House  having  been  dispensed  with,  the  resolution 
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feid  on  the  table  on  yesterday,  proposing  to  give  notice  to  the  Hon, 
Gustavus  A.  Everts,  of  the  charges  preferred  against  him  to  this 
House,  was  talcen  up  and  adopted. 

Mr.  Howard  presented  the  petition  of  P.  James  and  others,  of 
Dearborn  county,  praying  the  incorporation  of  a  company  to  con- 
itruct  a  certain  road  therein  named; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  How- 
ard, Walker  of  D.,  and  Smith. 

On  motion  of  Mr,.  Mason, 
The  petition  of  Amelia  Willey,  heretofore  laid  en  the  table,  pray- 
ing a  divorce  from  her  husband,  x\lfred  AVilley,  was  taken  up  and, 
On  motion  of  Mr.  Mason, 
Referred  to  the  standing  committee  on  the  judiciary. 

On  motion  of  Mr.  Chamberlain, 
The  petition  of  John  Longacre  of  Elkhart  county,  heretofore  laid  on 
the  table,  praying  to  be  divorced  from  his  wife  Louisa  Longacre,  was 
taken  up,  and, 

On  motion  of  Mr.  Chamberlain, 
Referred  to  the  standing  committee  on  the  judiciary. 

On  motion  of  Mr.  Chamberlain, 
The  remonstrance  presented  by  him  on  yesterday,  of  sundry  persons, 
against  the  location  of  a  cerain  state  road  therein  named,  and  laid  on 
the  table,  was  taken  up,  and, 

On  motion  of  Mr.  Chamberlain, 
Referred  to  the  same  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject. 

Mr.  Wilson,  from  the  standing  committee  of  ways  and  means,  made 
the  following  report: 

Mr.  Speaker — 

The  committee  of  ways  and  means  to  which  was  referred  a  resold 
tion  directing  them  to  inquire  into  the  expediency  of  authorizing  the 
boards  doing  county  business  in  this  state  to  appoint  one  or  more  col* 
lectors  in  each  county,  have  had  the  same  under  consideration,  and 
have  directed  me  to  report  that  legislation,  on  that  subject  is  inexpe- 
dient. 

Alsoy  that  paragraph  in  said  resolution,  instructing  them  to  inquire 
into  the  expediency  of  increasing  the  amount  of  bonds  to  be  given  by 
collectors  of  county  and  state  revenue,  have  had  the  same  under  con- 
sideration, and  have  directed  me  to  report  a  bilL 

The  bill  (No.  49)  named  in  said  report  to  amend  an  act  entitled  an 
act  for  assessing  and  collecting  the  revenue,  approved  Feb.  10,  1831;- 

W^as  read  the  first  time,  and  passed  to  a  second  reading  on  to-mor- 
row. 

So  much  of  said  report  as  relates  to  the  inexpediency  of  the  boari 
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of  ccmmissionora  of  each  county  appointing  one  ©r  mora  fissessorSf 
was, 

On  motion  of  Mr.  Hubbard, 
Laid  on  the  table. 

Mr.  Stapp,  from  the  committee  on  the  judiciary,  made  the  following 
report : 

Tlie  judiciary  committee,  to  whom  was  referred  a  resolution,  direct* 
ing  them  to  inquire  what  arnendment,  if  any,  is  necessary  to  the  48th 
section  of  the  act  regulating  the  jurisdiction  and  duties  of  justices  of 
the  peace,  approved  February  10,  1831  ^  have  had  thr^t  subject  under 
consideration,  and  have  directed  me  to  report  that  it  is  inexpedient  to 
legislate  further  on  that  subject. 

Mr.  Bennett  made  the  following  report: 

Tlie  committee  on  claims,  to  whom  was  referred  a  resolution  of  this 
House,  directing  them  to  inquire  into  the  expediency  of  mriking  an 
allowance  to  W.  S.  Unthank  for  services  in  preparing  the  Hall  and 
the  Senate  Chamber  for  the  reception  of  members,  have  had  that 
subject  under  their  consideration,and  have  recommended  the  adoption 
of  the  following  resolution: 

JlesGlved,  That  the  committee  of  ways  and  means  be  directed  to- 
allow  W.  S.  Unthank  in  the  specific  appropriation  bill  the  sum  of 
eight  dollars  for  said  services. 

Which  was  concurred  in  by  the  House. 

Mr.  Bennett  also  made  the  following  report: 

The  committee  on  claims  to  whom  was  referred  the  petition  of  Rich* 
ard  Mattingiy,  praying  for  an  allowance  for  keeping  certain  prisoneri 
in  the  jail  of  Marion  county,  have  according  to  order,  had  that  subject 
under  their  consideration,  and  notwithstanding  the  justice  of  the  claim 
of  Mr.  Mattingiy,  the  committee  are  clearly  of  opinion  iljat  as  a  mat- 
ter of  law  the  county  of  Wabash  is  bound  to  pay  said  prison  fees;  bat 
inasmuch  as  that  county  is  represented  to  be  illy  able  to  pay  such  de- 
mand, being  yet  in  its  infancy,  and  inasmuch  as  it  would  be  an  act  of 
monstrous  injustice  to  let  the  jailor  go  unremuneraled  for  b.is  services, 
the  committee  are  of  opinion  that  this  House  ought  in  justice  to  provide 
gome  means  to  compensate  said  jailor,  and  therefore  recommend  the 
adoption  of  the  following  resolution. 

Resolvedj  That  the  committee  of  ways  and   means  be  directed  to 
to  allow  Richard  Mattingiy  in  the  specific  appropriation  bill  the  sum 
of  sixiy-seven  dollars,  to  be  paid  out  of  the  canal  iund. 
Oii  iVioiion, 

Said  report,  resolution,  and  claim,  was  referred  to  the  standing  ctm- 
mittec  of  ways  and  means. 

Mr.  Johnston,  from  the  committee  en  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  hia  excellency,  the  Governor  for  hia  ap- 
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proval  and  signature,  a  joint  resolution  which  originated  In  thtf  Houiff 
of  Representatives  of  the  following  title,  to  wit: 

(No.  II)  a  joint  resoululion  on  the  subject  of  maps. 

The  petition  of  Wm.  Johnson  of  Wabash  county,  praying  certain 
allowances  therein  named,  heretofore  referred  to  the  committee  on 
claims, 

On  motion  of  Mr.  Thompson  of  L., 

Was  referred  to  the  committee  of  ways  and  means. 

Mr.  Vawter,  from  the  stanidng  committee  on  roads,  to  which  was 
referred  a  petition  on  that  subject,  made  the  iollowing  report: 

Mr.  Speaker — 

The  committee  on  roads,  to  which  was  referred  the  petition  of 
Thomas  Montgomery  and  others,  praying  that  the  road  from  Owens* 
vllleto  the  mouth  of  Patoka  creek  in  Gibson  county,  be  declared  a 
state  road,  and  asking  an  appropriation  of  money  to  be  made  for  the 
improvement  of  said  road,  have  had  the  same  under  consideration,  and 
are  of  opinion  that  so  much  of  said  petition,  as  asks  for  an  appropria- 
tion ought  not,  at  this  time,  to  be  granted.  Thai  the  remainder  of  said 
petitio!^  is  reasonable,  and  therefore  report  a  bill. 

The  bill  (No.  50)  named  in  said  report,  declaring  the  county  road 
from  Owensville,  to  the  moulh  of  Patoka  in  Gibson  county,  a  state 

,u:l  • 

Was  read  the  first  time,  and  passed  to  a  second   reading  on  to-mor- 

w, 

Mr,  Vawter,  from  the  standing  committee  on  roads,  to  which  was  rC' 
ferred  a  resolution  on  that  subject,  reported 

A  bill  (No,  51)  amendatory  of  an  act  for  opening  and  repairing  pub- 
lic rcp.ds  and  highways,  approved  Feb.  10, 1831 ; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Vawter,  from  the  committee  on  roads,  made  the  following  report: 

Which  was  read  and  concurred  in,  to  wit: 

Mr.  Speaker — 

The  cemmiltee  on  roads,  to  whom  was  referred  a  resolution  of  (his 
House  instructing  the  same'to  enquirejnlo  the  expediency  of  punishing 
Eupervisors  by  indictment  for  any  neglect  of  duty,  have  had  that  sub- 
ject under  consideration  and  have  directed  me  to  report,  that  legisla- 
tion on  that  subject  is  inexpedient. 

Mr.  Jackson,  from  the  select  committee  to  which  was  referred  the 
petition  of  John  Sheets  on  that  subject,  reported 

A  bill  (No.  52)  to  incorporate  the  Madison  Water  and  Manufactur. 
•ing  Company; 

Which  was  read  the  first  time  and  fassed  to  a  second  reading  on  to- 
Biorrow* 
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Mr.  Chamberlain,  from  the  select  eommittec  to  which  was  referred^ 
ft  petition  on  that  subject,  reported 

A  bill  (No.  53)  to  establish  a  cerlatn  state  road  therein  named; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Zenor,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  54)  to  locate  a  state  road  from  New  Albany,  in  Floyd 
county,  to  Mauksport  in  Harrison  county; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to* 
morrow. 

Mr.  Chamberlain,  from  the  select  committee  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  55)  to  establish  a  certain  state  road  therein  named; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow, 

Mr.  Collins,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  56)  to  locate  a  state  road  from  New  Albany  to  Charles- 
town; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr,  Speaker — 

The  Senate  has  concurred  in  the  amendments  proposed  by  the 
House  of  Representatives  to  the  1st  amendment  of  the  Senate  to  the 
engrossed  joint  resolution  from  the  House  of  Representatives,  (No.  5} 
relative  to  the  payment  of  postage. 

On  motion  of  Mr.  Walker  of  S., 

Resolved^  That  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency  of  a  loan  being  made  of 
one  million  dollars,  to  be  vested  in  lands  within  this  slate,  along 
or  against,  to  or  as  near  as  good  selections  can  be  made  to  the  sev- 
eral lines  of  internal  improvements  now  proposed,  and  that  said  lands 
be  rated  at  such  rates  as  may  be  thought  advisable,  and  sold  on  such 
credits  as.the  interest  of  a  system  ofinternal  improvements  may  require, 
the  interest  paid  annually  in  advance. 
On  motion  on  Mr.  Bryan, 

Resolvedf  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  requiring  parties  in  all  suits  at  law  on 
contracts  and  tort,  when  required  by  the  adverse  party,  to  be  sworn 
as  a  witness. 

Mr.Kilgore  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  this  House  will,  when  it  adjourns,  adjoura  until 
Monday  next,  the  Senate  concurring, 

Mr.  Bryan  mored  to  lay  said  resolution  on  the  table ; 

Which  motioo  was  lost. 
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Mr.  Miller  moved  to  indefinilelj  postpone  the  further  consideration 
Hofsaid  resolution, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwcll,  Bennett,  Boone,  Bryan,  Carr,  Cham 
berlain,  Chambers,  Clark  of  Wayne,  Clark  of  Washington,  Cole,  Col 
lins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis,  Edmonston,  Edwards. 
Eggleston,  Grahanr>,  Gregg,  Howard,  Howell,  Hubbard,  Hiickleber 
ry,  Jackson,  Johnston,  Jones,  Lislon,  Mason,  McCarty,  Miller,  Moore 
Morris,  Murray,  Phelps,  Ray,  Ristine,  Smith,  Slapp,  Steele,  Strain 
Templeton,  Thompson  of  A.,  Vandeveer,  and  Watt, — 46, 

And  those  who  voted  in  the  negative  are, 

Messrs.  Brown,  Buell,  Carnan,  Cushman,  Dunning,  Evans,  Card' 
ner,  Hannaman,  Harrow,  Kilgore,  Lee  of  M.  and  C.,  Macey,  Mc" 
Bean,  Posey,  Storm,  Thompson  of  L.,  Vawter,  Walker  of  D.,  Walk* 
er  of  S.,  Whitman,  Willett,  Wilson,  and  Zenor, — 23. 

And  so  said  rosolution  was  indefinitely  postponed. 

Mr.Davis  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  the  expediency  of  so  changing  the  ad  valorem  system  of 
taxation,  passed  the  last  lession  of  the  legislature  of  this  state,  as  to  ex- 
empt persons  in  this  state  from  paying  tax  on  fifteen  head  of  hogs  and 
"two  hundred"  dollars  worth  of  household  furniture. 

Mr.  Vandeveer  moved  to  amend  said  resolution  by  striking  out  the 
words  "two  hundred,"  and  insert  in  lieu  thereof  "fifty;" 

Which  carried  in  the  affirmative;  when, 
On  motion  of  Mr.  Vawter, 

Said  resolution  was  laid  on  the  table. 

Mr.  Vawter  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  of  ways  and  means  be  directed  to 
allow  in  the  bill  making  specific  appropriations  to  Benjamin  Crewa, 
William  Miller,  and  John  G.  McClelland,  three  dollars  and  Iwenty-fivc 
cents  each,  to  William  Doble  two  dollars  and  twenty-five  cents,  to 
John  Walker  three  dollars  and  seventy-five  cents,  to  William  Sheets, 
Austin  W.  Morris,  John  Sering,  and  David  Burr  one  dollar  and  twen- 
ty-five cents  each. 

Mr.  Morris  moved  to  amend  said  resolution  by  striking  out  the 
names  of  David  Burr,  Austin  W.  Morris,  William  Sheets  and  John 
Sering. 

Mr.  Kilgore  moved  to  amend  said  proposed  amendment  by  further 
striking  out  the  name  of  John  Walker; 

Which  motion  was  decided  in  the  negative, 

And  the  question  being  put  on  the  amendment  of  Mr.  Morrif,  wai 
also  negatived,  ,, 
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And  the  qaestloo  then  recurring  on  the  adoption  of  the  resoiutio% 
was  decided  in  the  affirmative. 

On  motion  of  Mr.  Edwards, 

Resolved,  That  the  comrr.iltee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  the  c':*nstiuction  and 
•urvey  of  a  rail  road  from  the  mouth  of  Nellie  creek  in  Wayne  county, 
to  Fort  Wayne  in  Allen  county,  by  the  way  of  Winchester  in  Randolph 
county,  with  leave  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Morris, 

Resolved,  That  the  committee  on  the  affairs  of  the  town  of  Indiana- 


ipolis  tsvo  par  cent  out  of  the  sale  of  lots  in  Indianapoli 
the  use  of  a  county  library. 

On  motion  of  Mr.  Clark  of  Washington, 

Resolved,  That  the  judiciary  commiitec  be  instructed  to  inquire  into 
the  constitutionality  of  any  amount  of  property  being  exempt  from  ex* 
ecution  by  law,  to  report  by  bill  or  otherwise. 
On  motion  of  xMr.  BupU, 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  providing  by  law  for  sur- 
veying and  estimating  the  expense  of  improving  the  navigaiion  of  the 
Wabash  river  at  the  Grand  rapids,  so  as  to  make  the  navigation  at 
that  point  for  the  passage  of  steam  boats  and  other  water  cralfs  equal 
to  the  river  above;  also  the  probable  expense  of  removing  the  logs, 
snags,  and  other  obstructions  of  the  same  kind,  and  to  include  said 
work  in  the  bill  to  be  reported,  providing  a  general  system  of  internal 
improvements. 

On  motion  of  Mr.  Steele, 

Resolved,  That  the  committee  on  education  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  school  law,  as  to  make  it  the 
duty  of  the  voters  of  each  congressional  township  to  elect  one  school 
commissioner  for  their  respective  townships  in  the  several  counties  in 
this  state,  whose  duty  it  shall  be  to  receive  and  disburse  all  monies 
arising  from  their  respective  school  sections  in  like  manner  as  the  coun- 
ty school  commissioner  is  required  to  do,  and  to  do  all  the  duties  that 
are  required  of  the  three  trustees  of  each  township  by  the  act  of  1833; 
and  thalthe  money  arising  from  each  township,  shall  be  appropriated  (o 
the  use  of  the  respective  townships  from  which  it  was  raised,  with  leave 
to  report  by  bill  or  otherwise. 

On  motion  of  Mr.  Hubbard, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire 
whether  wheat,  corn,  and  other  grain,  fruit,  vegetables,  and  grass,  are 
such  articles  of  property  as  is  now  or  ought  to  be  made  oljecls  in  the 
hands  of  executors  and  administrators,  without  an  order  of  the  probate 
court, and  whether  the  same  ought  to  be  made  subject  to  execution  as 
aforesaid,  or  to  administration,  before  the  same  are  ripe  or  fit  for  hai^ 
ftsL 
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On  motion  of  Mr.  Jones, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  changing  ihe  law  allowing  prosecuting 
attorneys  certain  fees,  as  to  cause  said  fees  to  be  paid  into  the  State 
Treasury,  and  of  increasing  the  salaries  of  said  attorneys,  with  leave 
to  report  by  bill  or  otherwise. 

On  motion  of  Mr.  Eardwell, 

Resolved,  That  the  committee  on  canals  and  internal  improvements, 
be  directed  to  inquire  into  the  expediency  (in  the  event  of  the  State 
entering  into  a  general  system  of  infernal  improvements),  of  incorpo- 
rating in  the  bill  to  be  reported  for  thnt  purpose,  as  a  portion  of  that 
system,  the  construction  by  the  state  of  a  rail  road  from  Shelbyville,  a 
point  on  the  Lawrenceburgh  and  Indianapolis  Rail  Road,  rw  Green- 
field in  Hancock  county,  to  some  convenient  point  on  the  contemplated 
White  river  canal  in  a  northern  direction. 

And  the  House  adjourned. 


2  o'clock  P.  M. 

The  House  met. 

Mr.  Evans  moved  to  re-consider  the  vote  taken  this  morning  on  re- 
ferring the  report  and  resolution  of  the  committee  on  claims,  relative 
to  the  claim  of  Mr,  Matiinj;ly  to  the  standing  committee  of  ways  aod 
means; 

Which  w^as  decided  in  the  affirmative;  when, 

On  motion  of  Mr.  Thompson  of  A., 
Said  report  and  resolution  were  laid  on  the  table. 
The  Speaker  laid  before  the  House  a  communication  from  the  Trea- 
surer of  Slate  on   the  subject  of  a  fire  engine  for  the  use  and  preset 
vation  of  the  State  House; 
Which  was  read,  and. 

On  motion, 
Referred  to  the  standing  committee  of  ways  and  means, 
The  Speaker  laid   before   the  House  a  communication  from    Wm. 
Sheets,  Secretary  of  Stale  on  the  subject  of  the  returns  of  the  late 
census; 

Which, 

On  motion  of  Mr.  Evan?, 
Together  wiih  a   tbrjucr  communication  on  the  same  subject,  laid 
on  the  table,  was  referred  to  the  committee  of  ways  and  means  and 
500  copies  thereof  ordered  to  be  printed. 

The  Speaker  laid  before  the  House  a  communication  from  the  Sec- 
retary of  State,  on  the  subject  of  the  stale  prison,  accompanied  by  a 
communication  from  the  superintendent  thereof; 

Which  were  read  and  referred  to  the  stauding  cooamiUee  on  the  gtate 
prison, 
Mr.  McCarty  introduced 

16  : 
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A  joint  resolution  (No.  67)  of  the  General  Asiembly  of  the  State  of 
Indiana; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to-nr»orrow. 

Mr.  Morris  gave  notice  that  he  would  on  to-morrow,  move  to  amend 
the  standing  rules  of  the  House,  so  as  to  appoint  an  additional  standing 
committee, to  be  denominated  the  committee  on  agriculture. 

JVlr.  Carnan  presented 

A  bill  (No.  58)  respecting  the  borough  of  Vincennes; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  hills,  reported  that 
they  compared  the  enrolled  with  the  engrossed  bill  (No.  13)  which 
originated  in  fiie  House  of  Representatives,  entitled  an  act  to  extend 
the  time  of  returning  to  the  clerks  of  the  several  counties  and  the  Au- 
ditor of  State,  assessments  of  properly  under  the  revenue  law  of  1833, 
and  find  the  same  truly  enrolled. 
On  molionof  Mr.  Morris, 

The  House  resolved  itself  into  a  committee  of  the  whole  on  the 
joint  resolution  of  the  Senate, 

(No.  4)  on  the  subject  of  the  admission  of  Michigan  Territory  into 
the  Union;  and  the  joint  resolution  of  the  House  on  the  same  subject; 

And  after  some  time  pent  therein, 

The  Speaker  resumed  the  Chair,  and, 

Mr.  Ray  reported  progress  and  asked  leave  to  sit  again. 

And  the  question  being  put  thereon,  was  decided  in  the  negative. 
On  motion  of  Mr.  Listen, 

Said  joint  resolutions  were  referred  to  a  select  committee  of  Messrs. 
Listen,  Chamberlain,  and  Mason. 

Mr.  Murray  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  this  House,  when  it  adjourns  to-morrow,  (the  Senate 
concurring  therein)  adjourn  until  Monday  next; 
Which, 
On  motion  of  Mr.  Davis, 

Was  indefinitely  postponed. 

And  the  House  adjourned. 


THURSDAY,  DECEMBER  24,  1835. 

The  House  met. 

The  Speaker  laid  before  the  House  a  communication  from  M.  M. 
Henkle, Secretary  of  the  lodiana  State  Board  of  Agriculture; 
Which  was  read,  and; 
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On  motion  of  Mr.  Morris, 

Laid  on  the  table. 

Mr.  31orris  presented  a  communication  from  the  committee  appoint- 
ed by  the  Indiana  Baptist  Education  Society,  praying  an  act  of  incor- 
poration incnrporating  said  society; 

Which  was  read,  and, 

On  motion  of  Mr.  Morris, 

Referred  to  a  select  committee  of  Messrs.  Thompson  of  J.,  Morris, 
and  Vawter. 

Mr.  Vandeveer  presented  the  petition  of  W.  Smith  and  others, 
citizens  of  Orange  county,  praying  an  act  prohibiting  deputy  clerks 
from  practicing  law  in  the  Circuit  and  Probate  Courts; 

Which  was  read,  and, 

On  motion  of  Mr.  Vandeveer, 

Referred  to  the  standing  committee  on  the  Judiciary. 

Mr.  Morris  presented  the  petition  of  the  Board  of  Trustees  of  the 
town  of  Indianapolis,  praying  a  special  act  of  incorporation; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Mor- 
ris, Brown,  and  Whitman. 

Blr.  Morris  presented  the  petition  of  Lyle  McClung  and  others,  im- 
provers of  the  donation  lands  of  the  state,  praying  certain  relief  there- 
in named; 

Which  was  read,  and. 

On  motion  of  Mr.  Morris, 

Referred  to  the  standing  committee  on  the  affairs  of  the  Town  of 
Indianapolis. 

Leave  of  absence  from  this  House  was  granted  to  Mr.  Walker  of  S. 
until  Monday  next, 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  report: 

The  committee  on  roads  to  which  was  referred  the  petition  of  Israel 
Hamilton  and  others,  praying  the  location  of  a  state  road  from  the  town 
of  Jefferson  in  Clinton  county  via  Winship  &  Go's  mill,  lo  Dayton  in 
Tippecanoe  county,  have  had  the  same  under  consideration,  and  have 
directed  mo  to  report  that  legislation  on  the  subject  of  said  petition  is 
inexpedient; 

Which  was  read  and  concurred  in  by  the  House. 
On  motion  of  I\lr.  V'andevcBr, 

Resolved,  That  the  judiciary  committee  be   instructed   to   inqueire 
into  the  expediency  of  so  amending  the  attachment  law,  as  to  provide 
for  issuing  attachments  against   absconding  debtors  on  demands  not 
due,  with  leave  to  report  by  bill  or  othervtrise. 
On  motion  of  Mr.  Graham, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  repealing  the  7ih  section  of  an  act  entitled  an  act  to 
license  and  regulate  taverns  and  groceries,  with  leave  to  report  by 
bill  or  otherwise. 

On  motion  of  Mr.  Brown^ 
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Resolved,  That  the  committee  on  the  judiciary  be  instracted  to  inquire 
into  the  expediency  of  so  ameding  the  several  acts  regulating  the 
practiice  at  law  and  duties  of  justices  of  the  peace,  as  that  it  shall  not 
be  necessary  for  a  party  in  civil  actions  to  tender  to  a  v\itness  his  fees 
before  he  shall  be  allowed  to  issue  an  attachment  against  such  witness 
unless  the  fee  be  demanded  at  the  time  of  serving  the  summons,  and  to 
render  the  practice  in  such  cases  uniform  throughout  the  several  cir- 
cuits and  counties  in  tlie  state. 

On  motion  of  Mr.  Whitman, 
Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  respecting  bail,  as  to 
require  the  judges  of  the  circuit  courts,  in  all  cases,  where  the  party  is 
indicted  for  larceny  to  fix  the  amount  of  bail  at  not  less  than  fifty  per 
cent  more  than  the  amount  set  forth  in  such  indictment,  and  that  the 
justices  {  f  the  peace  be  governed  by  the  same  law  in  all  cases  of  com* 
mitment. 

On  motion  of  Mr.  Moore, 
Resolved,  That  the  committee  on  canals  be  instructed  to  inquire  into 
the  expediency    of  memorializing  Congress  to  donate  to  the  state  one 
half  of  all  the  vacant  lands  on  the  route  of  the  White  river  survey  for 
a  canal,  for  the  distance  of  five  miles  on  each  side  of  said  route,  with 
leave  to  report  by  memorial  or  otherwise. 
On  motion  of  Mr.  Cushman, 
Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  requested  to  inquire  into  the  expediency  of  continuing  the  survey 
and  estimate  of  the   Wabash  and  Erie  canal  fromTerrc  Haute  down 
the  valley  of  the  Wabash  river  to  Merom,  thence  to  Vincennes,  from 
Vincennes  to  some  suitable  point  on  White  river  South  or  South-east 
of  Vincennes,  to  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Davis, 
The  resolution,  laid  on  the  table  on  yesterday,  proposing  to  exempt 
certain  property  therein  named  from  taxation,  was  taken  up. 
^  Mr.  Kilgore  moved  to  strke  out  so  much   thereof  as  related  to  hogs, 
and  insert  "hogs   over  one   year  old  to  the  amount  of  filty  dollars  in 
value,"  when, 

On  motion  of  Mr.  Thompson  of  L., 
Said  resolution  and  appending  amendment  were  indefinitely  post- 
poned. 

On  motion  of  Mr.  Boone, 
Resi/ked,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  law  regulating  the  fees  of  witnesses 
attending  before  justices  of  the  peace,  as  to  allow  them  fifty  cents 
per  day. 

On  motion  of  Mr.  Seele, 
Resolved,  That  the  committee  of  ways  and  meansinquire  into  the  expe- 
diency of  perfecting  the  ad  valorem  system  of  taxation,  so  as  to  make 
it  bear  on  all  portions  of  community  in  this  state. 
On  motion  of  Mr.  Craig  of  P., 
Resolved^   That  the  judiciary   committee  be  instructed  to  inquiri* 
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what  amendment,  if  any,  is  necessary  to  the  49tli  section  of  the  act  re- 
gulating the  jurisdiction  and  duties  of  justices  of  the  peace,  approved 
Feb.  10,  1831,  so  as  to  place  that  section  beyond  a  doubt  as  to  the 
power  of  justices  to  commence  suit  without  compelling  nonresident 
plaintiffs  to  give  security  for  costs,  with  leave  to  report  by  bill  or  other- 
wise. 

On  motion  of  Mr.  Edwards, 
Resolved,  That  a  select  committee  be  appointed  to  inquire  into  the 
expediency  of  reporting  a  bill  to  this  House,  amendatory  of  the  act  in- 
corporating the  Wayne  and  Union  turnpike  company,  approved  Feb. 
7,  1835,  so  as  to  increase  the  capital  stock  of  said  company  to  one 
hundred  thousand  dollars,  with  powers  to  construct  a  turnpike  road 
from  Winchester  in  Randolph  county  through  Wayne  county  to  Liberty 
in  Union  county,  and  from  thence  upon  the  most  practicable  route,  in  the 
direction  of  Hamilton  and  Cincinnati,  in  the  state  of  Ohio,  to  the  Ohio 
state  line,  and  if  found  expedient,  that  said  committee  inquire  into  the 
propriety  of  this  state  giving  her  credit  to  said  company,  on  being  se- 
cured by  mortgage  on  real  estate  of  the  stockholders,  to  one  half  of 
the  capital  stock  of  said  company. 
On  motion  of  Mr.  Wilson, 
Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  requiring  supervisors  to  make  their  returns  to  the 
boards  doing  county  busines?,  under  oath  setting  forth  the  number  of 
days  or  parts  of  days  each  hand  in  his  district  shall  have  faithfully  work- 
ed, the  number  of  days  required  by  law  of  them  to  work,  exhibiting  the 
time  for  which  either  or  any  of  them  may  be  delinquent,  and  providing 
thutsuch  return  when  made,  shall  be  placed  in  the  hands  of  the  collector 
of  the  county  and  state  revenue  by  the  clerk  of  the  respective  county, 
and  that  the  collector  be  authorized  and  required  to  collect  from  such 
delinquents  a  sum  equal  to  the  amount  provided  by  law  for  failure  to 
work,  together  with  ten  per  centum  for  his  services  in  making  such 
collection;  that  said  funds  when  so  collected,  be  deposited  with  the 
county  treasurer,  subject  to  the  order  of  the  supervisors  of  the  respec- 
tive district. 

On  motion  of  Mr.  Bennett, 
Resolved,  That  the  committee  of  ways  and  means,  be  instructed  to 
inquire  into  the  expediency  of  so  amending  the  revenue  law  of  last 
session,  as  to  clearly  define  whether  all  improvements  on  real  estate 
are  to  be  taken  into  consideration,  in  the  valuation  thereof  by  the 
listor. 

On  motion  of  Mr.  Chamberlain, 
Resolved,  That  the  committee  of  ways  and  means  inquire  into  the 
expediency  of  providing  by  law,  for  the  publication  and  distribution  to 
all  township  officers  of  their  respective  duties  in  pamphlet  form,  and  re- 
port by  bill  or  otherwise. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bill  and  joint  res- 
olution, which  originated  in  the  House  of  Representatives,  of  the  fol- 
lowing titiei,  to- wit: 


126 

(No.  4)— An  act  to  re-locate  a  state  road  in  the  county  of  Orange, 
from  Orleans  to  George  French's. 

(No.  IS) — A  joint  resolution  relative  to  pre-emptions  to  settlers  on 
the  public  lands  of  the  United  Slates,  within  the  state  of  Indiana,  and 
find  the  same  truly  enrolled. 

Mr.  Thompson  of  A.,  presented 

A  joint  resolution  (No.  59)on  the  subject  of  a  purchase  of  a  tract  of 
land  of  the  U.  States. 

Which  was  read  the  first  time  and  passed  to  a  second  reading; 
When, 

Mr.  Kilgore  moved  that  the  rules  of  the  House  be  dispensed  with, 
and  that  said  resolution  be  read  a  second  lime  now; 

Which  was  decided  in  the  affirmative, 

And  said  joint  resolution  was  read  a  second  time  and  ordered  to  be 
engrossed  for  a  third  reading;  when. 
On  motion  of  Mr.  Kilgore, 

The  rules  of  the  House  were  further  dispensed  with,  the  said  joint 
resolution  considered  as  engrossed,  and  read  a  third  time  and  passed. 

Ordered,  That  the  Clerk  carry  it  to  ihe  Senate  and  ask  their  con- 
currence. 

Mr.  Dunning  introduced 

A  bill  (No.  60)  to  divorce  John  Tiucher  and  his  wife  Polly  Tincher; 

Which  was  read  the  first  time. 

Mr.  Davis  moved  to  reject  said  bill. 

And  the  question  being  taken  thereon,  was  decided  in  the  affirm- 
ative. 

The  Speaker  laid  before  the  House  the  annual  report  of  William 
Polke,  Commissioner  of  the  Michigan  road; 

Which  was  read,  and, 

On  motion  of  Mr.  Bryan, 

Referred  to  the  committee  on  roads  and  ordered  to  be  printed. 

Mr.  Morris,  in  pursuance  of  a  notice  given  on  yesterday,  moved  to 
amend  the  standing  rules  of  business  of  this  House,  by  adding  thereto 
an  additional  standing  committee,  to  be  called  the  committee  on  agri- 
culture. 

And  the  question  being  put  on  said  motion,  was  decided  in  the  af- 
firmative; 

And  so  said  rules  were  so  amended. 

The  House  then  proceeded  to  consider  the  orders  of  the  day. 

The  bill  (No,  22)  for  the  electing  trustees  to  receive  deeds  for  lots 
or  land  given  or  purchased  for  the  use  of  schools  and  meeting  houses, 
was  read  the  second  time  and  ordered  to  be  engrorsed  and  read  a  third 
time  tomorrow, 

Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary: 
Mr.  Speaker—- 
The  Senate^hai  passed  a  joint  resolution  (No.  14)  authorizing  the  re- 
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ceptlon  of  the  State  House  from  the  contractor;  in  which  the  concur- 
rence of  the  House  of  Reprsesentatives  is  requested. 

The  engrossed  joint  resolution  of  the  Senate,  named  in  said  mes- 
sage, (No.  14)  authorizing  the  reception  of  the  State  House  from  the 
contractor,  was  three  times  read,  (the  rules  of  the  House  having  been 
dispensed  with,  and  passed. 

The  bill  (No.  23)  to  establish  a  state  road  from  Delphi  in  Carroll 
county,  to  Dayton  in  Tippecanoe  county. 

The  bill  (No.  24)  establishing  as  a  state  road  the  county  road  from 
Livonia  to  George  Becks. 

The  bill  (No.  25)  declaring  a  certain  county  road  therein  named  a 
state  road. 

The  bill  (No.  27)  to  repeal  an  act  entitled  an  act  to  incorporate  the 
Crawfordsville  Seminary.  And, 

The  bill  [No.  29]  to  organize  the  county  of  Adams; 

Were  severally  read  the  second  time  and  ordered|to  be  engrossed 
and  read  a  third  time  to-morrow. 

The  bill  [No.  26J  to  incorporate  the  Vincennes  Academy,  was  read 
a  second  time,  and. 

On  motion  af  Mr.  Bryan, 

Referred  to  the  judiciary  committee. 

The  bill  [No.  30]  to  organize  the  county  of  Fulton,  was  read  the  se- 
cond time;  when, 

Mr.  Vandeveer  moved  to  amend  said  bill  by  striking  out  of  the  8th 
section  the  words  "publication  inthe  Indiana  Jauroal"  and  insert  in  lieu 
thereof  the  word  "passage;" 

Which  was  decided  in  the  affirmative, 

And  the  said  bill  as  amended,  was  ordered  to  be  engrossed  and  read 
a  third  time  to-morrow. 

And  the  House  adjourned. 


•2  o'clock,  P.  M. 

The  House  met. 

Leave  of  absence  from  attendance  on  the  House,  was  granted  to 
Messrs.  Dunning  and  Vandeveer  until  Monday  next. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mrt  Speaker — 

The  Senate  has  passed  an  engrossed  bill  (No.  15)  for  the  apportion- 
ment of  Senators  and  Representatives  in  the  General  Assembly  of  this 
State;  in  which  the  concurrence  of  the  House  of  Representatives  is 
requested. 

The  engrossed  bill  (No.  15)  of  the  Senate,  named  in  said  message, 
for  the  apportionmeBt  of  Senators  and  Representatives  in  the  Gener- 
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al  Assembly  of  this  State,  was  twice  read,  (the  rules  of  the  Hoaae  ha- 
ving been  aispensed  with);  when, 

Mr.  Brown  moved  to  refer  said  bill  to  the  select  committee  on  that 
subject, 

Which  motion  was  decided  in  the  negative. 

Mr.  Murray  then  moved  that  said  bill  do  lie  on  the  table; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Brown,  Bryan,  Buell,  Carr,  Chamberlain,  Collins,  Edraon- 
aton,  Graham,  Howell,  Miller,  and  Murray — 11. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Carnan,  Chambers, 
Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Craig  of  P.,  Curtis, 
Cushman,  Davis,  Edwards,  Eggleston,  Evans,  Gardner,  Gregg.  Han- 
naman,  Harrow,  Howard,  Hubbard,  Hiickieberry,  Jackson,  John- 
ston, Jones,  Kilgore,  Lee  of  M.  and  C,  Lislon,  Mason,  McCarty, 
Moore,  Morris,  Phelps,  Posey,  Ray,  Ristine,  Smith,  Slapp,  Steele, 
Storm,  Strain,  Templeton,  Thompson  of  A.,  Thompson  of  L.,  Vaw- 
ter,  Walker  of  D.,  Watt,  Whitman,  Willett,  Wilson,  Zenor,  and 
Smith,  Speaker — 53. 

And  so  said  bill  was  not  laid  on  the  table. 
Mr.  Bryan  moved  to  amend  said  bill  as  follows,  viz: 
That  the  county  of  Rush  shall  be  entitled  to  two  Representatives; 
the  county  of  Decatur  to  one  Representative;  and  said  counties  shall 
be  entitled  to  one  additional  Representative,  to  be  elected  by  them  al- 
ternately, commencing  with  the  county  of  Rush; 
Which  motion  was  lost. 

On  motion  of  Mr.  Thompson  of  A., 
The  following  amendment  thereto  was  adopted: 
That  the  counties  of  Allen,  Wells,  and  Adams  shall  form  one  Sena- 
torial district  and  be  entitled  to  one  Senator;  and, 

The  counties  of  Wabash,  Jay,  Huntington,  and  Grant  shall  form  one 
Senatorial  district  and  be  entitled  to  one  Senator. 
On  motion  of  Mr.  Buell, 
Said  bill  was  further  amended  by  adding  to  the  Representative  dis- 
trict composed  of  Warren  county,  the  territory  attached  thereto;  and 
by  attaching  to  the  Senatorial  district  composed  of  Vermillion  and  War- 
ren counties,  the  territory  attached  to  Warren  county  for  judicial  pur- 
poses. 

Mr.  Davis  moved  the  following  amendment; 
Which  was  decided  in  the  negative: 

That  the  counties  of  Clinton,  White,  Carroll,  and  Jasper  shall  form 
one  Senatorial  district  and  be  entitled  to  one  Senator. 
Mr.  Chamberlain  proposed  to  amend  said  bill  as  follows: 
To  add  the  county  of  Kosciusko  to  the  Senatorial  district  composed 
of  the  couDties  of  Elkhart,  LagraDge,  &c  i  and  to  add  the  countj  of 
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DeKaib,  to  the  Senatorial  district,  composed  of  the  counties  of  Al- 
len, &;c. 

And  on  the  question  shall  said  amendment  be  adopted?  it  was  deci- 
ded in  the  negative. 

On  motion  of  Mr.  Kilgore, 

Said  bill  was  amended  by  adding  the  county  of  Jay  to  the  Repre- 
sentative district  composed  of  (he  counties  of  Huntington,  Wells,  and 
Adams,  in  the  7th  section  thereof. 

On  motion  of  Mr.  Thompson  ofL., 

Said  bill  as  amended,  was  considered  as  engrossed,  read  a  third  time 
and  passed. 

Ordered,  That  the  Clerk  inform  the  Senate  of  the  amendmenti  of 
the  House  to  said  bill  and  ask  their  concurrence   therein. 
On  motion, 

The  House  adjournded  until  Monday  morning  9  o'clock. 


MONDAY  Dec.  28,  1835. 


The  House  met. 

The  Speaker  announced  to  the  House  the  following  standing  com- 
mittee on  agriculture,  to  wit: 

Messrs.  Morris,  Posey,  Huckleberry,  Clark  of  Wayne,  Edwards, 
Buell,  and  Zenor. 

Mr.  Thompson  of  A.  presented  the  remonstrance  of  Peter  Welch 
and  others,  citizens  of  Carroll  county  against  crossing  the  canal  over 
the  Wabash  river  on  the  pool  of  a  dam  at  Ballard's  Bluff; 

Which  was  read,  and, 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  standing  committee  on  canals  and  internal  improve 
ments. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  concurred  in  the  amendment  proposed  by  the  House 
of  Representatives,  to  the  amendment  of  the  Senate  to  the  2d  amend- 
ment made  by  the  House,  to  the  joint  rules  for  the  transaction  of  bu- 
siness between  the  two  Houses. 

The  Senate  has  also  passed,  without  amendment,  engrossed  bills 
from  the  House  of  Representatives,  entitled  as  follows,  viz; 

17 
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(No.  16)  an  act  to  locate  a  state  road  in  Dearborn  county  from  the 
town  of  Dillsborough  to  Aurora. 

(No.  18)  An  act  to  establish  as  a  state  road,  the  county  road  from 
Jasper,  via  Portersville  and  Smith's  ferry  on  the  East  fork  of  White 
river  to  Washington  in  Daviess  county; 

(No.  19)  An  act  to  legalize  the  proceedings  of  the  commissioner  of 
estate  road  therein  named. 

Mr.  Johnston,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  joint  resola- 
tion  of  the  House  of  the  following  title,  to  wit: 

(No.  5)  a  joint  resolution  relative  to  the  payment  of  postage. 

And  find  the  same  truly  enrolled. 

Mr.  Dunning, presented  the  petition  of  james  H.  King,  recorder  of 
Monroe  count}',  prnying  certain  relief  therein  named; 

Which  was  read  aid  referred  to  a  select  committee  of  Messrs.  Dun- 
ning, Moore,  and  iNIuiiay, 

Mr.  Craig  of  M.  presented  the  petition  of  Gideon  Johnston  and 
others,  citizens  of  Morgan  county,  praying  a  change  in  a  state  road 
leading  from  Mnrtinsville  in  Morgan  county,  to  Danville  in  Hendricks 
county,  so  as  to  make  Monrovia  a  point;  also  a  state  road  fromMoores« 
ville  ill  Morgan  county,  by  way  of  Monrovia,  to  Prewit's  farm  in  Mor- 
gan county; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Craig 
of  M.,  Vandeveer,  and  Thompson  of  J. 

Mr.  Liston  presented  the  petitition  of  James  Inwood  and  others, 
praying  an  extension  of  the  county  of  Marshall; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Lis- 
ton, Thompson  of  A.,  and  Ciiamberlain. 

Mr.  Vandeveer,  presented  the  petition  of  W.  Smith  and  others,  citi- 
zens of  Orange  county,  praying  a  slate  road  from  the  town  of  Troy,  in 
Perry  county,  to  the  town  of  Paoli,  in  Orange  county; 

Whicli  wiis  read,  and, 

On  motion  of  Mr.  Vandeveer, 

Referred  to  the  standing  committee  on  roads, 

Mr.  Chiles  presented  the  petition  of  David  W^alkins  and  others,  on 
the  subject  of  the  Wabash  and  Erie  canal; 

Which  was  read,  and, 

On  motion  of  Mr.  Chiles, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
menls. 

Mr.  Collins  presented  the  petition  of  J.  C.  Steel  and  others,  citizens 
of  Floyd  county,  on  the  subject  of  a  turnpike  road  from  the  town  of 
New  Albany,  on  the  Ohio,  to  the  town  of  Vaicennes; 

Which  was  read,  and. 

On  motion  of  Mr.  Collins, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr»CarnaiD  presented  the  petitions  of  Joseph  Browo  and  others,  citi- 


131 

Fens  o(  Knox  county,  praying  a  McAdamized  turnpike  jroad  from  New 
Alboiny  to  Vincennes; 

Which  was  read,  and, 

On  motion  of  Mr.  Carnan, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr.  Egglcston  presented  the  petition  of  Francis  L.  Sheets  and  other?, 
citizens  of  the  counties  of  Switzerland  and  Ripley,  praying  the  con- 
struction of  a  turnpike  road  from  Vevay,  in  Switzerland  county,  to  in- 
tersect the  Michigan  road  at  or  near  Napoleon; 

Which  was  read,  and, 

On  motion  of  Mr.  Eggleston, 

Referred  to  the  standing  committee  on  canals  and  internal  improve- 
ments. 

Mr.  Hubbard   presented  the  petition   of  S.  H.  Becson  and  other?, , 
citizens  of  (he  counties  of  Wayne  and  Henry,  praying  for  a  slate  road 
from  Franklin,  in  Wayne  county,  to  Mary  Mendcnhali'^,  in  Henry  coun- 
ty, thence  to  the  state  road  leading  from  Economy  to  Muncietown; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Hub- 
bard, Clark  of  Wayne,  and  Curtis. 

Mr  Craig  of  M.  presented  (he  petition  of  Joshua  Taylor  and  others, 
praying  the  location  of  so  much  of  tite  Indianapolis  and  Leavenworth 
road  as  lies  between  Martinsville  and  the  ford  of  Clear  creek,  ia  the 
co.iniy  of  Morgan;  and, 

Mr.  Craig  of  M.  also  presented  the  remonstrance  of  Hiram  T.Craig^ 
and  others,  against  the  prayer  of  said  petition; 

Which  were  severally  read  and  referred  to  a  select  committee  of 
Messrs.  Craig  of  M.,  Moore,  and  Storm. 

Mr.  Armstrong  presented  the  peMiion  of  Joshua  W.  Custer  and  oth- 
ers, praying  a  state  road  from  Providence  to  Greenville; 

Which  was  read  ami  rpferred  to  a  select  committee  of  Msssi^s.  Arm- 
strong, Huckleberry,  and  Whitman. 

Mr.  Dunning  from  the  committee  on  education  made  the  following 
^epo^t^ 

Mr.  Speaker — 

The  committee  on  education,  to  which  was  referred  the  report  of 
the  trustees  of  the  Indiana  College,  have  had  so  much  thereof  under 
consideration  as  relates  to  a  sale  of  one  of  the  reserved  section?  of 
land  in  said  township,  and  have  directed  me  to  report  the  following 
bill,  towit: 

A  bill  authorizing  the  sale  of  the  residue  of  one  of  the  reserved  sec- 
tions of  land  in  the  reserved  township  of  land  in  Monroe  county. 

The  bill  (No,  61)  named  in  said  report,  authorizing  the  snle  of  the 
residue  of  one  of  the  reserved  sections  of  land  in  the  reserved  townibip 
of  lands  in  Monroe  county; 

Was  read  the  first  time,  and  passed  to  a  second  reading;  when, 
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Mr.  Dunning  moved  to  dispense  with  the  rules  and  read  the  gaid 
bill  a  second  time  now; 

Which  motion  was  decided  in  the  affirmative; 

And  said  bill  was  read  the  second  time  and  ordered  to  be  engrossed 
for  a  third  reading  on  to-morrow. 

On  motion  of  Mr.  Smiih  of  R., 

The  previous  orders  of  the  day  were  for  the  present  dispensed  with, 
and  the  report  of  the  select  committee,  to  whom  was  referred  the  pe- 
tition of  Wm.  M.  C.  BIdke,  preferring  certain  charges  against  Chris- 
tian C.  Nave,  a  member  of  this  House,  was  taken  from  the  table,  for 
the  consideration  of  ihe  House;  when, 

Mr.  Siapp  moved  to  again  lay  said  report  on  the  table ; 

Which  motion  prevailed. 

Mr.  Vawter,  from  the  committee  on  roads,  made  the  following  re- 
port: 

The  committee  on  roads  to  which  was  referred  so  mach  of  the  meg-* 
sage  of  the  Governor  as  relates  to  the  3  per  cent,  fund,  accruing  lo  the 
slate  on  account  of  the  sales  of  the  public  domain,  have  according  to 
order,  had  that  subject  under  consideration,  and  have  directed  me  to 
make  the  following  report: 

The  committee  having  given  to  the  subject  matter  referred  to  them, 
in  the  message  of  the  Governor,  a  mature  and  deliberate  examination, 
are  of  the  opinion,  that  the  best  interest  of  the  state,  in  reference  to 
ihe  3  per  cent,  fund,  considered  in  connection  with  the  improvement 
of  public  roads  and  highways,  does  very  forcibly  recommend  to  the  Le- 
gislature, the  adoption  of  those  liberal  views  presented  in  (he  message, 
on  the  subject  of  a  loan,  for  the  purposes  of  improving  all  the  princi- 
pal roads  within  the  state,  which  must  be  an  object  of  primary  impor- 
tance with  every  friend  of  internal  improvement.     On  examination  of 
the  statutes  of  the  state,  commencing  with  the  state  government,  it 
■will  appear,  that  more  of  the  time  of  the  legislature  has  been  occupied 
on  the  subject  of  roads,  than  that  of  any  other  one  object  of  legislation* 
Taking  into  view  the  yearly  expense  of  printing  and  legislation  on  the 
subject  of  roads,  it  is  believed  that  a  change  in  the  system  of  appro- 
priating Srud  fund  is  required,  and  will  result  in  a  clear  saving  to  the 
state  of  from  three  to  five  thousand  dollars  yearly.     It  must  be  obvi- 
ous to  every  one  that  a  very  large  proportion  of  the  petitions  praying 
the  legislature  to  locate  state  roads,  are  predicated  on  the  hope  of  ob- 
taining a  part  of  said  fund,  hence  the  great  number  of  useless  state 
roads.     The  committee  are  of  opinion,  that  by  anticipating  the  3  per 
cent,  fund  for  twenty  years,  by  a  loan,  will  prevent  thousands  of  peti- 
tions finding  their  way  into  the  Legislative  Halls,  that  would  be  other- 
wise sent,  asking  the  location  of  useless  state  roads.     The  item  of  ex- 
pense saved  to  the  state  by  removing  the  cause  for  petitioning  the  Le- 
gislature yearly  for  roads  and  appropriation  on  the  same,  cannot  fall 
much  short,  if  any,  in  twenty  years,  of  one  hundred  thousand  dollars, 
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and  this  should  be  no  amali  consideration  with  the  legislature,  in  chan- 
ging  the  present  system.  It  is  moreover  believed  that  another  impor^ 
tant  benefit  would  be  the  result  of  the  contemplated  change ;  the  money 
herein  contemplaled,  to  be  applied  to  the  use  of  roads  would  be  suffi- 
cient to  make  many  of  the  most  important  roads  good  thoroughfares. 
That  so  soon  as  the  contemplaled  appropriations  are  exliausted,  the 
citizens  every  where  will  commence  the  improvement  of  all  the  impor- 
tant state  roads,  (and  not  as  is  now  the  case,  say  it  is  a  stale  road,  let 
the  state  keep  it  in  repair.) 

The  condition  of  nil  the  roads  and  highways  in  the  state  call  loudly 
for  improvement.  It  is  with  the  legislature  to  provide  the  ways  and 
means.  The  proposed  system  is  believed  to  be  less  objectionable,  than 
any  other  presented  to  the  consideration  of  the  committee.  It  is  be- 
lieved that  the  proceeds  accruing  to  the  state  from  the  sales  of  public 
lands,  will  within  twenty  years,  extinguish  the  debt  and  interest  of  the 
proposed  loan ;  but  should  the  committee  in  this  view  of  the  subject  be 
mistaken,  they  are  unanimously  of  the  opinion  that  sound  policy  and 
the  interest  of  the  state,  dictate  the  propriety  of  making  said  loan. 
The  money  obtained  will  be  equally  divided  amongst  the  several  coun- 
ties in  the  state;  the  amount  will  greatly  improve  the  principal  roads 
within  and  through  the  state,  and  materially  increase  the  circulating 
medium  in  every  part  of  the  community.  Ii  will  improve  and  increase 
the  commercial  business  in  eveiy  section  of  the  slate.  Good  high- 
ways have  and  always  will  increase  the  value  of  real  estate.  Such 
has  been  the  result  in  every  country.  Roads  enable  the  agriculturalist 
to  obtain  a  speedy  and  an  increased  price  for  the  productions  of  the 
farm,  and  often  at  the  door  of  the  vendor.  It  appears  to  the  commit- 
tee that  it  will  be  no  good  argument  against  making  the  loan,  by  say- 
ing the  people  will  have  the  money  to  pay,  as  money  is  worth  its  in- 
terest to  the  whole  people,  and  should  they  ultimately  have  to  refund 
every  dollar,  their  interest  will  be  promoted  in  the  same  ratio  that  mo- 
ney advances  individual  enterprise  when  borrowed  and  judiciously 
used.  Of  the  utility  and  proper  application  of  the  money  now  pro- 
posed to  be  borrowed,  the  sound  discretion  of  the  legislature  will  de- 
cide. 

While  on  the  subject  of  the  loan,  the  committee  cannot  overlook  the 
advantages  the  appropriations  will  afford  to  the  citizens  in  every  por- 
tion of  the  state,  by  enabling  them  to  pay  into  the  public  treasury  the 
revenue  wherewith  they  are  charged.  The  committee  are  confident 
that  no  act  of  the  legislature,  would  be  so  well  calculated  to  allay  the 
objections  now  urged  against  the  proposed  system  of  internal  improve- 
ment, as  the  one  herein  presented  to  the  House.  It  will  carry  convic- 
tion to  the  mindsof  all  reasonable  persons,  that  no  part  of  the  state  is 
entirely  left  unprovided  for.  The  committee  are  aware  that  many 
members  of  the  House  believe  that  such  appropriations,  as  herein  re- 
commended, ought  not  to  be  made,  and  particularly  to  any  county 
through  which  any  of  the  principal  worksof  improvement,  are  contem- 
plated, being  constructed.  The  committee  cannot  forbear  stating  their 
honest  difference  of  opinion  from  all  such.     Aod  first,  the  fund  origin- 
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oily  set  apart  "for  making  public  roads  and  canals  within  the  slate,'' 
was  a  grant  to  the  whole  s(ate,  and  as  the  fund  is  the  product  of  land 
sales  in  the  whole  state,  (he  commillee  infer  that  every  county  has  a 
fair  claim  or  interest  in  said  fund.  And  for  as  much  as  good  highways 
in  one  county  are  only  connecting  links  to  roads  of  an  adjacent  county, 
or  counties,  it  must  be  apparent  to  all  that  such  roads  as  are  intended 
to  be  improved,  will  connect  many  counties  together;  some  of  which 
maybe  remote  from  any  of  the  principal  works  of  improvement,  while 
others  may  cross  said  works,  and  all  be  of  the  greatest  possible  advan- 
tage to  the  progress  of  such  extended  system  of  internal  improvement; 
affording  channels  of  ccmmunication  to  and  from  such  works  of  superior 
improvement.  It  is  believed  that  those  who  would  withhold  from  sucb 
counties  their  due  proportion  of  the  contemplated  loan,  forget  that  it 
will  be  some  ten  or  fifteen  year*,  before  those  principal  works  can  be 
completed.  That  all  such  counties  as  are  to  be  ultimately  benefited^ 
by  public  works,  are  first  to  be  neglected,  and  all  roads  in  the  same  to- 
remain  unimproved  for  want  of  the  proper  appropriations,  and  that  too, 
because  a  work  some  eight  or  ten  years  hence  is  contemplated  being 
constructed  through  such  county;  while  at  the  same  time  a  large  por- 
tion of  the  roads  now  in  use  in  such  counties  are  of  vital  importance  to 
remote  counties  and  districts  of  country,  from  any  of  the  principal 
works  of  improvement.  Hence  the  committee  are  decidedly  in  favor 
of  making  an  appropriation  to  every  couiity  in  the  state,  with  a  view  of 
continuous  roads  from  county  to  county,  and  have  with  a  sincere  desire 
for  the  prosperity  of  every  part  of  the  state,  reported  a  bill  authoriz- 
ing a  loan  of  five  hundred  thousand  dollars  for  the  improvement  of  the 
principal  roads  in  every  county  in  the  state. 

The  bill  (No.  62)  named  in  said  report,  authorizing  a  loan  for  the 
improvement  of  state  roads,  and  pledging  the  3  per  cent,  fund  for  the 
payment  thereof,  was  twice  read,  (the  rules  of  the  House  having  been 
first  dispensed  with);  when, 

Mr.  Vawter  moved  that  said  bill  be  referred  to  a  committee  of  the 
whole  House  and  made  the  order  of  the  day. 

Mr.  Ray  moved  to  amend  said  motion  by  changing  the  reference  to 
the  committee  on  canals  and  internal  improvements; 

Which  motion  was  lost. 

And  the  question  then  recurring  on  the  motion  of  Mr.  Vawter  to 
com^.it  to  the  whole  house,  &c.,  was  decided  in  the  affirmative;  and, 

Four  hundred  copies  of  said  report  and  bill  ordered  to  be  printed. 

Mr.  Strain  from  the  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  64)  to  change  certain  alleys  in  the  town  of  Livonia; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Morris  from  the  select  committee  on  that  subject,  made  the  fol- 
lowing report: 

The  committee  to  which  was  referred  the  petition  of  the  board  of 
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trustee*  of  the  town  of  Indianapolis,  for  a  special  act  of  incorporation  of 
said  town,  reports  herewith  a  bill  in  pursuance  to  the  prayer  of  the 
petitioners,  entitled  a  bill  lo  incorporate  (he  towti  of  Indianpolis. 

The  bill  (No.  63)  named  in  said  report,  to  incorporate  the  town  of 
Indianapolis; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
flaorrow, 

Mr.  Liston,  from  the  select  committee,  to  which  was  referred  the 
joint  resolution  of  the  Senate,  and  also  of  the  House  of  Representatives 
on  the  subject  of  the  northern  boundary  of  this  state,  made  the  follow- 
ing report: 

The  select  committee  to  which  was  referred  the  joint  resolution  of 
the  Senate  and  also  the  joint  resolution  that  originated  in  the  House  of 
Representatives,  respecting  the  Territory  of  Michgan  and  the  north- 
ern boundary  of  the  State  of  Indiana,  have  had  the  same  under  con- 
sideration and  report. 

That  the  subject  referred  to  your  committee  presents  itself  in  an  as- 
pect so  glaring,  that  in  order  to  prevent  an  unhappy  collision  which 
might  arise  at  a  future  day  with  a  sister  state,  the  subject  referred  by 
the  resolutions  is  one  to  which  the  attention  of  Congress  and  the  public 
mind  cannot  be  too  strongly  directed. 

Your  committee  deem  it  unnecessary  to  set  forth  at  length  the  many 
reasons  that  might  be  adduced  to  sustain  the  position  that  Congress  has 
the  power  to  alter  and  define  the  boundaries  of  her  territories  by  le- 
gislative enactments.  The  spirit  and  letter  of  the  constitution,  in  the 
absence  of  all  other  reasoning,  clearly  defines  thai  power  to  be  vested 
in  Congress. 

The  people  of  Michigan  looking  beyond  this  constitutional  barrier, 
have  set  up  theirclaim  toa  portion  of  territory  within  the  limits  <■(  the 
state  of  Indiana,  by  virtue  of  the  act  of  Virginia,  ceding  the  territory 
north  west  of  the  Ohio  river  to  the  government  of  the  United  States. 

By  the  fifth  article  of  the  ordinace  of  Congress  of  1787  as  weii  as 
the  provisions  of  the  act  of  cession  of  Virginia,  the  Congress  were 
vested  with  discretionary  power  in  laying  off  the  ceded  territory  into 
not  less  than  three  nor  more  than  five  States. 

The  state  of  Virginia,  previous  to  ceding  the  north  western  territory 
to  the  government  of  the  United  States,  had  the  right  of  sovereignty 
as  well  as  the  usufructuary  right,  (derived  by  grant  from  the  British 
Crown)  to  all  that  tract  of  country  lying  north  west  of  the  river  Ohio; 
and  by  that  act  of  cession  the  right  of  sovereignty  as  well  as  the  usu- 
fructuary right  to  the  north-western  territory,  were  transferred  by  the 
state  of  Virginia  to  the  United  States,  and  although  the  government  of 
the  United  States  may  sell  or  otherwise  dispose  of  the  usufructuary 
right  of  ail  her  public  lands  in  her  territories;  yet  the  right  of  sove- 
reignty remains  in  the  government  of  the  United  States  until  Congress 
shall  by  legislative  enactment  divest  her  of  it. 

The  third   section  of  the  fourth  article  of  the  constitution  of  the 
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United  States  reads  thus:  "The  Congress  shall  have  power  to  dispose 
"of  and  make  all  needful  rules  and  regulations  respecting  the  territory 
"or  other  property  belonging  to  the  Uniied  States."  Although  the 
constitution  of  the  United  States  was  adopted  after  the  act  of  cession 
of  Virginia,  yet  Virginia  approved  of  the  constitution  of  the  United 
States  with  all  its  provisions  and  acknowledged  it  as  the  supreme  Law 
of  the  Land  for  the  government  of  these  United  States  and  their  ter- 
ritories; and  which  constitution  of  the  United  States  was  approved  by 
all  the  States  previous  to  the  act  of  Congress  of  1805,  authorizing  the 
people  of  the  territory  of  Michigan  to  organize  themselves  into  a  Ter- 
ritorial Government. 

By  the  act  of  Congress  of  April  19th,  1816,  authorizing  the  people 
of  the  Indiana  Territory  to  form  a  State  Government,  the  northern 
boundary  of  Indiana  was  extended  to  an  east  and  west  line  drawn 
through  a  point  ten  miles  north  of  the  southern  extreme  of  Lake  Mi- 
chigan. 

In  the  month  of  May  last  the  people  of  Michigan  held  a  convention 
and  adopted  a  constitution,  preparatory  to  their  organization  as  a  State 
Government,  and  which  constitution  of  the  people  of  Michgan  claims 
the  right  of  sovereignty  over  ten  miles  of  the  northern  part  of  the  state 
of  Indiana:  and  with  such  obnoxious  provisions  in  their  constitution, 
the  people  Michigan  have  the  efiiontery  to  ask  Congress  to  nullify  her 
own  acts  and  recognize  the  right  of  sovereignty  in  the  people  of  Mi- 
chigan over  a  portion  of  the  territory  and  citizens  of  the  state  of 
Indiana. 

Your  committee  conceive  that  Congress  has  the  power  clearly  de- 
fined by  the  constitution,  to  alter  the  boundaries  of  her  territories  at 
pleasure,  and  we  look  to  her  at  this  crisis  for  the  exercise  of  that  le- 
gislative wisdom  which  will  obviate  any  future  difficulty  between  con- 
flicting jurisdictions — that  if  it  is  the  wish  of  Congress  to  perpetuate 
the  harmony  of  this  Union,  it  is  her  duty  to  exercise  every  constitutional 
authority  to  prevent  the  sovereignty  of  one  state  from  interfering  with 
the  jurisdiction  of  another.  It  is  therefore  to  be  hoped,  that  Congress 
will  see  at  once  the  impropriety  of  admiting  Michigan  as  a  member  of 
the  confederacy,  unless  her  boundaries  shall  be  clearly  defined  in  her 
constitution,  agreeably  to  the  provisions  of  the  act  of  Congress  of 
April  19th,  1816,  which  act  prescribes  the  present  boundaries  of 
Indiana. 

The  state  of  Indiana  has  (embarked  in  a  general  system  of  internal 
improvement,  and  as  one  of  our  most  important  public  works  (the  Wa- 
bash and  Erie  canal)  will  terminete  at  or  near  the  mouth  of  the  Great 
Miami  of  the  Lake,  and  within  a  strip  of  territory  over  which  the  state 
of  Ohio  and  the  people  of  Michigan  each  claim  jurisdiction;  and  as  it 
is  highly  important  to  the  prosperity  and  success  of  the  work  of  internal 
improvement  in  the  state  of  Indiana,  that  the  claims  of  Ohio  to  the 
disputed  territory  should  be  settled  without  delay — 

Your  committee,  therefore,  reccommend  that  the  resolution  of  the 
Senate  be  amended  by  adopting  the  following,  and  that  the  resolution 
of  the  House  be  indefinitely  postponed. 
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Be  it  resolved  by  the  General  Assembly  of  the  State  of  Indiana,  That 
our  Senafors  in  Congress  be  instructed  and  our  Representatives  re- 
quested to  oppose  the  admission  of  the  people  of  Michigan  as  a  slate 
of  the  Union,  unless  they  by  their  Constitution  shall  acknowledge  the 
present  northern  boundary  of  the  state  of  Indiana. 

Be  it  further  resolved,  &;c.,  That  our  Senators  be  instructed,  and  our 
Representatives  be  requested  to  unite  their  ctforls  with  the  Senators 
and  Representatives  in  Coiigiess  from  Ohio  to  obtain  a  permanent  es- 
tablishment of  the  northern  l>oundary  of  Ohio  on  a  parallel  line  with 
the  northern  boundary  of  Indiana. 

Resolved,  That  his  excellency  the  Governor  be  requested  to  forward 
a  copy  o(  the  foregoing  resolutions  to  each  of  our  Senators  and  Repre- 
sentatives in  Congress. 

Aod  the  House  adjourned. 

2  o^lock  P.  M. 

The  House  met. 

The  House  resumed  the  consideration  of  the  report  of  Mr.  Lisfon, 
pending  when  the  House  adjourned  this  morning; 

And  the  question  being  taken  thereon,  said  re|)ort  was  concurred  in. 

And  the  joint  resolution  of  the  Senate  therein  named,  (No.  4)  as 
amended,  on  the  suliject  of  the  admission  of  Michigan  Territory  into 
the  Union,  was  ordered  to  be  cngiosscd  and  read  a  the  third  time  to- 
morrow. 

Mr.  Kilgore  moved  that  the  report  of  the  select  committee,  to  which 
Vfixs  referred  the  petition  of  Wm.  M.  C.  Blake,  preferring  certain 
charges  against  Mr.  Nave,  be  taken  from  the  table,  &  that  Mr.  Nave  be 
invited  to  appear  before  the  House,  and  make  his  defence  against  said 
petition  and  report  by  himself  or  counsel: 

Which  motion  was  decided  in  the  atlirmative,  when, 

Mr.  Nave,  by  William  Quarles  E?q.  his  counsel  appeared  before  the 
House  for  the  purpose  of  defending  [against]  said  charges  &c.,  and  af- 
ter some  time  spent  in  the  argument  thereof,  and  before  the  same 
was  concluded, 

The  House  adjourned. 


TUESDAY,  Dec.  29, 1835. 

The  House  met. 

Mr.  Morris  prcisuted  the  petition  of  John  Trester  and  others,  on  the 
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istiKject  of  a  Turnpike  or  Rail  Road  from  lodiaDRpolis  to  Micbigam 

€ity; 

Whif^b  w:is  read,  and, 

On  motion  of  Mr.  Mcrrif, 

Referred  to  the  standing  commiltee  on  canals  and  internal  improve* 
tnenti'-. 

Mr.  Dunning  presented  the  petition  of  William  Jackson  and  others, 
citizens  of  the  counties  of  Monroe,  Barlholoniew,  Morgan,  and  Jack- 
son, on  the  fuHject  of  a  new  count)' ; 
Which, 
On  nnoiion  of  Mr.  Dunning, 

Was  referred  to  the  select  committee  to  which  was  heretofore  re- 
ferred ?nndry  petitio!)s  on  thesnme  subject,  vvilhout  re'^ding, 

Mr.  Johnston  from  the  joint  committee  on  eiirolifd  hills,  reported 

That  ihey  did  on  the  58th  inst.,  ^>:c?i'nt  to  his  ExctlkMiry  theGo- 
rernor,  for  hi:  npproval  and  signature,  bills  and  joint  resolution  of  the 
foiioH'ing  titles,  to-wit : 

(No.4) — An  act  to  re  locate  n  state  road  in  the  county  of  Orange, 
from  Orleans  to  George  French's; 

(No.  12) — A  ji)i!!t  resolution  relative  to  pre-emptions  to  settlers  on 
-the  pwhilc  lanJs  of  the  Unitfd  States,  wiiliin  the  Slate  ot  InciHt-a; 

(No  13) — An  act  to  extend  the  time  of  returning  to  the  clerks  of  the 
several  counties,  and  the  Auditor  of  Stale,  Hsse&smenls  of  property  un- 
der the  revenue  law  ol  1835. 

Mi.  Li<lon  presented  the  petition  of  J.  B.  Chapman  and  others,  citi- 
zens of  Kosciusko  county,  praying;  that  said  county  might  be  attached 
to  the  12th  IBank  District  of  the  Indiana  Slate  Bank; 
Which, 
On  motion  of  Mr.  Liston, 

Was  referred  to  the  ccm.nitfee  on  the  Stale  Bunk,  without  reading. 

Mr.  Chamberlain  presented  the  peiiiion  of  Ciiarles  Trvin  and  other?, 
citizens  of  the  county  of  Kosciusko,  praying  the  organization  of  said 
county ; 

On  motion  of  Mr.  Chamberlain, 

Said  petilion  was  referred  to  a  select  committee,  wiflsout  reading. 

Ordered^  That  Messrs.  Chamberlain,  Bueli,  and  Smith  be  that  com» 
miltee. 

Mr.  Edwards  presented  the  petition  of  sundry  citizens  of  the  county 
of  Jay,  praying  the  organization  of  said  county; 

Which  '.vas  read  anJ  reft-rrfd  to  a  «(lect  con:mit(ec  of  Messrs.  Ed- 
wards, M.'cey,  Thcmpson  of  A.,  anil  Kiigoro. 

Mr.  Curlij  presented  the  peti:ioti  of  Silas  Dmd  and  others  of  Wayne 
county,  p'ayi.  g  for  a  ceitain  slate  road  therein  named; 
VVhith, 
On  motion  of  Mr.  Curtis, 

W.is  referred  to  a  select  committee  of  Messrs.  Curtis,  Clark  of 
Wayne,  and  Hubbard,  without  reading. 
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Mr.   Chamberlain  presented  the  petition   of  Alpheas  Bugbee  and" 
other*,  praying  for  a  certain  state  road  therein  named; 
Which, 
Oi)  motion  of  Mr.  Chambeilain, 

Was  relorrcd  to  a  select  committee  of  Messrs.  Chnroberkin,  Listen, 
and  Davis,  without  reading. 

Mr.  Lislon  presented  (he  petition  of  Adam  Vinneage  and  others, 
citizens  of  ihe  counties  of  Fulton  and  Marshall,  praying  an  extension 
of  said  counties; 

Which  was  read,  and, 

Ofi  motion  of  Mr.  Lislon, 

Referred  to  the  same  select  committee,  to  which  was  referred  the 
petition  of  the  citizens  of  the  county  of  Kosciusko  on  the  same  subject* 
On  motion  of  Mr.  Kilgore, 

The  orders  of  the  day  were  dispensed  with;  and 

The  House  proceeded  with  the  consideration  of  the  report  of  the 
select  committee  appointed  Jo  investigate  certain  charges  against 
Christian  C.  Nave,  a  member  of  this  House;  when, 

Willam  Qiiarles,  Esq.  lonciuded  the  defence  lo  said  charges. 

Mr.  Wiljett  moved  to  amend  Ihe  resolution  reported  by  said  com- 
mittee, by  striking  it  out  from  its  resolving  clause  and  insert  in  lieu 
thereof  ffte  following: 

Th^l  the  committee  be  discharged  from  the  further  consideration  of^ 
the  funject,  and  that  the  petitioner  have  leave  to  withdraw  his  com- 
plaint. 

And  the  question  being  put  thereon,  it  was  decided  in  the  nega- 
tive. 

And  the  question  then  recurring  on  the  adoption  of  the  resolution, 

And  the  ayes  and  noes  being  requested  thereon, 

Tkose  zvho  voted  in  the  affirmative  are^ 

Messrs..  Bennett,  Chambers,  Chiles,  Clark  of  Wayne,  Clark  of 
Wash.,  Craig  of  P.,  Colli:)?,  Curtis,  Edward.*,  Eggjesion,  Graham, 
Gregg,  Harrow,  Hubhard,  Kilgoie,  Lee  of  M.  and  C,  Posey,  Ray, 
Ristine,  Templeton,  Thompson  of  L.,  Vawter,  Watt,  Whitman,  and 
Wilson, — 25» 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Brown,  Bryan,  B'jcll,  Carnan,  Cham- 
berlain, Craig  of  M.,  Cushman,  Davis,  Dunning,  EJmonston,  Ev^ns, 
Gardner,  H^wmaman,  Hijrri*,  Howard,  Howell,  Hickifberrj,  Jack- 
son, Johnston,  Jones,  Lee  of  B.,  Lislon,  Miicey,  Mason,  McCaity, 
M'.lier,  Moore,  Morris,  Murray,  Myers,  Phelps,  Smith,  S'.-^j;p,  Steele, 
Storm,  Strain,  Thompson  of  A.,  Thompson  of  J,,  Vandeveer,  VVaik. 
fir  of  D.,  Willett,  Zenor,  and  Smith,  Speaker — 45. 

And  so  said  resolution  was  not  adcplcd. 

Mr.  Brown  presented  the  petiUon  of  L.  A.  Fowler  and  otherS)  praj- 
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Ing  the  location  of  a  state  road  from  or  near  Sherwood's  ferry,  on  the 
Kankakee,  across  RobinsoD's  Prairie  to  the  state  line  in  the  direction  tof 

Chicago; 

Which, 

On  motion  of  Mr.  Bro-w^n, 

Was  referred  lo  (he  commillee  on  rend?,  without  rending, 
Mr.  Johnston,  from  the  joint  committee  on  enrolled  bill?,  reported  (hat 
they  ccmpareil  (he  enrc^lled  with  tiie  eiigro?scd    bill   which    oiigin- 
ated   in    (iic  House  of   Represeiitalivcs,  e»itit!ed  as    foiluu'?,  (owit? 

(No.  IG) — An  act  to  locate  a  state  road  in  Dearborn  county,  from 
Ihc  tnwn  ofDillsboro  to  Aurora. 

(No.  18)— An  act  to  establish  as  a  state  road  the  county  rond  from 
Jasper,  via  For(ers?ill«^  and  Smith's  ferry,  on '.he  east  foik of  White 
river,  lo  Washington  in  Daviess  county, 

(No.  19) — An  act  to  legalize  the  proceedings  of  the  commissioner 
of  a  state  road  therein  named; 

And  find  (he  same  truly  enrolled. 

Wr.  Hannarran  ficm  (he  iadi(i;iry  committee,  to  which  was  referred 
a  resolution  on  (hnl  subject,  rcpoiti'd 

A  bill  (No  65),  to  authorize  the  appointment  of  a  ?pccial  county 
agent; 

Which  was  read  (he  first  time  and  passed  to  a  second  reading  on  to» 
mo  f  row. 

Mr.  Walt  from  the  select  committee,  to  which  was  referred  a  peli"" 
tion  on  In  it  subject,  reported 

A  bill  (No.  (j6)  to  pjovifle  for  the  election  of  a  Justice  of  the  peace 
in  'he  town  of  Brownsville; 

"Which  was  read  the  first  time  and  passed  to  a  second  reading  cala. 
morrow. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker— 

The  Senate  has  concurredin  the  first  amendment  made  by  the  House 
of  Representatives  to  the  bill  of  the  Senate  (No.  15)  for  llie  appor- 
tionment of  Senntors  and  Rf^prefentativcs  in  the  Gener.il  Assembly  of 
this  State,  and  refused  to  concur  in  the  second  and  third  amendments. 

Mr.  Morris  moved  that  the  House  insist  on  the  2.1  and  3d  amend- 
ments n;«.mcd  in  said  message,  in  which  ibe  Senate  refused  to  concur; 

Which  was  decided  in  the  affirmative;  when, 
0:1  motion  of  Mr.  St^pp, 

Resolved,  That  a  rommiitce  of  free  conference  be  appointed  by 
this  House  to  act  with  a  similar  commillee  to  be  appointed  on  (ho 
part  of  the  Senate,  to  take  into  consideration  the  subject  matter  of  dif- 
ficulty between  the  two  Houses,  relative  to  said  bill. 

That  the  Senate  be  infcrraed  thereof  and  the  adoption  of  a  «imi!ar 
resolutioo  on  their  part  requested ;  and. 


Thereupon, 

The  Speaker  appointed  Messrs.  Buell  and  Stapp  that  committee^ 

Ordered,  That  the  Clerk  infuim  the  Senate  thereof. 
On  motion  of  Mr.  Brown, 

ResidveJ,  'I'hat  ihe  commiltee  on  the  aflairs  of  (he  Slate  Bank  be  dn 
rectcd  to  inquire  into  the  propriety  of  altering  the  40lh  section  of  the 
act  eslabli-^hiijg  a  State  Bank,  so  as  to  make  each  branch  an  equal  re- 
cipient of  the  profits  and  advantages  accruing  to  such  branches  as 
have  become  the  deposilories  of  the  funds  of  the  National  Government, 
and  so  equalize  the  said  profits  and  advantages  as  that  they  may  be 
njade  proportionate  to  the  liabilities  of  the  several  branches. 
On  motion  of  Mr.  Morris, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  act  regulating  the  duties  and 
jurisdiction  of  justices  of  Ihe  peace,  as  to  authorize  justices  to  render 
up  judgments  against  the  defendant,  where  neither  the  defendant  nor 
pl-jinlitTappear  at  the  trial,  the  defendant  having  been  lawfully  noti- 
fied of  the  lime  and  place  of  trial;  also  to  amend  said  section  by  pro- 
viding that  should  tlic  defendant  appear  in  the  absence  of  the  plaintiff, 
he  should  file  a  plea  in  abatement,  before  the  justice  should  be  author- 
ized to  grant  a  non-suit;  a!io  to  revise  al!  justices  form?,  atid  In  declare 
them  to  contain  sullicient  matter 5  a!«o  to  ^mend  ihe  law  relative  to 
estrays,  (page  9  of  the  genera!  actsof  IjsI  session)  as  to  make  the  bond 
to  be  entered  into  by  house-holders  payable  to  some  one. 
On  motion  of  Mr.  Bryan, 

Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  nuthorizltig  the  commissioner  of  the  Michigan  Road 
to  expend  on  said  road  ihc  bolince  of  the  Michigan  road  fund  during 
the  year  1836,  and  if  in  their  opinion,  it  would  be  expedient,  to  report 
a  bill  to  this  House  for  l!)at  purpose. 
On  motion  of  Mr.  Myers, 

Resolved,  That  the  commiltee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  appropriatir)g  the  sunfj 
of  one  hundred    thousand  dollars  for  the   improvement  of  the  naviga- 
tion of  the  river  Wabash,  and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Johnston, 

Resolved,  I'hat  a  select  committee  be  appointed  to  inquire  into  what 
amendments,  if  any,  are  necessary  to  be  made  to  the  act,  entitled  an 
act  regulating  the  taking  up  of  animals  going  eslray,  and  water  crafts 
and  other  articles  of  value  adrift,  apoM  Feb.  9,  1831,  with  leave  to  re= 
port  by  bill  or  otherwise. 

Ordered,  That  Messrs.  Johnston,  Kiigore,  and  Gregg  be  that  com" 
mittee. 

On  motion  of  Mr.  Harris, 

Resolved,  That  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency  of  constructing  a  clay 
turnpike   road  from  Bloomington  via  Spencer  and  BowUoggrcen  to 
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Terre  Haute,  on  the  Wabash  river,  in  the  event  the  stale  adopts  &t 
tbife  time  a  general  system  of  internal  improvementsj  with  leave  to  re- 
port hy  bilt  or  otherwise. 

On  motion  of  Mr.  Zenor, 

Resolved^  That  the  committee  on  the  judiciary  be  Instructed  to  In- 
qtjire  into  the  expediency  of  so  nmending  (he  act  organizing  probate 
courts,  as  to  provide  that  whenever  the  Siile  of  the  real  estate  of  any 
decedent  sha!!  become  necessary  for  the  pa3mep.t  of  debie,  that  the 
rents  and  profits  (hereof  for  seven  years,  shall  first  be  exposed  to  sale 
a3  in  cases  of  sales  upon  execution. 
On  mo  I  ion  of  Mr.  Posey, 

Resolved^  That  a  select  committee  be  appointed  to  inquire  into  the 
expediency  of  providing  by  jaw  for  the  recording  of  brands  and  ear 
mark?, and  that  said  committee  report  by  biU  or  otherwise. 

Ordered^  That  Messrs.  Posey,  Watt,  and  Craig  of  P.  be  that  com- 
mitiec. 

i\lr.  Craig  of  P.  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  on  canals  and  internal  improvement?, 
be  instructed  to  inquire  into  the  expediency  of  authorizing  a  survey  and 
estimate  of  the  practicability  of  a  rail  or  turnpike  road  froii!  Princeton, 
Gibson  CO.,  via  Cynlhiana,  Posey  lo.,  and  from  ihev.oc  Uie  jiearcstand 
best  route  to  Mount  Vernon,  on  the  Ohio  river,  "hich  if  deemed  advi- 
sable, shall  be  a  part  of  the  report  of  said  committee,  in  the  geoerat 
system  of  internal  iniprovements. 
On  motion  of  Mr.  Miller,, 

Said  resniu'iioM  was  amended  by  extending  the  provisions  thereof  to 
Peiersburgh  in  Pike  county; 

And  then  SHi<l  resolution  a5  amended,  was  adopted. 
On  motion  ofMf.  Bueil, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  incorporating  all  the  judicial  townships  in  this  slate, 
so  as  to  afford  a  uniform  plan  of  doing  township  business,  and  report 
by  bill  or  otherwise. 

Mr.  Vawter  moved  the  adoption  of  the  following  resolution; 

Which  was  read,  and. 

On  motion  of  Mr.  Kilgore, 

Laid  on  the  table. 

Reaolvedj  That  this  House  will,  on  Thursday  next  at  10  o'clock,  A. 
M.,  proceed  to  the  election  of  a  Commissioner  of  the  Mirtiigan  Road; 
thai  the  Senate  be  informed  of  the  adoption  of  this  resolution  aiid  re- 
quested to  adopt  a  similar  resolution  on  their  part,  and  that 
be  appointed  teller  on  the  part  of  this  House. 
On  motion  af  Mr.  Collins, 

Resolved,  That  the  Secretary  of  State  cause  a  full  and  complete  in- 
dex to  be  made  to  the  journal  and  documents  of  the  present  session,  and 
that  he  be  allowed  the  same  compensation  as  heretofore  for  similar  ser- 
vices. 

On  motion  of  Mr.  Chamberlain, 

Resohecif  That  the  committee  of  ways  and  means  inquire  iato  Iht 
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«xpediencj  of  providing  for  the  publication  of  and  distribution  to  cer- 
tain county  ofticer?,  of  Uieir  respective  duties  in  pamphlet  form. 
On  mmion  cf  Mr.  Hubbard, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  inquire 
whrtt  amendment?,  if  any,  are  necessary  to  laws  now  in  force  in  this 
state,  relative  to  regulalinj;  weights  and  measures,  and  said  committee 
report  by  bill  or  ollierwise. 

On  moiion  of  ftjr.  Hannaman, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  en- 
quire what  amendineiits,  if  any,  are  necessary  to  the  law  now  in  force 
regulating  grisi  mills  and  millers,  with  leave  to  report  by  bill  or  other- 
wise. 

On  moiion  of  Mr.  Chamberlain, 

Resolved,  Thai  the  committee  on  the  stale  bank  be  instructed  to  en- 
quire  into  tlie  cxpi-Hicncy  of  aMnchlng  the  counties  of  Elkhart,  La- 
grange, and  Kosciufko  to  the  twelfth  branch  bank  district. 
On  motion  of  Mr,  Miller, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  en- 
quire into  the  expediency  of  so  amending  the  26th  section  of  the  act 
regolaliug  the  jurisdiction  and  duties  of  justices  of  the  peace,  so  far  as 
relates  to  the  pluiniitf  amending  his  declaration  or  concise  statement 
that  he  shall  not  exc  eed  the  amount  set  forth  on  the  back  of  process, 
and  to  report  by  bill  nr  otherwise. 
On  motion  of  Mr.  Collinp, 

Resolved,  That  the  committee  on  canals  and  internal  improvementa 
be  directed  to  enquire  into  the  expediency  of  extendirig  the  Indiana- 
polis and  Jeff>rsonviii<'.  rail  or  turnpike  road  to  New  Albany,  with  leave 
to  report  by  bill  or  othci  vviie. 

On  motion  of  Mr.  (Jregg, 

Resolved,  That  the  judiciary  committee  be  instructed  to  enquire 
into  the  expediency  of  so  amending  the  act  relative  to  foreign  attach- 
ments as  thai  the  process  of  foreign  attachment  may  reach  the  real 
and  pergonal  proj-erty  of  foreign  corporations  or  bodies  politic  in  the 
same  manner  that  the  property  of  all  natural  persons  are  made  liable 
hy  said  act  who  are  non-residents  of  this  state. 

Mr.  S'liilh  moved  the  adoption  of  llie  filloning  resolution: 

Resolved,  That  the  committee  on  roads  bo  instructed  to  report  to 
this  house  a  bill  providing  for  the  appropriation  of  twenty  thousand 
dollars  for  the  improvcfnent  of  the  ?dichigan  road,  and  also  to  provide 
in  said  bill  that  (he  road  shall  be  districted  into  as  many  districts  as 
may  be  thought  proper  and  convenient,  and  that  a  suitable  indii'idual 
be  appointed  in  the  bill  to  superintend  the  work  on  iho  road;!  and  dis- 
burse the  funds  placed  in  his  hands  requiring  of  such  individual  suffi- 
cient security, 

Mr.  Kilgore  moved  lo  amend  said  resolution  so  as  to  expend  said 
sum  of  money  between  the  towns  of  Napoleon  and  Madison  on  said 
road ; 

Which  motion  was  lost. 

Mr.  Howsil  moved  to  amend  said  resolution  by  striking  out  thereof 
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the  words  "report  to  this  house  a  bill,"  and  insert  in  lieu  thereof,  "en- 
quire info  ihe  expediency  of';'' 

Which  motion  prevailed. 

And  the  question  then  recurring  on  the  adoption  of  said  resoIulioDf 
it  was  decided  in  the  affirmative. 
On  motion  of  Mr.  Collins, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  en- 
quire into  the  expediency  of  so  changing  the  law  that  it  shall  not  be 
requisite  for  the  plaintiff  to  aver  and  prove  a  demand  of  payment  of 
notes,  bills  of  exchange,  or  other  obligations  Cov  the  payment  of  mo- 
ney at  the  bank  or  other  particular  place,  where  such  note,  bill,  or  oth- 
er obligation  is  or  may  be  made  payable,  but  to  allow  the  defendant  or 
defendants  to  aver  and  prove  readiness  to  pay  at  such  place. 
On  motion  of  Mr.  Macy, 

Resolved,  That  the  committee  on  canals  and  internal  improvementa 
be  instructed  to  enquire  into  ihe  expediency  of  authorizing  a  survey 
of  canal  route,  if  practicable,  if  not,  a  survey  for  a  turnpike  road  from 
the  mouth  of  Netile  creek  iij  Wayne  county,  should  the  White  Water 
canal  be  so  far  constructed,  and  if  not,  then  from  the  point  at  which 
said  canal  may  terminate,  via  New  Castle,  to  intersect  the  White  river 
canal  at  or  near  Andersontown. 

Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary: 
Mr.  Speaker — 

The  Senate  has  passed  an  engrossed  bill  (No.  1 1)  to  incorporate  (he 
Newport  Sler.m  I\lill  Company,  in  which  the  concurrence  of  the  House 
of  Representatives  is  requested;  an  engrossed  bill  from  the  House  of 
Representatives,  (No.  6)  authoriziiig  Joseph  D.  Clarke,  a  minor,  to 
sell  real  estate,  without  amendment. 

Mr.  Jackson,  from  the  joint  commillec  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engropsed  joint  resolu- 
tion, which  originated  in  the  Senate,  of  the  (bliowing  title,  to  wit: 

No.  14 — A  joint  resolution  authorizing  the  reception  of  the  state 
house  from  the  contractor: 

And  find  the  same  truly  enrolled. 

Mr,  Wilson  presented 

A  joint  lesolution  (No.  G7)  of  the  General  Assembly  of  the  state  of 
Indiana,  suspendmg  for  a  time  the  operations  of  an  act  to  provide  fof 
an  equitable  mode  of  levying  the  taxes  of  this  state,  approved  Feb.  7, 
1835; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with)  when 

Mr.  Vandeveer  moved  to  indefinitely  postpone  (he  further  coiiside* 
ration  of  said  joint  resolution; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members^ 

Those  v}ho  voled  in  the  ajjirmalive  are, 
Messrs.  Bardwell,  Browo,  Bryan,  Buell,  CarnaO)  Carr,  Chambers, 
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Clark  of  Washington,  Collins,  Craig  of  M.,  Craig  of  P.,  Cusbman,  Da- 
vis, DunniDfr,  Evans,  Graham,  Gregg,  Hannaman,  Harrou',  Howell, 

Jackson,  Johnston,  Jones,  Lee  of  B-irtholomew,  Lee  of  M.  and  C,  Lis* 
x-_   !i;i T\/r„.,«.-   i\i:ii«^  Aif^r^^^  M.,..^^..  \r..,.r,  v^^r,,'  t?;_.t-..«  c:i„„« 


And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Chamberlain,  Clark  of  Wayne,  Cur- 
tis, Edward?,  Ei^gie&lon,  Gardner,  Harris,  Howard,  Hubbard,  Hue* 
klebcrry,  McCurl^y,  Morris,  Myers,  Phelps,  Ray,  Smith,  Thompson  of 
Allen,  Thompson  of  Lawrence,  Watt,  Wilson,  and  Zenor— 23. 

And  so  said  joint  resolution  was  indefinitely  postponed. 

The  Speaker  laid  before  (he  House  a  communication  from  his  Er« 
cellency  the  Governor,  on  the  subject  of  a  survey  recommended  by  ihe 
officers  of  the  general  government,  of  a  railway  from  the. Maumee 
Bay  to  the  Rapids  ef  the  lilinois  river. 

And  the  House  adiourned. 


WEDNESDAY,  Dec.  30,  1883. 

The  House  met. 

The  speaker  laid  before  the  House  the  annual  report  of  the  agenk 
of  the  State,  for  the  town  of  Indianapolis; 

Which  was  read,  and, 

On  motion  ol  Mr.  Morris, 

Referred  to  the  committee  on  the  affairs  of  the  town  of  Indianapolis. 

Mr.  Edmonston,  presented  the  petition  of  B.  B.  Edmonston  and 
others,  praying  a  state  road  from  J>[ew  Albany  to  the  mouth  of  Whits 
river. 

Which  was  referred  to  the  committee  on  canals  and  internal  imprave- 
raents,  without  reading. 

Mr.  Eggleston  presented  the  petition  of  Elwood  Fisher  and  Joslah 
Drake  of  the  county  of  Switzerwand  on  the  subject  of  a  rail  road; 

Which  was  read,  and, 

On  moticn  of  Mr,  Eggleston, 

Referred  to  the  committee  on  canals  and  internal  improvements, 

Mr.  Smith   presented  the  petition  of  Miles  Menderhall  and  others, 
citizens  of  the  counties  of  Switzerland  and  Ripley,  on  the  subject  of 
a  turnpike  road  from  Vevay,  Switzerland  county,  to  intersect  the  Mi- 
chigan road  at  or  near  Napoleon ;  which, 
On  motion  of  Mr.  Smith, 

Was  referred  to  the  committee  on  canals  and  internal  improYefflestt 
without  reading. 

1» 
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Mr.  Chamberlain  presented  the  petition  of  John  C.  Kinney  and 
others,  citizens  of  Lagrange  count}',  on  the  subject  of  a  special  appro- 
priation out  of  the  3  per  cent  fund; 

Wiiich  was  rend,  and, 

On  motion  of  Mr.  Chamberlain, 

Referred  to  the  standing  committee  on  roads. 

Mr.  Stapp,  from  the  judiciary  committee  made  the  following  report: 
Mr.  Speaker— 

The  judiciary  committee  to  which  was  referred  a  rerolnlien  to  in- 
quire, if  any,  and  what  amendments  are  necessary  to  the  4i)th  section 
of  an  act  regulating  the  jurisdiction  and  duties  of  ju^'.ices  o(  the  peace 
approved  Feb.  lOlh  IS31  so  as  to  render  the  same  less  doubiful  rela- 
tive  to  their  duties  in  taking  security  for  costs. 

Also  to  inquire  into  the  expoiliency  of  so  amending  the  law  respect- 
ing bail,  as  to  require  the  judges  of  the  circuit  ronrl  in  all  cases  where 
the  party  is  indicted  for  stealing,  thatbail  shall  not  be  less  tlian  fiily  per 
cent  more  than  the  amount  set  forth  in  'he  indictment,  and  that  justices 
of  the  peace  be  govt;r!'.ed  in  the  s;imel;iw  i;t  llu-ir  ct»mmi(meiits, 

Al.-o  m  i;. quire  into  (he  expediency  of  repealing  the  7th  section  of 
(!ie  act  to  !ii.<  en-e  and   regnlii(e  taverns  and  groceries. 

Also  to  i'jqtiire  into  the  expeiiienry  of  rrpp.iliirg  so  much  of  the 
12CHh  seciion  o(  the  ;ict  regulatiig  ih.e  duties  of  ji^lices  of  the  peace, 
;;s  requires  (he  jtjstiee  to  adtnii.isicr  an  o;i(li  or  aliirmalion  to  any  per- 
son or  persor.p  appearing  bck>re  such  justice  to  conr«"SS  judgment  on 
promirsory  notes  arul  writing?  ohligatoty,  that  the  judgm.cnts  were  not 
COidcssed  to  defraud   any  of  iiis  crfulilors. 

AUo  the  petilio.i  of  Jo!in  Longacre,  pr.jying  to  be  divorced  from  his 
wife  Lavina  Longacre. 

Also  the  petition  of  Amelia  Willcy,  praying  to  be  divorced  from  her 
husband  Alfred  Willey; 

Have  had  the  same  under  their  consideration,  and  have  instructed 
me  to  report  tliat  it  is  inexpedient  to  iegi=!a«e  'urther  o.-i  liie  ^.iiti  seve- 
ral subjecis,  and  ask  to  be  discharged  from  the  further  consideration 
thereof. 

Said  committee  have  also  had  under  their  consideration  a  resolution 
to  inquire  into  the  constitutionality  of  exempting  aiiy  property  from 
execuiion,  and  have  directed  me  to  report  that  in  their  opinion  that 
the  laws  now  in  force  exempting  cei  lain  articles  of  prop'r;}  from  exe- 
cution, is  enacted  in  accordance  with  ilie  provisions  ol'  the  constitulion 
of  the  state,  and  ask  to  be  discharged  from  the  further  cousiJeralion  of 
that  suliject. 

Which  was  concurred  in  by  the  House. 

Mr.  Carnan,  from  the  judiciary  rommittec  to  which  was  referred 

The  bill  (No.  2())  to  incorporate  Ihc  Vincennes  Academy,  reported 
the  game  lo  the  House  without  amendment,  and  said  bill  wag  or- 
dered to  be  eogrosaed  for  a  third  reading  oa  lo-mprrovr • 
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Mr.  Vawter,  from  the  committee  on  roads,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  (38)  aulhorizing  ihe  location  of  a  slate  road  tromTroy  to 
Paoli; 

VViiich  was  read  the  first  time  and  pa?sed  to  a  second  reading  on  to- 
morrow. 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  report: 

The  commiltce  on  roads  to  which  was  referred  a  resolution  of  this 
House,  iiislruclitig  the  commiltce  to  inquire  into  the  expediency  of  re- 
visit!}; the  ditlereiit  road  laws,  so  as  to  bring  them  into  one  general  sys- 
tem,&c.  <Sic. 

A;so  a  rcsoludoii  directing  an  inquiry  into  the  expediency  of  so  al- 
tering the  road  law  that  each  st  pervisor  be  required  to  call  out  the. 
number  of  hands  that  may  be  allotted  to  him  without  distinction  from 
time  lo  lime,  &c.  &:c. 

Also  a  rc&olu(ion  directing  an  inquiry  into  the  expediency  of  defining 
Hie  time  of  day  hands  shall  commence  working  in  the  morning  &c.  &c. 

Also  a  resolution  directing  an  inquiry  into  the  propriety  of  compel- 
ling supervisors  to  be  sworn,  &:c.  &c. 

Have  had  I'.iC  same  under  consideration,  and  have  directed  me  to  re- 
port that  legislation  on  the  several  subjects  and  matters  in  eaid  re* 
soliJiiors  is, at  this  time, inexpedient. 

Which  \vasc<  ncurred  in  by  the  House. 

Mr.  Dunning,  from  the  select  commiitei,  lo  which  was  referred  a 
petition  on  iliai  subject,  reported 

A  bill  (No.  C9)  for  the  relief  of  James  H.  King,  recorder  of  Alonroc 
county; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Eggleston,  from  the  select  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  70)  to  incorporate  the  town  of  Vevay ; 

Which  was  was  twice  read  by  its  title  (liie  rules  of  the  House  hnvinj 
been  first  dii^pensed  with.)  and. 
On  motion  of  Mr.  Stnpp, 

Referred  to  the  judiciary  committee. 

Mr.  Craig  of  iM.,  from  the  select  committee,  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  71)  d'jclarin-;  a  county  rond  leading  from  Moorcsville  in 
Morgan  county,  to  Brite  P.uitts  fsrm,  a  state  road,  and  to  change  the 
same  so  Mi  to  make  Monrovia  a  point;  and  also, 

A  bill  (No.  72)  lo  provide  for  changing  a  pari  of  the  state  road  lead- 
ing from  Martinsville  in  Morgan  county,  to  Danville  in  Hendricks 
coiji'ty ; 

Which  were  severally  read  the  first  time  and  pasied  to  a  second 
reading  on  to-morroir. 
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On  motion  of  Mr.  Willett, 

The  previous  order3  of  the  day,  which  precede 

The  bill  (No.  52)  to  incorporte  the  Madison  Water  and  Manufac- 
turing Company,  were  for  the  present  postponed,  and  said  bill  read  a 
second  time,  and  ordered  to  be  engrossed  for  a  third  reading:  whenj 
On  motion  of  Mr,  Thompson  of  L., 

The  rules  of  ihe  House  were  dispensed  with,  said  bill  was  read  a 
third  time  by  its  title  and  passed. 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence therein. 

On  motion  of  Mr.  Ray, 

The  resolution  heretofore  moved  by  Mr.  Lee  (and  laid  on  the  table) 
relative  to  changing  the  mode  of  doing  probate  business,  &;c.,  was  ta- 
ken from  ihe  table;  when, 

Mr.  Nave  moved  to  amend  the  same  by  striking  it  out  from  its  re- 
solving clause  and  insert  the  following: 

That  the  committee  on  the  judiciary  be  instructed  to  report  a  bill 
to  this  House  abolishing  the  present  probate  system  and  give  to  the 
several  circuit  judges  wifhin  this  state,  full  and  complete  jurisdiction  of 
nil  matters  of  probate,  both  in  law  and  in  chancery,  by  amending  an 
net  entitled  an  act  regulating  the  practice  in  suits  at  law,  approved 
Jan.  20,1831,  and  also  an  act  regulating  the  practice  in  ch-ancery, 
approved  February  lOlh,  1831,  and  give  said  circuit  courts  three 
terms. 

Mr.  Chamberlain  moved  to  amend  said  proposed  amendment  by 
etriking  it  out  from  its  resolving  clause  and  insert  in  lieu  thereof  the 
following: 

That  the  committee  on  the  judiciary  bo  instructed  to  inquire  into 
the  expediency  of  so  altering  the  judiciary  system  of  this  state  as  to 
give  the  circuit  court  jurisdiction  in  all  cases  in  which  the  probate 
court  now  has  jurisdiction,  and  to  abolish  the  probate  courl,  and  to  in- 
crease the  number  o(  terms  of  llie  circuit  court  to  3  or  4  fprms  annu-* 
ally,  v.'hichever  said  committee  may  think  most  advisable,  and  to  lessen 
the  extent  of  the  seycral  circuits,  and  lo  increase  (he  number  thereof 
in  such  manner  as  to  sraid  commiltee  may  seem  ndvisahje,  and  to  set 
apart  one  or  more  of  the  tern'i-i  of  the  cour's  for  the  purpose  of  making 
up  i»sutsand  preparjrtrr  / -a.iaoe  for  tri?!  iviihout  requiring  at  such  term 
or  terms,  t!ie  attendance  of  parlies,  v/itiipsfcs  or  juror?,  excepting 
grand  jurors  and  v^'iinesses  required  to  app<»3r  before  them,  in  case 
saic'  cwinutiuee  should  deem  it  most  advisable ihai  grand  juries  should 
fit  at  (he  term  or  terras  pet  apart  for  maiding  up  issues,  &c.,  and  of  so 
orgmizini^-  the  courts  in  all  respects  in  conformit)^  with  ibis  system  as 
shall  best  subsorve  the  interest  of  the  people  and  secure  io  th^^^  ^mvle 
and  speedy  jt.!5iice,  with  lc;!vc  io  reprorl  by  Dill  or  Otherwise. 

WhicJi  moiion  did  not  prevnil. 

And  the  question  was  then  put  on  the  r.mendmeut  of  Mr.  Nave  to 
iaid  rcsohiiion.  aiul  decided  in  ihe  negative. 

Mr,  Evan?  theu  moved  to  ;:m?nd  said  resolution  !;j  :-'.iiking  iii  oat 
from  its  r«ielriQg  clause  and  ic:i?rt  ia  lieu  (hereof  the  following: 
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That  the  judiciary  committee  be  directed  to  inquire  into  the  expe^ 
diency  of  abolishing  the  nrpppnt  probate  sy<=«'^'r«  o"c!  establishing  a  cir- 
cuit probate  with  an  adequate  salary  for  the  judges  thereof,  and  of  ap- 
pointing a  master  in  chancery  I.;  cr.ch  county  j 

Which  anricn  Iment  was  adopted: and, 

The  question  then  recurring  on  the  adoption  of  said  resolution,  was 
decided  in  the  affirmative. 

On  motion  of  Mr.  Vandeveer, 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
report  to  this  House  a  bill  to  carry  into  effect  an  equitable  mode  of  as- 
sessing and  collecting  the  state  and  county  revenue;  and  further  to 
repeal  all  laws  contravening  the  same,  that  was  in  force  prior  to  the 
year  18.'^4-5= 

On  motion  of  Mr.  Graham, 

Resolved,  That  th^  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  providing  for  a  survey 
and  estimate  of  the  cost  of  a  construction  of  a  canal  from  White  river 
canal,  at  or  near  ihejunciion  of  the  east  and  west  forks  of  White  riv- 
er, via  Boonesville  to  tlie  Ohio  river,  at  or  near  Ihe  mouth  of  Cypress 
creek  in  vv  arren  county,  and  if  by  the  committee  deemed  expedient,  to 
provide  that  the  surveys,  ooC.,be  made  the  ensuing  summer. 
On  molion  of  Mr.  Nave, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire 
into  the  expediency  of  appointing  some  suitable  person,  skilled  in  the 
law,  a  commissioner  to  arrange,  condense,  and  prepare  for  publicatioPj 
the  common  and  Gtatuie  lavvs  now  in  force  in  this  state;  the  subjects  to 
be  arranged  in  alphabetical  order,  after  the  same  manner  as  the  best 
law  digests,  \^iih  leavo  to  report  by  bill  or  otherwise. 
On  motioii  of  Mr.  Listen, 

Resolved,  That  a  select  committee  be  instructed  to  inquire  inio  the 
expediency  of  memorializing  ttie  Congress  of  the  United  SfRles  tor  a 
grant  of  an  ailernate  section  of  land  on  the  line  of  a  contemplated  ca- 
nal connecting  the  Wabash  and  Eric  Canal  at  or  near  Fort  Wayne, 
thence  ruuoin^  in  a  north  weet  direction  to  intersect  the  B'g  St,  Joseph 
river  at  South  Bend,  and  thence  to  run  on  the  best  route  to  Lake  Mi" 
cbioran,  at  or  near  Michigan  City. 

Resolve'],  Tiiat  the  judiciary  committee  be  instructed  to  inquire  into 
the  expedienc)'  of  so  amending  the  law  of  this  state  relative  to  exempt- 
ing property  i:c:ii  execution,  that  ^.-hen  hereafter  any  execution  shall 
issue  from  the  juJgri^.ent  of  any  justice  of  the  peace  in  this  state,  and 
if  the  execution  defendant  shall  chiim  as  exempt  from  execution  any 
property  he  shall  make  oath  to  the  same  and  hie  a  list  thereof  before 
the  justice  frorri  u,,o.-e  ufTice  such  execution  issued  if  required  so  to  do, 
by  tl)c  officer  having  [such  execution],  with  leave  to  report  by  bill. 
On  motion  of  Mr.  Evans, 

Rpso/ved.  Tiiat  the  judiciary  committee  be  instructed  to  inquire 
into  the  expediency  of  increasing  the  terms  of  the  circuit  court  to  three 
terms  in  each  year,  with  leave  lo  report  by  bill  or  otherwise. 

Mr, Clark  of  WashiDgtoii  moved  the  roilowing  resolution: 
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Resolved,  That  his  Excellency  the  Governor  be  requested  to  lay  of 
cause  to  be  laid  before  tliis  House  at  as  early  a  day  as  practicaMe  du- 
ring the  present  session,  a  detailed  report,  exhibiling  Ihe  liabilities  of 
(he  state  for  loans  elfected,  for  canal  ling,  for  public  buildings-,  for  bank- 
ing purposes,  and  for  expenses  incurred  for  surveys  and  eslimalc?,  and 
taking  releases,  &c.,  under  the  provisions  of  an  act  cnliilcd  an  act  to 
provide  for  the  further  prosecution  of  the  Wabash  and  Erie  Canal  and 
other  purposesj  approved  February  6,  1035;  each  item  to  be  arranged 
under  its  proper  head. 

Mr.  Smilh  moved  to  amend  said  resolution,  by  adding  thereto  the 
following: 

Also  showing  the  probable  liabilities  of  the  state  after  the  funds  set 
apart  for  the  conslruciion  of  the  Wabash  and  Erie  Canal  shall  have 
been  exhausted;  when, 

On  motion  of  Mr.  McCarty, 

Said  resolution  and  proposed  amendment  were  laid  on  the  table. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speakeu — 

The  Senate  continue  to  disagree  to  the  2d  and  3d  amendments  of 
the  House  of  Representatives  to  the  engrossed  bill  of  the  Senate  (No» 
15)  for  the  apportionment  of  Senators  and  Representatives  in  the  Gen- 
eral Assembly  of  this  state,  and  have  appointed  iMessrs.  Puett  and  Mor- 
gan a  committee  of  free  conference  on  the  pari  of  tlie  Senate,  to  take 
into  coMsidcr'ition,  in  conjunction  with  the  committee  on  the  pari  of 
th?  House  of  Representalives,  the  disagreement  of  ihe  two  Houses  on 
taid  In  1 1. 

Mr.  Listen  presented 

A  bill  (No.  73)  to  empower  Alexis  Coquillard  and  others  to  drain 
off  the  water  of  the  Kankakee  ponds; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Li^lon  also  presented 

A  bill  (No.  74)  to  incorporate  the  Laportc  canal  and  rail  road  com- 

oanv ' 
Which  was  twice  read  by  its  title  (the  rules  of  the  House  having  been 

first  dispensed  with)  and, 

On  motion  of  Mr.  Dunning, 

Referred  to  the  committee  on  the  judiciary. 

Mr.  Mason  presented 

A  bill  (No.  75)  concerning  guardians; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Carnan  presented 

A  bill  (No  76)  to  iRCorporte  the  Evansrille  and  Vincenncs  rail  road 
eoiDpany.; 


151 

Which  was  read  the  first  time  by  its  title  and  passed  (o  a  second 
reading;  when, 

On  motion  of  Mr.  Wil!ett, 
Said  bill  wms  rend  a  second  time  by  its  title  and  committed  to  the 
commiltee  on  the  judiciary. 
Mr.  Cbnrnbeilrtiii  [>f(soi!ied 

A  bill  (No.  77)  to  mnend  an  act  entitled  an  act  to  encournge  the 
killing  of  wolves,  appM.  Feb.  10,  1831; 

Wliicb  WMS  read  the  lirst  time  and  passed  to  a  second  reading;  when, 

On  motion  of  P^Ir.  Howell. 
Said  bill  wns  read  a  second  time  by  its  title  and  committed  to  a  com- 
mittee of  ihe  whole  and  made  the  special  order  of  the  day  for  Satur- 
day next. 

lur.  Hnrris  presented 

A  bill  (No.  78)  amendatory  of  an  act  relative  to  county  seminaries, 
approved  Feb.  4,  1831 ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 
Mr.  Johnston,  from  the  joint  commiltee  on  enrolled  hills,  reported  that 
they  diJ  on  this  day  present  to  his  Excelleixy  the  Govf!rncr  for  hi?  ap- 
proval and  signaturt',  l)il!;  «hich  originated  in  tne  House  of  Rep- 
rcrcntatives,  of  ihc  follonisig  tides,  to-wit: 

No.  13. — An  act  to  establish  as  a  stale  road  the  county  rond  from 
Jasper  via  Portersvillo  and  Smith's  ferry  on  the  east  fork  of  White 
river,  to  Wnshington  in  Daviess  county, 

(No,  15) — An  act  to  locate  a  state  road  in  Dearborn  county,  from 
the  town  of  Dillsboro  to  Aurora. 

No.  19 — Am  act  to  legalizs  the  proceedings  of  the  commssioner 
of  a  state  rond  therein  named; 

No.  5 — A  joint  resolution  relative  to  the  payment  of  postage; 
And  also  that  they  did  on  tl-.isday  present  to  his  Exccllenc}-  tiie  Go- 
vernor for  hisnpproval  and  signature,  a  joint  resolution,  which  origina- 
ted in  the  Senate  of  the  following  title,  to-wit: 

No.  14 — A  joint  re:?olulion  authorizing  the  reception  of  the  state 
house  from  the  conlracJor; 
Mr.  Brown  presented 

A  bill  (No.  79)  to  amend  an  act  entitled  an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  couiity,  via  Washington  in  Daviess 
county,  to  the  Rapids  of  the  Wabash  river  at  or  near  the  mouth  of 
White  river,  app'd.  Jan.  20,  1834; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow, 

Mr.  Lee  o(  B.  presented 

A  bill  (No  SO)  to  amend  an  act  entitled  an  act  to  amend  an  act  (o 
regulate  the  mode  of  doing  county  business  in  this  state,  app'd.  Feb;  7, 
1835; 

W^hich  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
icorrow. 
And  the  House  adjourned. 
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2  o'clock,  P.  M, 

The  House  met. 

The  Speaker  laid  before  the  House  the  annual  report  of  the 
Commisoioners  of  the  Sinking  Fund ; 

Which  was  read  and  referred  to  the  committee  on  the  Slate  Bank, 
and  ordered  to  be  printed. 

The  Speaker  laid  before  the  House  the  report  of  the  Auditor  of 
Public  Accouts  on  the  subject  of  the  assessments  under  the  ad  valo- 
rem act. 

Which  was  read  and  referred  to  the  committee  of  ways  and  means. 

Mr.  Vandeveer  moved  that  2000  copies  of  said  bill  and  report  each 
be  printed; 

Which  motion  was  lost. 

1500  was  named;  which  did  not  prevail;  and, 

1 200  was  alio  named ; 

And  on  the  question  being  put  thereon,  was  decided  in  the  affirm- 
ative. 

Mr.  Thompson  of  L.,  from  the  committee  on  the  State  Bank, 
lo  which  was  referred  sundry  resolutions, taade  the  following  report: 

The  committee  on  the  State  Bank,  to  whom  have  been  referred  the 
reports  of  the  several  Branches,  together  with  sundry  other  docu- 
ments in  relation  thereto,  have  had  the  same,  and  all  other  matters 
submitted  to  them,  under  consideration,  and  have  directed  me  lo 
report: 

The  reports  from  the  several  Branches  of  the  Stale  Bank,  and  the 
other  documents  referred  to  the  committee,  have  been  ntienlivcly  ex- 
amined in  order  to  ascertain  the  operations  of  the  Bank  since  its  ori- 
ginal institution,  and  it  gives  the  committee  much  satisfaction  to  re- 
port that  it  exists  in  a  more  safe  and  prosperous  condition,  than  could 
have  been  anticip'^ted  by  its  friends.  These  reports  and  an  examina- 
tion of  the  books  of  the  Parent  Board,  together  with  the  efficient  assist- 
ance of  the  officers,  have  given  the  committee  the  mo«t  i^atisfHciojy 
knowledge  of  the  condition  of  each  Branch;  and  the  committee  is  ena- 
bled to  wflTord  to  the  Hon«e,  the  assurance  that  so  far  at  least,  public 
confidence  has  not  been  misplaced. 

The  business  of  the  past  year  has  gradually  increased  with  the  pros- 
perous activity  and  growth  of  our  State,  and  the  Banks  have  been  en- 
abled to  sustain  a  much  larger  circulation  than  was  expected. 

Since  the  report  of  the  President  of  the  State  Bank  lo  the  last  Gen- 
eral Assembly,  the  amount  of  circulation  is  as  follows: 

February  1,1835,  ....  ^656,545 

March             »  -               -               -               .  753,415 

April              «  .               .              .              .  831,705 

May               «  -              -              -              -  997,475 
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June  u     .          .              .               .  .  !,131,240 

Julj  «               ,               .               -  .  1,186,795 

August  «...  -  1,311,320 

September  «               -               -               -  -  1,343,535 

October  «                .                .                .  -  1,422,835 

November  "               .               -              -  -  1,616,290 

This  progressive  increase  of  circulation  has  given  capitalists  abroad, 
the  most  entire  confidence  in  the  institution, — and  its  paper  is  now- 
sought  for  with  as  much  anxiety  in  the  neighboring  States,  and  in  the 
eastern  and  southern  cities,  as  the  paper  of  any  other  western  Stale 
Bank.  It  may  be  considered  as  an  evidence  of  the  favorable  manner 
in  which  it  is  regarded  by  those  who  have  directly  participateo  in  the 
use  of  its  capital.  Pressures  in  the  money  market,  which  were  of  com- 
mon occurrence  when  we  were  dependant  upon  otiier  States,  for  a 
circulating  medium,  have  been  removed,  and  the  characteristic  enter- 
prise of  our  citizens  has  received  an  additional  stimulus  from  the  facil- 
ities to  our  commercial  intercourse,  alforded  by  the  Bank.  So  great, 
indeed,  has  been  the  demand  for  money,  that,  at  several  periods  during 
the  past  year,  many  of  the  Branches  were  unable  to  accommodate 
their  customers.  This  has  driven  the  paper  to  a  distance  from  the 
Banks,  and  has  thrown  much  foreign  paper  on  deposite  among  the 
Branches,  and  at  the  same  time  confined  the  issues  of  paper  to  their 
aggregate  credits  or  liabilities;  no  single  branch  having  gone  beyond 
its  debts  or  means,  as  restricted  by  the  charter. 

Although  the  Bank  has  not  been  sutficiently  long  in  existence,  to  de- 
velope  the  precise  character  of  its  debts,  yet  the  combined  operatioa 
of  the  many  causes  which  have  tended  to  give  a  character  to  its  busi- 
ness, justify  the  belief  that  loans  have  been  made,  consistently  with  the 
interest  and  safely  of  the  institution  and  the  p\iblic.  As  the  most  of 
the  loans,  however,  (as  they  ever  must  be  to  secure  successful  banking 
operations,)  have  been  for  the  purpose  of  affording  facilities  for  the  ex- 
change of  the  various  commodities  of  the  country, and  have  been  conse- 
quently thrown  into  the  hands  of  men  whose  interest  it  is  to  sustain 
the  institution,  there  is  nothing  to  apprehend  from  that  source.  The 
very  facilities  which  are  afforded  by  the  Bank,  make  the  means  of  ulti- 
mate payment  more  secure  and  afford  the  most  abundant  promise  of 
punctuality. 

It  is  not  in  the  nature  of  commercial  transactions  that  any  system  of 
credit  should  be  placed  entirely  beyond  the  reach  of  hazard,  yet  the 
constantly  increasing  wealth  of  our  State,  would  be  embarrassed  with- 
out the  use  of  banks  and  a  currency  of  paper.  It  is  not  difficult  to  per- 
ceive how  intimately  connected,  are  the  operations  of  trade  and  in- 
dustry and  the  consequent  developement  of  the  natural  resources  of  a 
country,  and  the  business  transactions  of  a  bank.  So  interwoven 
is  this  connexion,  that  business  of  every  kind,  becomes  active  and 
prosperous  where  banks  are  so,  and  depressed  where  they  are  the  op= 
posite. 

20 
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After  this  general  view  of  the  matter  referred  them,  the  committee 
wiji  lay  before  tlie  House,  the  several  propositions  which  have  been 
made  to  {hem,  in  l^chnlf  of  ihe  State  Bauk  and  Branches,  for  amend- 
ments to  the  present  clnuler; 

1,  II  i.>  Msked,  lo  vest  power  in  ihe  Parent  Board,  (o  increase  the 
capital  of  the  Branches  to  ^'^oOjOOO.  li  will  be  perceived  that,  by  the 
charter,  cocli  BriMicii  can  appiy,  sepHrately,  to  the  Legiflature  for  an 
increase  of  capital  by  individual  subscription;  yet  ilic  ccmrnittee  con- 
ceive that  this  power  ^liould  be  vested  in  the  Parent  Board,  and  that 
the  ifHjrease  of  capital  in  each  Branch,  to  the  sum  of  250,000  dollars, 
"should  depend  upon  the  exercise  of  the  sound  discretion  of  that  Board. 
The  committee  aie  justified  in  this  conclusion  from  several  considera- 
tions; isl.  the  discre:io!)  alread)  reposed  in  thai  Board,  by  the  char- 
ter, has  been  exercised  in  a  manner  highly  satisfnciorv  to  ihe  public, 
and  entirely  calculated  to  remove  uiose  dnnbls,  which,  at  the  com- 
mencement  of  our  banking  oper.ition?,  clouded  the  prospects  of  the 
institution.  2d,  because  the  State  Bonrd  can  more  correcliy  than  the 
Leaislature,  judge  what  Branches  ought  !o  have  an  increase  of  capi- 
tal and  when,  and  to  what  extent  that  mcrease  should  be  granted.  3d, 
because,  in  a  very  short  time,  many  of  the  Blanches  must  be  increased 
to  a  much  larger  c?^pi*a!  than  at  prcserii,  in  order  to  supply  both  agri- 
culleral  and  conrirnercial  necessities,  wiiile  other  Branches  will  not,  in 
bU  prohahiiity,  demand  so  large  an  increase. 

2.  It  is  asked,  (and  this  is  the  most  important  amenc'rr.cnt  submitted 
to  the  consideraiion  of  the  committee,)  that  power  be  vested  in  the 
Parent  BocrJ,  to  permit  the  Brunches  to  uistonat  to  an  average  of  Ixvo 
end  a  half  times  the  capital  paid  in,  retaining  the  issne  of  paper,  as  at 
present,  two  for  one.  The  committee  think  tba(  iitis  p'iviiege  can  be 
safely  granted,  as  t!ic  charier  reposes  in  ihe  Parent  Board  ihs  power 
to  restrict  discounts  as  low  as  one  and  a  quarter  the  capital  paid  in 
whenever  it  may  be  deemed  necessary.  This  power  will,  of  course, 
be  retained,  and  the  excess,  of  issues  over  the  tzvo,  as  provided  in  the 
charier,  will,  consequently,  be  upon  depositos.  I'he  Branches  can 
with  case,  have  debts  due  them,  lo  twice  the  amount  of  capital  paid  in, 
"witl^oiit  one  dollar  of  deposites,  either  public  or  private;  leaving  de- 
posi'tGS,  both  public  and  private,  in  ihe  vaults  of  the  Branches,  as 
dead  useless  capita.!,  cither  to  the  Branches,  the  public,  or  the  depos- 
ilo»'s; — and  also  leaving  the  surplus  lund,  which  now  nmounis  to  ^36,- 
000,  but  will  in  a  year  or  two  be  increased  to  ^100,000,  in  the  same 
condition. 

In  ai!  banks  not  restricted  as  the  Banks  of  Indiana  are  by  the  pre- 
sent charter,  the  Kveragc  deposites  are  considered  as  much  capital, 
upon  which  (o  predicate  the  issue  of  paper,  as  that  paid  in  by  stock- 
holders on  their  stock.  Other  State  Banks,  of  email  capital,  have  no 
restriction  whatever  as  to  debts  due  to  or  from  them.  They  are  in- 
dependent and  conJroled  by  no  power  but  (heir  own  discretion  and 
public  opinion — the  first  acting  for  (he  public  good,  and  the  latter  the 
surest  guarantee  against  oppression.  The  Legislature  of  Illinois  at 
iti  last  eession,  chartered  a  bank  with  braacbeS|  all  of  which  commen- 
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ced  operalions  during  (he  pait  summer.  Her  charier  is  a  liberal  one, 
her  issues  cf  paper  can  go  to  two  and  one  half  the  capital  paid  in,  and 
debts  due  to  her  can  go  to  three  for  one;  nnd  her  stock  has  been  quot- 
ed at  six  per  cent,  advance,  in  the  eastern  cities.  Tiie  con:miUee  con- 
ceive that  there  is  possessed,  in  Indiana,  as  much  financial  knonletlge 
andai  much  honesty  of  purpose,  as  citizens  of  oilier  slates,  hut,  for  llie 
permanent  and  undouDtcd  safety  of  our  banking  operation?,  they  would 
not  be  wiliing  to  extend  (oth*i  Banks  of  our8>iilc  the  almost  unqwali' 
fied  privileges  of  the  liliuois  charter.  T!ii?,  however,  is  not  solicited 
hy  the  Stati-  Bank  or  Branches,  and  should  it  even  be  granted,  it  is  not 
likely  that  the  Branches  woulu  assent  to  it— each  being,  by  the  char- 
ter, mutually  accounlaule  fur  the  ether.  It  is  only  a;ked  to  so  amend 
the  charter,  as  to  enable  our  Banks  to  operate  in  a  usual  business  man- 
ner and  on  a  usual  buMr.ess  scale,  retaining  every  restriction  w  hich  aa 
entire  regard  to  the  safety  and  character  of  the  institution  mfiy  require. 
It  is  a>iked  (o  pormit  ihe  Branches  to  loan  deposites, — that  power  to  be 
restricted  to  one  half  the  amount  of  capital  paid  in,  and  this,  only  by 
permission  of  Ihe  Parent  Board. 

The  committee  conceive  that  this  privilege  should  be  granted.  That 
the  required  permission  will  not  be  given,  except  under  such  restric- 
tions as  will  make  it  entirely  safe,  tiie  committee  thirdc  they  are  author- 
ized in  concluding  by  the  course  of  conduct  whicli  has  been  pursued 
by  the  State  Board  from  the  establishment  of  our  Bank.  The  commit- 
tee are  of  opinion  that  this  prcvilegc  will  be  nodiing  more  than  engraft- 
ing to  a  very  limited  extent,  the  principles  of  saving  instifulions—so 
justly  popular  wherever  they  exi«t;  and  feel  assured  that  it  will  not  of 
course,  be  extended  to  liie  Branches,  except  to  operate  on  the  lowest 
average  deposilcs,  including  the  surplus  fund.  If,  ii».  the  current  course 
of  business,  a  Brancii  niiiy  not  have  an  average  of  deposites  high 
enough  to  justify  her  in  extending  to  the  one  hrjf  there  is  no  doubt  but 
she  will  pay  a  small  luLcrest,  say  three  or  four  per  cent.  This  is  now 
authorizedby  the  21st  sec.  of  the  charter,  which  will,  at  all  times,  in- 
sure a  sulhciency. 

The  banks  in  Louisville,  Cincinnati,  BaUI— ,ore,  Philadelphia,  and 
New  York,  pay  an  interest  of  four  per  cent,  on  deposites.  'I'ha  Indi- 
ana Canal  Fund  is  now  deposited  in  the  Merchants'  Bank  of  N,  Y.,  at  an 
interest  of  four  per  cent,  per  annum,  by  which  arrrangcment  the  use  of 
this  amount  is  lo?t  to  the  citizens  of  this  State,  and  used  to  the  advan- 
tage of  the  citizens  of  Nev.-  York  and  the  stockholders  of  that  Bank. 
"Were  the  Branches  of  onrBank  permitted  to  use  this  fund,  they  could 
readily  ali'ord  to  pay  the  four  per  cent.,  thereby  making  a  clear  profit 
of  two  percent,  and  :;f?jrd  the  citizens  of  iniiana  greater  hanking  fa- 
cilities, as  well  as  liie  C'~>mmis?ioners  of  that  Fund  more  extensive  op- 
portu'.ulies  cf  Irar.sinission.  There  r.re,bf^iues,  many  instances  of  our 
ov/n  citizens  leaving  money  on  deposite  in  Cincinnati  nv.'i  Louisville, 
at  an  interest  of  four  per  cent,  per  annum;— pieferripg  their  money  to 
lie  at  a  small  interest,  in  the  vauils  of  a  safe  and  secure  banking  institu- 
tion, from  whence  they  can  at  any  time  draw  it,  rather  than  loaning  it, 
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out  at  a  higher  interest,  where  a  certaintj  of  being  enabled  to  realize 
it,  when- wanted,  could  not  exist. 

The  amount  of  individual  deposites,  in  the  several  Branches,  has 
gradually  increased,  from  a  very  small  sum,  to  $470,000,— that  being 
the  amount  as  reported  to  the  State  Board  on  the  Tilh  December, 
1835.  The  increase  has  been  in  a  rapid  but  very  regular  ratio,  and 
there  is  every  reason  to  believe,  that  it  will  so  continue.  The  commit- 
tee are  uninformed  of  any  profitable  results,  either  to  the  banks  or 
to  the  depositors,  which  can  possibly  result  from  so  large  an  amount  of 
capital  lying  idle  in  the  vaults  of  a  Bank. 

The  following  are  the  amounts  of  individual  deposites  in  the  several 
Branches,  since  the  report  of  the  President,  to  the  last  General  Assem- 
bly: 

February  1,  1835,  ....  |185,163 

Blarch,                «  -              -              -              .  18tj,l91 

April,                 «  -            -            -            -  183,786 

May.                    «  ....  191,105 

June,                  «  ....  210,814 

July,                  «  ....  306,673 

August,             «  ....  322,378 

September,       «       .  .            .            .            .  312,673 

October,  «  ....     -  322,407 

November,        «  ....  422,433 

December  12,  -            -            -            -  470,000 

The  profits  of  a  Bank  arise  princpally  from  interest  received  on 
loans,  and  are  consequently  restricted  where  a  bank  is  prevented  from 
using  deposites.  When  a  deposite  is  made,  the  party  making  it  either 
receives  it  in  the  notes  of  that  or  some  other  Bank,  oris  credited  with 
the  amount, — consequently  he  has  always  a  surety  of  its  safety  and  his 
right  to  withdraw  the  whole  amount  at  any  time.  The  notes  of  the 
Bank  and  the  credits,  therefore,  arise  equally  from  deposites,  and  since 
the  Bank  is,  in  all  cases,  liable  for  each,  the  aggregate  amount  should 
constitute  the  circulating  medium.  The  othcers  of  all  Banks  are 
taught  by  experience,  what  portion  of  these  deposites  may  be  safely 
loaned ,  or  how  far  they  may  extend  their  discounts  beyond  the  capital 
paid  in  as  well  as  what  amount  of  specie  should  be  retained  in  their 
vaults.  Though  liable  to  be  withdrawn  at  any  time,  experience  has 
settled  the  fact,  that  "money  so  much  oftener  changes  proprietors  than 
place,"  and  that  whatever  amount  is  subtracted  from  the  vaults  of  a 
Bank,  is  so  speedily  replaced,  as  safely  to  regard  deposites  as  an  effective 
fund^  which,  concurring  with  the  stock  of  the  Bank,  enables  it  to  extend 
its  loans,  and  to  answer  all  demands  against  it,  whether  occurring  from 
the  amount  of  discounts  or  drafts  upon  its  vaults. 

The  public  deposites  in  the  Branches,  at  this  time,  amount  to  about 
^1,000,000.  This  fund  remains  in  the  vaults  of  the  Branches,  under  a 
pledge  of  security,  useless  and  without  value  to   the  Branches  or  the 
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citizens  of  Indiana;  whereas,  in  other  States,  the  deposite  Banks  ope- 
rate largely  thereon, — affording  additional  facilities  to  their  citizens 
and  protit  to  themselves.  It  is  true,  but  a  small  portion  of  this  fund 
ought  to  be  used,  but  at  present,  no  part  of  it  can. 

It  is  h'ghly  probable  the  present  Congress  will  pass  some  law  in 
relation  to  the  public  deposites,  by  which  the  deposite  Banks  will  be 
compelled  to  pay  a  small  interest  thereon,  after  the  same  may  amount 
to  a  given  sum.  If  so,  the  Branches  must  at  once  reject  them  (unless 
as  the  committee  conceive,  the  privilege  asked  for  is  given.)  They 
will  then  be  sent  to  Cincinnati  and  Louisville,  where  the  deposite 
Banks,  under  their  charters,  can  afford  to  pay  the  interest  required, 
and  where  the  fund  will  be  loaned  at  a  profit  to  the  Banks  and  the 
public  contiguous  to  them,  and  within  their  banking  influence.  Why 
should  not  our  oicn  Banks  and  oxxvown  citizens  derive  those  advantages? 
The  committee  can  conceive  of  no  good  reason,  especially  as  the  nrionej 
arises  from  the  sale  of  lands  within  the  territorial  borders  of  our  oion 
State. 

If  the  Branches  should  be  compelled  to  reject  the  deposites,  the 
committee  think  they  are  authorized  in  anticipating  another  evil.  The 
deposite  banks  of  Cincinnati  and  Louisville  will  not  receive  the  paper 
of  the  Indiana  Banks,  through  the  Receivers  of  Public  Moneys,  unless 
the  Branches  negotiate  arrangements  with  them  to  redeem  their  notes, 
wioji^A/y,  at  their  counters; — thereby  making  our  Branches  tributary  to 
those  Banks,  and  operating  as  a  powerful  drain  upon  the  circulating 
medium  of  the  State. 

It  has,  in  the  conception  of  the  committee,  been  truly  said,  that  our 
charter  was  made,  rather  for  the  security  of  the  bill  holder  than  the 
benefit  of  the  stockholder.  If  something  in  the  character  of  the 
amendments  asked  for,  should  not  be  granted,  the  committtee  think  that 
the  stock  must  prove  unprofitable  to  its  holders,  (which  includes  the 
State,)  and  they  perceive  reasons  to  fear  that  the  individual  stock  may 
fall  into  the  hands  of  men  who  may  abuse  the  very  few  powers  already 
given.  Surely  it  is  not  impolitic  to  leave  something  to  the  discretion 
of  the  Parent  Board  and  the  Directors  of  the  Branches.  They  are 
selected  from  the  most  prudent,  responsible  and  intelligent  class,  and 
are  sworn  to  do  their  duty.  If  any  loss  occur,  it  comes  out  of  the  in- 
dividual stockholders,  and  in  certain  cases,  the  Directors  of  the  Branches 
are  made  individually  responsible  for  their  acts.  The  Branches  report 
their  condition  to  the  Parent  Board,  every  two  weeks,  and  by  the  fox- 
tieth  and  forty-fourth  sections  of  the  charter,  full  power  is  vested  in  the 
State  Board,  to  suspend  instanter  any  Branch,  or  to  finally  stop  them 
and  close  up  their  concerns.  This  Board  is  composed  of  men  of  ex- 
perience and  character,  who  will,  undoubtedly,  exercise  the  powers 
vested  in  them,  whenever  the  measures  of  a  Branch  may  point  towards 
improper  conduct,  whereby  her  credit  or  that  of  others  may  be  endan- 
gered. 

It  is  believed  that  Indiana  affords  as  fine  a  field  for  banking  opera- 
tions on  a  limited  scale,  as  any  other  state  in  the  Union.  Our  citizens 
are,  comparatively,  out  of  debt.     Our  resources  are  extensive,  and  ra- 
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pidly  increasing.  There  is  every  prospect  of  a  large  accession  of  ca- 
pital, through  the  projects  o(  the  systenn  of  Internal  Improvement,  now 
contemplated.  Oar  Banks  nre  connected  by  tics  of  mutual  interest 
and  responsibillly,  and  r*re  interested  in  supporting  ihe  credit  and  cha- 
racter of  each  other.  In  (his  commendable  featyrp,  our  Banlis  arc  pe- 
culiar. Such  is  not  the  case  in  other  states,  where  Banks  are  inde- 
pendent— have  no  communily  of  interest,  and  are  regardless  of  the 
credit  of  each  other. 

Banks  with  large  capitals  are  sometimes  restricted — ofien  not. — 
They  are  located  in  cities,  wiiere  they  can  make  but  little  or  nothing 
in  the  circulation  of  their  notes; — their  profits  arising,  almost  exclu- 
sively from  foreign  and  domestic  bills  of  exchange — dealing  in  bullion 
and  foreign  coin — loaning  their  capital  and  deposites. 

Our  banking  capital  is  very  small,  in  comparison  with  that  of  other 
stales.  When  our  whole  capital  is  paid  in,  it  will  be  but  ^'600,000 
more  than  the  smallest  bank  in  the  city  of  Cincinnati,  (I^eing  ncv;  about 
equf.I)  while  the  whole  banking  capital  of  Ohio,  is,  at  this  limr,  about 
$12,000,000,  and  that  of  Kentucky  about  the  same.  In  this  slate, 
our  Banks  can  easily  keep  out  the  whole  of  the  paper  they  are  autho- 
rized to  issue,  that  not  amounting  to  more  than  one-half  ihe.  circulating 
capital  of  the  state;  as  is  partially  evidenced  from  the  fact  tliat  four- 
fifths  (there  being  ,§571,033)  of  the  paper  in  possession  of  the  Branches 
is  the  issue  of  foreign  Banks.  These  difficullies  would  be  removed, 
and  the  circulating  medium  of  the  state  would  be  the  issoes  c^  our 
own  Banks,  was  our  capital  extended  to  four  or  five  millions  of  dollars. 

It  is  asked  lo  pennit  the  branches  to  extend  their  issues  to  an  ave- 
rage  of  fwo  and  a  half.  There  are  many  reasons  in  the  conception  of 
the  committee,  why  this  should  be  granted.  In  the  fall  and  winter 
months  much  larger  sums  of  money  are  wanted  t!:an  at  any  other  sea- 
son of  the  year,  (such,  at  least,  has  as  yet  been  the  case)  particularly 
for  operations  in  pork.  These  sums  are  usually  raised  by  bills  of  ex- 
change on  New-Orleans,  New- York  and  Baltimore,  which  bills  fall  due 
and  are  paid  in  the  spring  and  beginning  of  summer — thereby  reduc- 
ing, suddenly  and  greatly,  the  discounts.  At  this  season  of  the  year 
the  demand  for  money  is  limited.  Therefore,  if  permission  uas  given 
to  go,  during  the  fall  and  winter  months,  bej'ond  the  tzvo  and  a  half  as 
much  as,  during  the  spring  and  the  beginning  of  the  summer  months, 
they  go  back,  so  as  to  make  the  annual  average  two  and  a  half  and  no 
more,  i\\Q  privilege  would  be  greatly  to  the  advantage,  both  of  !he 
branches  and  the  public.  Whereas,  if  they  are  kept  to  the  rigid  'ixo 
or  two  and  a  half  they  will  be  compelled  to  keep  their  discounts  up,  at 
all  iiiRCs,  to  their  limit,  in  order  to  clear  six  per  cent,  after  the  pay- 
ment of  expenses.  It  is  found  much  to  the  advantage  cf  the  commu- 
nity to  run  down  the  amount  of  discounts,  at  some  seasons  of  the  year, 
so  that,  at  other  Masons,  the  same  may  be  increased.  But,  at  pta- 
Bent,  the  branches  m\ist,  for  the  reasons  above  stated,  keep  u|),  at  all 
limes,  their  limit.  The  propriety  of  this  power,  the  committee  there- 
fore think,  must  be  perceptible. 

It  is  asked  to  make  the  extension  prayed  for,  exclusive  of  cash  halan- 
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ces  and  depesites  in  other  banks  and  branches; — that  is,  when  one  branch 
has  cash  deposited  in  another  bank,  it  shall  not  be  considered  a  debt 
due,  in  contemplation  of  the  charter.  This,  the  committee  think,  is 
already  so.  Among  all  financial  business  men,  deposites  in  banks  are 
considered  not  as  debts  due  them,  but  as  cash.  Without  this,  the 
banks  cc'H  not  exist — but  to  silence  cavil  and  misinterpretation  the 
committee  perceive  its  entire  plausibility. 

Under  these  views  of  the  important  consideralluns  presented  to  the 
committee,  they  have  instructed  me  to  report  a  bill  amendatory  of  an 
act  entiiieu  *'an  act  establishing  a  State  Bank,"  approve*]  January 
28th,  1834,  in  accordance  with  the  propositions  snbmilled  to  the  com- 
mittee, wliich,  at  the  last  session  of  the  P^'rent  Board,  weie  unani- 
n-ioi;j!y  recommended  to  the  fiivorablc  consideration  of  the  Legislature. 

The  bill  (No.  81)  named  in  said  report,  amendatory  of  an  act  enti- 
tled an  act  establishing  a  State  Bank,  npp'd.  Jan.  28, 1834,  was  read 
the  first  time;  wlien. 

On  motion  of  Mr.  Howell, 

The  rules  of  the  House  were  dispensed  with,  and  said  bill  read  a 
second  time  by  its  title,  and. 

On  motion  of  Mr.  Liston, 

Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  for  to  morrow. 

The  message  from  the  Senate  on  yesterday,  was  trken  up,  and  the 

Bill  (No.  1 1)  of  tlu!  Senate  named  in  said  message,  to  incorporate  the 
Newport  Steam  Mill  Company; 

Which  was  road  the  first  time  and  passed  to  a  second  reading;  wheD, 
On  motion  of  Mr.  Morris, 

Said  bill  was  read  a  second  time  by  its  title  and  committed  to  the  ju- 
diciary cominiiloe. 

The  H(Ui=e  then  proceeded  to  consider  the  orders  of  the  day. 

The  i)iil  (No.  3i)  to  legalize  the  sale  of  the  west  half  of  the  public 
square  in  the  town  of  New  Castle,  was  read  a  second  time  and  passed 
to  a  third  reading  on  to-morrow. 

The  bill  (No.  32)  to  aiTicnd  an  act  entitled  an  act  regulating  divor- 
ces, approved  Jan.  17,  1C31,  was  read  a  second  time  and  committed 
to  a  committee  of  the  whole  and  made  the  order  of  the  day  oo  to-mor> 
row.  ' 

On  motion  of  Mr.  Willett, 

The  vote  taken  to-day  on  the  printing  1200  copies  of  the  report  of 
Mr.  Thompson  ofL.,on  tlie  subject  of  (he  Slate  Bank;  and  also  of  the 
bill  named  in  said  report  (No.  81)  amendatory  of  an  act  entitled  an  act 
establishing  a  State  Bank,  approved  January  28th,  1834,  was  re-con- 
sidered. 

Mr.  Willett  called  for  a  division  of  the  question ;  and. 

The  question  was  then  put  on  thefirst  branch  of  the  motion  to  print, 
to-wit: 

Oq  printing  1200  copies  of  the  bill,  and  was  decided  in  the  neg- 
ative. 


160 

500  was  named  and  decided  in  the  negative. 

400  was  also  named,  which  did  not  prevail. 
200  was  then  named; 

And  the  question  being  put  thereon,  it  was  decided  in  the  affirm- 
ative. 

The  question  the  nrecurred  on  printing  1200  copies  of  said  report 
and  was  negatived. 

500  copies  was  also  named,  and  decided  in  the  negative. 

400  was  named; 

Which  motion  was  lost;  when, 

200  was  proposed; 

And  on  the  question  being  put  thereon,  was  decided  in  the  affirm- 
ative. 

The  bill  (No.  33)  to  amend  an  act  entitled  an  act  directing  the  mode 
of  suing  out  writs  of  Habeas  corpus,  app'd.  Jan.  12,  1828,  was  read 
the  second  time,  and, 

On  motion  of  Mr.  Willett, 

Committed  to  a  committee  of  the  whole,  and  made  the  order  of  the 
day  on  to-morrow. 

The  bill  (No.  34)  concerning  the  reserved  township  of  seminary 
lands  in  Monroe  county,  was  read  the  second  time  and  ordered  to  be 
engrossed  for  a  third  reading  on  to-morrow. 

The  bill  (No.  35)  to  locate  a  state  road  from  South  Bend,  in  the  di- 
rection of  Bertrand,  was  read  a  second  and  third  times,  (the  rules  of 
the  House  having  first  been  dispensed  with)  and  passed. 

Ordered^  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

The  bill  (No.  36)  to  locate  a  state  road  from  Portage  Point  to  the 
state  line,  was  read  the  second  and  third  times  by  its  title  and  passed 
(the  rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

On  motion  of  Mr.  Eggleston, 

The  House  then  resolved  itself  into  a  committee  of  the  whole  on 

The  bill  (No.  33)  to  amend  an  act  entitled  an  act  directing  the  mode 
of  suing  out  writs  of  habeas  corpus,  app'd.  January  12, 1828; 

And  after  some  time  spent  therein. 

The  Speaker  resumed  the  Chair,  and, 

Mr.  McCarty  reported  said  bill  with  two  amendments; 

Which  were  read  and  concurred  in  by  the  House. 

Ordered,  That  said  bill  be  engrossed  for  a  third  reading. 
On  motion  of  Mr.  Brown, 

Said  bill  was  considered  as  engrossed  and  read  a  third  time  by  the 
title  and  passed,  (the  rules  of  the  House  having  first  been  dispensed 
with.) 

Ordered^  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

The  House  then  resolved  itself  into  a  conamittee  of  the  whole  on 
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The  bill  (No.  32)  to  amend  an  act  regulating  divorces,  approved 
January  17,1881; 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  Chair,  and, 

Mr.  Vawler  reported  said  bill  to  the  House  with  one  amendment; 

Which  was  read  and  concurred  in;  when, 

Mr.  Harris  moved  to  indefinitely  postpone  the  further  consideration 
of  said  bill, 

And  before  the  question  was  put  thereon. 

The  House  adjourned. 


THURSDAY,  DECEMBER  31,  1835. 

The  House  met. 

The  Speaker  laid  before  the  House  a  communication,  from  his  ex- 
cellency the  Governor,  on  the  subject  of  certain  riots  on  the  line  of  the 
Wabash  and  Erie  Canal; 

Which  was  read,  w^hen 

Mr.  Thompson  of  A.  moved  to  refer  it  to  a  select  committee; 

Which  motion  was  lost. 

Mr.  Stapp  then  moved  to  refer  the  same  to  the  committee  on  claims; 

Which  motion  was  decided  in  the  aflirmative. 

Mr.  Collins  presented  the  petition  of  Matthew  Robinson  and  others, 
citizens  of  Floyd  county,  en  the  subject  of  a  general  system  of  inter- 
nal improvements; 

Which  was  read,  and. 

On  motion  of  Mr.  Collins, 

Referred  to  the  committee  on  canals  and  internal  improvements. 

Mr.  Morris  presented  the  petition  of  Andrew  Hoover  and  others,  ci- 
tizens of  Marion  county,  praying  the  location  of  a  certain  state  road 
therein  named;  which, 

On  motion  of  Mr.  Morris, 

Was  referred  to  a  select  committee  without  reading. 

Ordered^  That  Messrs.  Morris,  Thompson  of  J.,  and  Hannaman  be 
that  committee. 

Mr.  Walker  of  D.  presented  the  petition  of  Jacob  Harwood  and 
others,  praying  the  location  of  a  state  road  in  Dearborn  county;  which, 
On  moiion  of  Mr.  Waiker  of  D., 

Was  referred  to  a  select  committee  without  reading:. 

Ordered,  That  Messrs.  Walker  of  D.;  Gregg,  and  Howard  be  that 
committee. 

Mr.  Phelps  presented  the  petition  of  the  corporation  of  the  town  of 
Leavenworth,  praying  an  act  authorizing  the  election  of  a  justice  of 
the  peace  in  said  town,  to  serve  as  president  of  the  corporation  thereof; 

Which  was  read,  and, 

21 
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On  motion  of  Mr.  Phelps, 

Referred  to  a  select  committee. 

Ordered,  That  Messrs.  Phelps,  Howell,  and  Edmonston  be  that  com" 
mittee. 

Mr.  Jackson,  from  (he  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bill  which 
oriirinated  in  the  House  of  Representatives  of  the  following  title,  to-wit: 

No.  6 — An  act  authorizing  Joseph  D.  Clark,  a  minor,  to  sell  real 
eslaie. 

And  find  the  same  truly  enrolled. 

Mr.  Listen  presented  the  petition  of  Robert  Wallace  and  others,  ci- 
tizens of  the  territory  north  of  the  Kankakee  river,  and  west  of  La- 
porfe  county,  praying  that  £aid  territory  may  be  attached  to  the  coun- 
ty of  Porter;  which  was, 

On  motion  of  Mr.  Liston, 

Referred  to  a  select  committee  without  reading. 

Ordered,  That  Messrs.  Liston,  Chamberlain,  Buell,and  M'Carty  be 
that  committee 

Mr.  Dunning  presented  the  petition  of  James  N.  Ellis  and  other?, 
citizens  of  township  eight,  in  Monroe  county,  praying  an  act  authoriz- 
ing the  sale  of  the  north  half  of  section  16,  township  18  north,  of  range 
2  west;  which  was, 

On  motion  of  Mr.  Dunning, 

Referred  to  a  select  committee  without  reading. 

Ordered,.  That  Messrs.  Dunning,  Moore,  and  Vandeveer  be  that 
committee. 

Mr.  Phelps  presented  the  petition  of  J.  Edwards  and  others,  citi- 
zens of  Crawford  county,  praying  a  state  road  from  New  Albany,  via 
Corydon,  Leavenworth,  Jasper,  and  Petersburgh,  to  the  mouth  of 
White  river,  opposite  Mt.  Carmel  in  Illinois; 

Which  was  read  and  referred  to  the  standing  commitltee  on  canals 
and  internal  improvements. 

Mr.  Chamberlain,  from  the  select  committee  to  which  was  referred 
a  petition  on  that  subject,  reported 

,A  bill  (No.  83)  for  the  establishment  of  a  state  road  from  Mishawaka 
in  St.  Joseph  county  in  a  north  eastern  direction  to  the  state  line 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Liston  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  made  the  following  report: 

The  select  committee  to  which  was  referred  the  petition  of  Charles 
H.  Paine,  praying  to  set  aside  the  sale  of  certain  Michigan  road  lands, 
which  were  sold  at  Chippewa, on  (he  15th  of  September  last,  by  vir- 
tue of  an  act  of  the  Legislature  of  this  State,  have  had  the  same  under 
consideration  and  have  directed  me  to  report,  that  they  have  given  the 
subject  a  proper  investigation,  and  the  committee  are  happy  to  say 
that  the  Commissioner  of  the  Michigan  Road,  in  the  sale  of  said  lands, 
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has  guarded  the  public  interest  in  a  manner  highly  commendable,  and 
therefore  recommend  the  adoption  of  the  following  joint  resolution: 

Be  it  enacted  by  the  General  Aseemhly  of  the  State  of  Indiana:  That  the 
Michigan  road  lands,  sold  at  Chippewa,  on  the  15lh  of  September  last, 
by  the  commissioner  of  said  road,  be  considered  in  all  things  valid,  and 
that  said  sales  are  hereby  contirmed. 

The  joint  resolution  (No.  82)  named  in  said  report,  confirming  the 
sale  of  certain  Michigan  road  lands. 

Was  read  the  first  time,  and  passed  to  a  second  reading  on  tomor- 
row. 

Mr.  Chamberlain  from  the  select  committee  to  which  Nvas  referred 

Bill  (No.  40)  for  the  establishment  of  a  certain  state  road  therein 
named,  reporled  the  same  to  the  House  without  amendment;  when, 
On  motion  of  Mr.  Chamberlain, 

It  was  ordered  to  be  engrossed  for  a  third  reading  6n  to-morrow. 

Mr.  liislon  from  the  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  84)  to  organize  the  county  of  Marshall; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Armstrong  from  the  select  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  85)  to  establish  a  state  road  from  Providence  in  Clark 
county,  to  Greenville  in  Floyd  county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

On  motion  of  Mr.  Howell, 

The  vote  taken  some  days  since,  on  referring 

The  bill  (No.  G2)  authorizing  a  loan  for  the  improvement  of  state 
roads,  and  pledging  ihe  three  per  cent  fund  for  the  payment  thereof, 
to  a  committee  of  the  whole,  was  re-considered. 

And  the  question  being  put  on  said  reference,  was  decided  in  the 
negative;  when, 

On  motion  of  Mr.  Howell, 

Said  bill  was  referred  to  the  standing  committee  on  canals  and  inter- 
nal improvements, 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre^^ 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  engrossed  bills  of  the  following  titles, to^wit: 
No.  18 — An  act  to  amend  an  act  approved  February  2d,  1833,  enti- 
tled an  act  to  amend  an  act  entitled  an  act  regulating  the  interest  of 
money  in  the  Slate  of  Indiana,  app'd.  Feb.  1,  1831. 

No.  20— An  act  to  incorporate  the  Perrysville  and  Danville  Rail 
Road  Company; 
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Id  which  bills,  the  concurrence  of  the  House  of  Representatives  is 
requested.       » 

The  engrossed  bill  of  the  Senate, 

No.  18 — named  in  said  message,  to  an:iend  an  act  approved  February 
2,  1833,  entitled  an  act  to  amend  an  act  entitled  an  act  regulating  the 
interest  on  money  in  the  State  of  Indiana,  app'd.  Feb.  1st,  1831,  was 
read  the  first  time  and  passed  to  a  second  reading. 

The  engrossed  bill  of  (he  Senate, 

No.  20 — named  in  said  message,  to  incorporate  the  Danville  aad 
Perrysviile  Rail  Road  Company, 

Was  twice  read  by  its  title  (the  rules  of  the  House  having  been  first 
dispensed  with)  and, 

On  motion  of  Mr.  Evans, 

Referred  to  the  standing  committee  on  the  judiciary. 
On  motion  of  Mr.  Cornan, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  act  regulating  the  practice  in 
chancery,  as  to  enable  said  courts  to  take  proof  viva  voce,  of  all  matters 
in  question  before  them^  iti  all  cases  where  the  parties  may  so  agree; 
and  that  said  committee  be  further  instructed  to  inquire  into  the  expe- 
diency of  further  amending  said  act,  so  as  to  enable  parties  to  take  tes- 
timony viva  voce,  in  all  cases  where  it  is  now  necessary  to  file  bills  of 
discovery. 

On  motion  of  Mr.  Moore, 

Resolved,  That  a  select  committee  be  appointed  to  inquire  into  the 
expediency  of  amending  the  law  relative  to  marks,  so  as  to  make  it  the 
duty  of  the  county  recorder  to  record  (he  same  mark  twice  where  per- 
sons so  marking,  live  in  different  townships. 

Ordered,  That  Messrs.  Moore,  Bennett,  and  Armstrong  be  that  com- 
mittee. 

On  motion  of  Mr.  Hannaman, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  so  amending  the  law  regulating  trials  of 
the  right  of  property,  as  to  require  the  claimant  to  give  security  for  the 
payment  of  all  cost  occasioned  by  such  trial  in  case  of  failure  to  estab- 
lish such  claim. 

Mr.  Davis  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  the  expediency  of  so  changing  the  ad  valorem  system  of 
taxation,  as  to  abolish  a  poll  tax; 
Which, 
On  motion  of  Mr.  Storm, 

Was  indefinitely  postponed. 
On  motion  of  Mr.  Howell, 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expediency  of  authorizing  a  clay  turn- 
pike road,  to  be  made  from  Rockport  via  Jasper  and  Portersville,  to 
Washington,  (on  the  same  terms  that  other  works  of  a  similar  kind  are 
asked  for)  and  report  by  bill  or  otherwise. 
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On  motion  of  Mr.  Macey, 
Resolved,  That  the  committee  on  education  be  instructed  to  inquire 
into  the  expediency  of  repealing  the  second  section  of  an  act  approved 
Feb.  7,  1835,  entitled  an  act  regulating  congressional  townships,  and 
providing  for  public  schools. 

On  motion  of  Mr.  Clark  of  Washington, 
Resolved,  That  the  committee  of  ways  and  means  be  instructed  to  in- 
quire into  the  propriety  of  appropriating  dollars  for  the  pur- 
pose of  relieving  the  suffering  poor  in  the  city  of  New  York,  who  have 
lost  their  houses  and  property  by  fire  in  the  late  destruction  by  that 
element  of  a  large  portion  of  the  city. 
On  motion  of  Mr.  Craig  of  M., 
Resolved,  That  the  committee  of  ways  and   means  be  requested  to 
inquire  into  the  expediency  of  repealing  so  much  of  the  late  revenue 
law,  as  makes  it  the  duty  of  assessors  in  assessing  lands  to  commence 
on  the  lowest  numbered  section  in  the  township,  and  proceed  to  the 
highest,  and  to  provide  by  law  that  assessors'  districts  shall  be  bound- 
ed by  section  and  township  lines,  and  that  the  names.of  persons  charge- 
able with  tax  shall   be  returned  in   alphabetical  form,  and  to  abolish 
road  tax  on  real  estate,  and  report  by  bill  or  otherwise. 
On  motiou  of  Mr.  Miller, 
Resolved,  That  the  committee  on  roads  be  instructed  to  inquire  into 
the  propriety  of  so  amending  the  road  law,  as  to  permit  the  change  of 
any  county  or  state  road  being  authorized  on  petition,  by  the  courts,  in 
all  cases  when  the  number  remonstrating  against  the  same  shall  exceed 
the  number  praying  for  such  change. 
On  motion  of  Mr.  Jones, 
Resolved,  That  the  judiciary   committee   be  instructed  to  inquire 
into  the  expediency  of  transferring  the  county  business  in  the  respective 
counties,  to  the  oldest  magistrate  in  each  township,  and  making  it  the 
duty  of  said  magistrates  to  attend  at  the  respective  court  houses  at  the 
times  appointed  by  law,  for  doing  county  business,  and  there  attend  to 
said  business  according  to  law,  and  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Myers, 
Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire  into  the  expediency  of  so  amending  the  law  relative  to  landlord's 
warrants,  that  in   any  suit  brought  for  the  rent  of  the  premises,  the 
landlord  shall  not  be  required  to  trace  and  make  out  a  clear  and  full 
title  as  in  an  action  of  ejectment,  but  lh;it  the  fact  of  his  having  rented 
the  premise?,  and  being  the  owner  by  reputation,  shall  be  deemed  auf- 
ficient  to  entitle  him  to  recover. 

On  motion  of  Mr.  Armstrong, 
Resolved,  That  the  committee  on  cannls  and  internal  improvements 
be  instructed  to  inquire  into  the  propriety  of  adopting  the  route  select- 
ed by  the  Salem  and   Ohio  Turnpike    Company,  from  Salem  to  the 
the  Ohio  river,  as  the  route  in  part,  of  the  contemplated  improvement 
from  Crawfordsville  via  Bedford  and  Salem,  to  the  Ohio  river. 
On  motion  of  Mr.  Gregg, 
/?e5o/Dec;,  That  the  committee  of  ways  and  means  be  instructed  to  in- 
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quire  into  the  expediency  of  so  amending  (he  28th  section  of  the  act 
of  last  session,  providing  for  an  equitable  mode  of  levying  taxes  in  this 
state,  as  that  the  pay  of  assessors  be  fixed  at  a  certain  perMiem  allow- 
ance, to  be  paid  out  of  the  county  treasury,  on  the  order  of  the  board 
doing  county  business. 

On  motion  of  Mr.  Liston, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  establishing  courts  of  quarter  sessions  in 
each  county,  distinct  from  the  circuit  court,  to  be  holden  by  the  asso- 
ciate  judges,  which  courts  shall  have  exclusive  jurisdiction,  with  the 
right  of  appeal  to  the  circuit  court  in  all  criminal  offences  and  petit 
misdemeanors,  except  treason,  murder,  manslaughter,  burglary,  rob- 
bery, grand  larceny,  and  perjury,  with  leave  to  report  by  bill  or  other- 
wise. 

Mr.  Liston  presented 

A  bill  [No.  86]  to  locate  a  state  road  from  the  Michigan  road  in  the 
direction  of  New  Buffalo; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr=  Liston  presented 

A  bill  [No.  87]  to  incorporate  the  Northern  Insurance  Company  of 
the  Slate  of  Indiana ; 

Which  was  twice  read  by 'its  title,  (the  roles  of  the  House  having 
first  been  dispensed  with)  and. 

On  motion  of  Mr.  Hannaman, 

Referred  to  the  standing  committee  on  the  judiciary, 

Mr.  Nave  presented 

A  bill  (No.  88)  to  give  the  circuit  court  of  Hendricks  connty  jurisdic- 
tion in  a  certain  case; 

Which  was  twice  read,  (the  rules  of  the  House  being  dispensed  with) 
and  ordered  to  be  engrossed  for  a  third  reading  on  to-morrow. 

And  the  House  adjourned. 


2  o'clock,  P.  M. 

The  House  met. 

The  House  then  proceeded  to  consider  the  orders  of  the  day;  when, 

The  question  on  the  indefinite  postponement  of 

The  bill  (No.  32)  to  amend  an  act  entitled  an  act  regulating  divor- 
ces, approved  January  17,  1831,  pending  when  the  House  adjourned 
on  yesterday  evening,  was  put  and  decided  in  the  negative. 

Mr.  Willett  then  moved  to  re-commit  said  bill  to  the  judiciary  com- 
mittee; 

Which  motion  did  not  prevail;  when, 
On  motion  of  Mr.  Stapp, 

Said  bill  was  amended  by  striking  out  thereof  (he  word  "adultery." 

And  the  question  then  recurring,  shall  said  bill  be  engrossed  for  a 
third  reading? 
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And  the  ayes  and  noes  being  requested  thereon, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Bennett,  Brown,  Bryan,  Carnan,  Carr,  Cham- 
berlain, Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Col- 
lins, Craig  of  iM.,  Craig  of  P.,  Curtis,Cushman,  Dunning,  Edmonston, 
Edward?,  Eggleston,  Evans,  Graham,  Gregg,  Hfinnaman,  Harris,  Hub- 
bard, HiicUleberry,  Jackson,  Johnston,  Lee  of  B.,  Liston,  Macey,  Ma- 
son, McCarty,  Moore,  Morris,  Myers,  Nave,  Phelps,  Ray,  Ristine, 
Stapp,  Steele,  Storm,  Strain,  Templeton,  Thompson  of  A.,  Thompson 
of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Whitman,  and  Mr. 
Speaker — 53. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Boone,  Davis,  Harrow,  Howard,  Howell,  Hun- 
tington, Jones,  Lee  of  M.  and  C,  Miller,  Murray,   Posey,  Smith, 
Walker  of  D.,  Watt,  Willett,  Wilson,  and  Zenor,— 18. 
On  motion  of  Mr.  Stapp, 

The  previous  orders  of  the  day  were  for  the  present  postponed,  and 

The  joint  resolution  reported  by  the  committee  on  claims  and  here- 
tofore laid  on  the  table,  relative  to  the  claim  of  Mr.  Mattingly,  the  jai- 
lor of  Marion  county,  for  keeping  certain  prisoners,  was  taken  up  and 
adopted. 

The  bill  (No.  37)  to  locate  a  state  road  from  South  Bend  to  the  nor- 
thern line  of  the  state,  and, 

The  bill  (No.  33)  to  locate  a  state  road  from  the  northern  line  of  the 
state  in  the  direction  of  Ciiicago, 

Were  severally  read  the  second  and  third  times  by  their  respec- 
tive titles  and  passed,  (the  rules  of  the  House  having  been  dispensed 
with.) 

Ordered,  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate,  and  ask  their  concurrence  therein. 

The  bill  (No.  39)  to  vacate  a  part  of  the  Indianapolis,  Centreville, 
and  Richmond  state  road  in  Wayne  county,  was  read  the  second  time 
and  ordered  to  be  engrossed  tor  a  third  reading  on  tomorrow. 

The  bill  (No.  41)  to  amend  the  act  entitled  an  act  to  incorporate 
the  Lexington  Steam  Mill  Company,  app'd.  Feb.  7,  1835,  was  read 
the  second  time,  and. 

On  motion  of  JVlr.  Stapp, 

Amended  by  inserting  after  the  word  "removed"  the  words  "from 
the  county,"  and  ordered  to  be  engrossed  for  a  third  reading  on  to-mor- 
row. 

The  bill  (No.  42)  to  authorize  the  service  of  subpoena  by  copy,  was 
read  the  second  time,  and, 

On  motion  of  Mr.  Willett, 

Committed  to  thejudiciary  committee. 

The  bill  (No.  43)  to  change  the  time  of  holding  probate  courts  in 
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Daviess  county,  was  read  the  second  time  and  ordered  to  be  engrossed 
for  a  third  reading;  on  to-morrow. 

The  engrossed  bill  of  the  Senate 

No.  5 — to  legalize  a  certain  act  of  James  Davis,  school  commission- 
er of  Sullivan  county,  and, 

The  engrossed  bill  of  the  Senate 

No.  7 — to  repeal  the  act  approved  the  24th  December,  1834,  au- 
thorizing (he  re-location  of  a  certain  part  of  the  Vincennes  and  New 
Albany  state  road,  at  or  near  Fredericksburgh  in  Washington  county, 
were  severally  read  the  second  time  and  passsed  to  a  third  reading  on 
to-morrow. 

The  bill  (No.  44)  to  establish  a  certain  state  road  therein  named, 
was  read  the  second  time  and  ordered  to  be  engrossed  and  read  a  third 
time  to-morrow. 

The  joint  resolution  (No.  45)  relative  to  the  compact  between  the 
U.  States  and  this  State,  on  the  subject  of  exempting  lands  purchased 
from  the  U.  States  from  taxation  for  five  years,  was  read  the  second 
time,  and. 

On  motion  of  Mr.  Hannaman, 

Indefinitely  postponed. 

The  engrossed  bill  of  the  Senate 

No.  12 — to  continue  in  force  an  act  for  the  benefit  of  persons  who 
are  likely  to  suffer  by  tl)e  destruction  of  (he  rccoiJsof  Parke  county, 
app'd.  Dec.  28,  1832;  and  also  an  act  amendatory  thereto,  app'd.  Jan. 
8,  1834,  was  read  Ihe  second  time,  and, 
On  molion  of  Mr.  Howell, 

Commitled  to  a  select  commiCice. 

Ordered^  That  Messrs.  Howell  and  Steele  be  that  committee. 

Mr.  Evans  having  obtained  leave,  moved  the  adoption  of  the  follow- 
ing resolulion; 

Which  was  read  and  adopted,  viz; 

Resolved^  That  when  this  House  adjourns  this"evening,  (the  Senate 
concurring)  it  will  adjourn  un'.il  Monday  morning. 

Ordered,  That  the  Clerk  inform  the  Senate  thereof. 

Mr.  Posey  having  obtained  leave,  moved  the  adoption  of  the  follow- 
ing resolution: 

Resolved,  That  the  standing  committee  on  canals  and  internal  im- 
provements be  instructed  to  inquire  into  the  expediency  of  providing 
for  the  construction  of  a  turnpike  road  from  some  point  on  the  Nation- 
al road,  to  Rushville  in  Rush  county,  thence  to  some  point  on  the  con- 
templated White  Water  Canal,  in  the  direction  of  Brookville  in  Frank- 
lin county,  to  report  by  bill  or  otherwise; 

Which  was  read  and  adopted. 

The  previous  orders  of  the  day,  which  precede  the  jointjesolution 
of  the  Senate  (No.  4)  on  the  subject  of  the  admission  of  Michigan  Ter- 
ritory into  the  Union,  were  for  the  present  postponed,  and  said  joint 
resolution  was  read  the  third  time;  when, 
Mr.  Smith  moved  to  re-commit  the  same  to  the  same  select^committee, 
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to  which  it  was  heretofore  committed,  wilh  instructions  to  amend  the 
same  by  striking  out  thereof  the  second  resolution; 

And  before  the  question  was  put  thereon, 

The  House  adjourned. 


SATURDAY,  January  2,  1836. 

The  House  met. 

Mr.  Craig  of  M.  presented  the  remonstrance  of  H.  R.  Stephens 
and  others,  citizens  of  Morgan  county,  against  the  petition  of  sundry 
citizens  of  Monroe,  Bartholomew,  Johnson,  and  Morgan  counties,  pray- 
ing the  organization  of  a  nev/  county; 

Which  was  read,  and,  5. 

On  motion  of  Mr.  Craig  of  M., 

Referred  to  the  select  committee  to  which  was  referred  the  aforesaid 
petition. 

]Mr.  Graham  presented  the  petition  of  Thomas  Barnett  of  Vander- 
burg  county,  praying  a  special  act  on  the  subject  of  his  mill ; 

Which  was  read,  and, 

On  motion  of  Mr.  Graham, 

Referred  10  the  judiciary  committee. 

Mr.  Ristine  presented  the  petition  of  R.  C.  Gregory  and  others,  on 
the  subject  of  the  militia  law; 

Which  was  read  and  referred  to  the  standing  committee  on  military 
affairs. 

Mr.  Huntington  presented  tlie  petition  of  Robert  Hoggatt  and  others, 
praying  the  location  of  a  state  road  through  the  counties  of  Vigo,  Clay, 
and  Sullivan; 

Which  wao  referred  to  a  select  committee  of  Messrs.  Huntington, 
Cushman,and  Harris,  without  reading. 

Mr.  Clark  of  Washington  presented  the  petition  of  James  McKin- 
ney  and  others,  of  Washington  county,  praying  the  rcp'^alof  the  34th 
section  of  the  act  for  openiiig  and  repairing  public  roads  and  high- 
ways, approved  Feb.  10,  1831; 

Which  was  read,  and, 

On  motion  of  Mr.  Clark  of  W'ashington, 

Referred  to  the  standing  committee  on  roads. 

Mr.  Carnan,  from  the  judiciary  committee,  to  which  was  referred 
the  bill, 

No  76,  to  incorporte  the  Evansville  and  Vincennes  rail  road  com- 
pany; 

Reported  the  same  to  House  without  amendment. 

22 
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And  said  bill  was  ordered  to  be  engrossed  for  a  third  reading,  when^ 
On  motion  of  Mr.  Willett, 

Said  bill  was  considered  as  engrossed,  read  a  third  time  and  passed. 

Ord&)-ed,T'i\?J.  the  clerk  cany  the  same  to  the  Senate  and  ask  their 
concurrence  therein. 

Mr.  Eggleston,  from  the  committee  on  education,  to  which  was  refer- 
red a  petition  on  thtii;  subject,  reported 

A  bill  (No.  89)  to  enable  the  school  commissioners  of  the  several 
counties  to  correct  the  returns  of  the  collectors; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
Monday  next. 

Mr.  Bucll,  from  the  select  committee  of  free  conferrence,  on  the 
part  of  this  House  to  confer  v/ith  a  similar  committee  on  the  part  of 
the  Senate,  on  the  subject  matter  of  difference  between  the  two  Houses, 
made  the  following  report: 

Mr.  Speaker — 

The  committee  of  free  conference  appointed  on  tlie  part  of  this 
House  to  confer  v,'ith  a  committee  of  ihe  s^me  kind  from  the  Senate, 
on  the  subject  mntter  of  a  difierence  between  the  two  Houses  ia,  an 
act  entitled  an  act  for  the  apportionment  of  Senators  and  Representa- 
tives in  the  General  Assembly  of  this  state,  so  far  as  it  regards  the  se- 
cond and  third  nmendm.ents,  have  had  the  same  under  consideration, 
and  have  directed  me  to  report  to  this  House  the  following  agreement, 
to  wit: 

That  the  House  recede  from  their  amendments  and  insert  the  fol- 
lowing: 

In  the  lOth  line,  second  section,  after  the  word  Warren,  insert  so 
much  of  the  territory  in  Jasper  county  as  lies  south  of  the  line  dividing 
township3  twenty-four  and  twenty-uve. 

In  the  second  section  and  i4th  line  after  the  word  Warren,  insert 
"and  so  much  of  the  territory  in  Jasper  county  as  lies  south  of  the 
line  dividing  townships  twenty-four  and  twenty-five;"  and  in  the  same 
gpcticn  and  24th  line  add  "and  so  much  of  Jasper  county  as  lies  north 
of  the  line  dividing  townships  21  and  25;"  and  12th  iins  seventh  sec- 
tion, after  the  word  White,  add  "and  so  much  of  the  county  of  Jasper 
as  lies  north  of  a  line  dividing  townships  twenty-fuor  and  twenty-fivej" 
and  to  add  to  ihe  first  and  second  sections  the  following: 

Provided  that  if  Jasper  county  shall  hereafter  be  organized,  then 
said  territory  sbnll  be  attached  to  the  said  county  of  Jasper; 

Which  was  read  and  concurred  in  by  the  House. 

M*"-  Bennett  moved  <he  adoption  of  the  following  resolution: 

Resolved^  That  the  claim  of  $11  00  presented   against  the  state  of 
Indiana  by  Fiancis  Kaufman  for  work  done  in  the  Representatives' 
Hall,  be  referred  to  the  committee  on 
When, 
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On  motion  of  Mr.  Ray, 

Said  blank  was  filled  by  inserting  "claims." 

And, 

On  motion  of  Mr.  Morris, 

Said  resolution  was  tiuilier  amended  as  follows: 

And  also  that  said  committee  inquire  into  the  justice  of  the  claim  of 
^10  00  of  Thomas  Woollen  for  making  wood  boxes  and  stripping  the 
windows  of  the  State  House. 

And  then  said  resolution  as  amended  was  adopted. 

Mr.  Johnston  from  the  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  excellency  ihe  Governor,  for  his 
approval  and  signature,  a  bill  v.hich  originated  in  the  House  of  Repre- 
sentatives, of  the  follov.'ing  title,  to  wit; 

No.  6 — x\n  act  authorizing  Joseph  D.  Clark,  a  minor,  to  sell  real 
estate. 

Mr.  Mason  moved  the  following  resolution: 

Resolved,  That  the  claim  of  O.  H.  Smith,  for  his  services  in  discharge 
of  the  duties  assigned  him  by  the  Legislature  of  this  state  at  the  last  ses- 
sion, in  going  to  Columbus,  Ohio,  be  referred  to  the  standing  commit- 
tee on  claims. 

On  motion  of  Mr.  Dunning, 

The  resolution  was  amended  by  inserting  after  the  v/ord  "Ohio," 
the  following: 

And  also  the  claim  of  Benjamin  Rodgers,  superintendant  of  Jack- 
son's salt  lick  reservation,  for  advertising  the  sale  of  said  reserve,  and 
his  per  centage  for  collecting  and  paying  over  certain  moneys;  when 

Said  resolution  as  amended  was  adopted. 
On  motion  of  Mr.  Vv^iison, 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
inquire  into  the  expediency  of  so  amending  the  revenue  law  of  last  ses- 
sion, that  each  person's  property  shall  be  assessed  in  the  aggregate 
without  specifying  articles. 

On  motion  of  Mr.  Miller, 

Resolved,  That  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency  of  a  survey  and  estimate  of 
the  probable  cost  of  constructing  a  clay  turnpike  road  from  Evansville 
via  Cynthiana,  Owensvillc,  to  the  mouth  of  the  Patoka,  with  leave  to 
report  by  bill  or  otherwise. 

On  motion  of  P>Ir.  Wilson, 

Resolved,  That  the  committee  on  education  be  instructed  to  inauire 
into  the  expediency  of  so  amending  the  law  regulating  the  loaning  of 
school  funds,  as  to  provide  that  the  school  commissioner  be  authorized 
to  loan  said  money  on  good  free  hold  security  to  be  approved  of  by  a 
majority  of  the  township  trustees  in  the  respective  townships  and  the 
school  commissioner. 

Mr.  Smith  presented 

A  bill  (No.  90)  declaring  a  misprint; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading,  whea 
On  motion  of  Mr.  Smith, 
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The  rules  of  the  House  were  dispensed  with,  said  bill  read  a  second 
time  by  its  title,  and  ordered  to  be  engrossed  and  read  a  third  time  on 
Monday  next. 

The  House  then  proceeded  to  consider  the  orders  of  the  day. 

The  question  on  the  motion  to  recommit  the  joint  resolution  of  the 
Senate  (No.  4)  on  the  subject  of  the  admission  of  Michigan  territory 
into  the  Union  pending  before  the  House  when  it  adjourned  on  last 
evening,  was  put  and  decided  in  the  negative.     When 

Mr.  Willett  moved  to  indefinitely  postpone  the  further  consideration 
of  said  joint  resolution; 

And  the  ayes  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Boone,  Brown,  Carr,  Chambers,  Clark  of  Wayne,  Clark  of 
Washing'on,  Cole,  ColUns,  Craig  of  P.,  Dunning,  Edmonston,  Edwards, 
Graham, Flarris,  Howard,  Howell,  Hubbard,  Huckleberry,  Huntington, 
Jackson,  Lee  of  B.,  Lee  of  M.  &  C,  Miller,  Moore,  Myers,  Posey, 
Smith,  Stapp,  Storm,  Strain,  Templeton,  Vandeveer,  Watt,  Whitman, 
and  Willett— 35. 

And  those  zvho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Bryan,  Buell,  Carnan,  Cham 
berlain,  Craig  of  M.,  Curtis,  Cushman,  Davis,  Eggleston,  Evans,  Gregg 
Hannaman,  Harrow,  Johnston,  Jones.  Liston,  Macey,  Mason,  McCarty 
Morris,  Murray,  Nave,  Phelps,  Ray,  Ristine,  Steele,  Thompson  of  A. 
Tompson  of  J.,  Thompson  of  L.,  Vawter,  Walker  of  D.,  Wilson 
Zenor,  and  Smith,  Speaker — 37. 

And  so  said  ioint  resolution  was  not  indefinitely  postponed. 

And  the  question  then  recurring  on  the  passage  thereof. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Bryan,  Buell,  Carnan,  Cham- 
berlain, Clark  of  Wayne,  Craig  of  M.,  Curtis,  Cushman,  Davis,  Eggle- 
ston, |Evans,  Gregg,  Hannaman,  Harrow,  Johnston,  Jones,  Liston, 
Macey,  Mason,  McCarly,  Morris,  Murray,  Nave,  Ray,  Ristine,  Steele, 
Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vav/ter,  Walker 
of  D.,  Wilson,  Zenor,  and  Mr.  Speaker — 37 

And  those  who  voted  in  the  negative  are, 

Messrs.  Boone,  Brown,  Carr,  Chambers,  Clark  of  Washington,  Cole, 
Collins,  Craig  of  P.,  Dunning,  Edmonston,  Edwards,  Graham,  Harris, 
Howard,  Howell,  Hubbard,  Huckleberry,  Huntington,  Jackson,  Lee  of 
B.,  l^ee  of  M.  and  C,  Miller,  Moore,  Myers,  Phelps,  Posey,  Smith, 
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Stapp,  Storm,  Strain,  Templeton,  Vandeveer,  Watt,  Whitman,  and 
Willett-35. 

And  so  said  joint  resolution  passed. 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

And  the  House  adjourned. 

2  o'clock  P.  M. 

The  House  met. 

The  House  according  to  order  went  into  committee  of  the  whole  on 

The  bill  (No.  77)  to  amend  an  act  entitled  an  act  to  encourage  the 
killing  of  wolves,  approved  Feb.  10,  1831. 

And  after  some  time  spent  therein,  the  Speaker  resumed  the  chair; 
and  Mr.  Willett  ieported  said  bill  to  the  House  with  sundry  amend- 
ments, and  asked  the  concurrence  of  the  House  tiieieiu; 

And  before  the  question  thereon  vr::s  put. 
On  motion  of  Mr.  Chamberlain, 

Said  bill  and  appending  amendments  were  indefinitely  postponed. 

Mr.  Miller  (having  abtained  leave)  presented  the  following  resolu- 
tion: 

Which  was  read  and  adopted,  to  wit: 

Resolved,  That  the  corTimittce  on  canals  and  internal  iumprovements 
be  directed  to  inquire  into  the  expediency  of  suspending  any  operations 
upon  the  road  leading  from  New  Albany  through  Paoli  and  Washing- 
ton, to  Vincennes,  until  a  survey  be  authorized  and  had  of  a  route  from 
New  Albany,  to  Mount  Carmel,  branching  at  or  near  Petersburgh,  and 
extending  to  Yincennes,  and  providing  by  law  that  when  said  survey 
shall  be  completed,  the  appropriation  shall,  if  the  latter  route  be  found 
to  accommodate  the  public  interest  to  agreater  extent,  orless  costly  than 
the  former,  then  that  road  shall  be  established  as  the  one  to  be  adopted 
by  the  state. 

Mr.  Brown,  from  the  judiciary  committee,  to  which  was  referred  the 
engrossed  bill  of  the  Senate  (No,  20)  to  incorporate  the  Perrysville, 
and  Danville  rail  road  company,  reported  the  same  back  to  the  House 
without  amendment;  when, 

On  motion  of  Mr.  Stapp, 

Said  bill  was  considered  as  engrossed,  read  a  third  time  and  passed. 

Mr.  Dunning  (having  obtamed  leave)  moved  the  adoption  of  the  fol- 
lowing resolution: 

Which  was  read  and  adopted,  to  wit: 

Resolved,  That  a  select  committee  be  appointed  to  inquire  what 
amendments,  if  any,  are  necessary  to  be  made  to  the  several  laws, 
now  in  foice  providing  for  the  sale  of  and  leasing  out  the  seminary  and 
saline  reservation  lan:is  in  this  state,  so  as  more  fully  and  definitely  to 
prescribe  the  duties  of  the  several  commissioners,  and  superintendants 
of  said  lands,  and  to  secure  a  sufhcient  accountability  from  said  officers 
to  the  Auditor  of  Public  Accounts  and  Treasurer  of  State. 
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Ordered,  That  Messrs.  Dunning,  Moore,    Vandeveer,  and  Morris  be 
that  committee. 

On  motion  of  Mr.  Willett, 
The  House  resolved  itself  into  committee  of  the  whole  on  the  joint 
resolution  (No.  28)  for  the  relief  Margaret  Nations  and  others ; 
Mr.  Vandeveer  being  called  to  the  chair. 
And  after  some  time  spent  therein,  th^  Speaker  resumed  the  chair, 

When 
Mr.  Vandeveer  reported  said  joint  resolution  to  the  House  without 
amendment,  and  was  discharged  from  a  further  consideration  of  said 
joint  resolution. 
When, 

On  motion  of  Mr.  Hannaman, 
The  said  Joint  resolution  was  considered  as  engrossed,  read  a  third 
time,  and  passed,  (the  rules  of  the  House  being  dispensed  with.) 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

And  the  House  adjourned. 


MONDAY  January  4,  1836. 

The  House  met. 

Mr.  Davis  moved  that  the  rules  of  the  House  be  suspended,  and  that 
the  vote  taken  on  the  passage  of  the  joint  resolution  from  the  Senate, 

No.  4 of  the  General  Assembly  of  the  State  of  Indiana,  on  the  sub- 
ject of  the  admission  of  Michigan  Territory  into  the  Union,  ca  Satur- 
day last,  be  re-considered ; 

Which  motion  was  decided  in  the  negative. 

Mr.  Johnston  presented  the  petiilon  of  J.  W.  Bonham,  and  others, 
citizens  of  Franklin  county,  praying  that  the  name  of  the  town  of 
Greensboro,  in  Franklin  couniy,  may  be  changed  and  called  Bloom- 
ing Grove; 

Which, 

On  motion  of  JVIr.  Johnston, 

Was  referred  to  a  select  committee,  without  reading. 

Ordered,  That  Messrs.  Johnston,  McCarty,  and  Mason  be  that  com- 
mittee. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  concurred  in  the  report  of  the  committee  of  free 
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conference,  appointed  by  the  two  Houses,  to  take  into  consideration 
their  disagreement  on  the  2d  and  3d  amendments  made  by  the  House 
of  Representatives,  to  the  engrossed  bill  of  the  Senate  (No.  15)  for  the 
apportionment  of  Senators  and  Representatives  in  the  General  Assem- 
bly of  this  State. 

The  following  message  was  also  received  from  the  Senate  by  Mr. 
Morrison  their  principal  Secretary: 

Mr.  Speaker — 

The  Senate  has  passed  engrossed  bills  of  the  following  titles,  to-wit: 

No.  13 — An  act  to  establish  a  certain  state  road  therein  named,  in 
the  counties  of  Perry,  Crawford,  and  Orange; 

No.  21 — An  act  to  locate  a  stale  road  frcm  Michigan,  to  intersect 
the  road  leading  from  Frankfort  to  Lafayette,  at  Joseph  McClelland's 
farm  in  Clinton  county; 

No.  25  —An  act  to  legalize  the  official  acts  of  Josiah  Reeder; 

Also,  bills  from  the  House  of  Representatives  entitled  as  follows, 
to-wit: 

No.  3 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wabash  and  Michigan  Rail  Road  Company,  approved  February  2d, 
1832,  with  amendments. 

No-  9 — An  act  to  incorporate  the  Madison  Savings'  Institution. 

With  amendments  to  the  bills  of  the  House; 

In  which  bills  of  the  Senate  and  amendments  to  the  bills  of  the  House, 
the  concurrence  of  the  House  of  Representatives  is  requested. 

The  engrossed  bill  of  the  Senate,  named  in  said  message, 

No.  13 — to  establish  a  certain  state  road  therein  named, 

And  the  engrossed  bill  of  the  Senate,  named  in  said  message, 

No.  21 — to  locate  a  state  road  from  Michigan  town,  to  intersect  the 

road  leading  from  Frankfort  to  Lafayette,  at  Joseph  McClelland's  farm 

in  Clinton  county. 

Were  severally  re;^d  the  first  time  and  passed  to  a  second  reading  on 

to-morrow. 

The  engrossed  bill  of  the  Senate,  named  in  said  message, 

No.  25 — to  legalize  the  official  acts  of  Josiah  Reeder,  was  read  the 

first  time  and  passed  to  a  second  reading;  and, 
On  motion  of  Mr.  Edmonston, 
Was  read  a  second  time  by  its  title,  (the  rules  of  the  House  being 

dispensed  with)  and  ordered  to  be  engrossed  for  a  third  reading;  when, 
On  motion  of  Mr.  Evans, 
Said  bill  was  considered   as  engrossed  and  read  a  third  time  and 

possed,  (the  rules  of  the  House  having  been  dispensed  Tvith.) 

The  amendment  of  the  Senate,  named  in  said  message,  to  the  en- 
grossed bill  of  the  House, 

No.  3 — to  amend  an  act  entitled  an  act  to  incorporate  the  Wabash 
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and  Michigan  Rail  Road  Company,  app'd.  Feb.  2,  1832,  was  read  and 
concurred  in  by  the  House. 

On  motion  of  Mr.  Evans, 
So  much  of  said  message  as  relates  to  the  engrossed  bill  of  the  House 
No.  9 — to  incorporate  the  Madison  Savings'  Institution  was  laid  on 
the  table. 

Mr,  Ray  presented  the  petition  of  Benjamin  GrifSn  and  others,  citi- 
zens of  the  town  of  Dublin  iu  the  county  of  Wayne,  praying  an  act  to 
incorporate  said  town; 
Which, 

On  motion  of  Mr.  Ray, 
Was  referred  to  the  judiciary  committee,  without  reading. 
Mr.  Eggleston  presented  the  petition  of  Oliver  Allen  and  others, 
citizens  of  Switzerland  county,  on  the  subject  of  a  turnpike  road  from 
Vevay  in  said  county,  to  Napoleon ; 
Which, 

On  motion  of  Mr.  Eggleston, 
Was  referred  to  the  committee  on  canals  and  internal  improvements. 
Mr.  Dunning  presented  the  petition  of  Elmore  Walker  of  Monroe 
county,  on  the  subject  of  reservations  in  said  county ; 
Which, 

On  motion  of  Mr.  Dunning, 
Was  referred  to  the  same  select  committee,  to  which  was  heretofore 
referred  a  similar  petition  on  the  same  subject,  without  reading. 

Mr.  Collins  presented  the  petition  of  Patrick  Shield  and  others, 
citizens  of  Floyd  county,  praying  a  charter  for  a  Savings'  Institution 
in  the  town  of  New  Aibanv; 
Which, 

On  motion  of  Mr.  Collins, 
Was  referred  to  the  judiciary  committee  without  reading. 
Mr.   Walker  of  D.  presented  the  petition   of  Enoch  D.  John  and 
others,  citizens  of  congressional  township  No.  5,  range  one  west,  on  the 
subject  of  the  school  section  in  said  county  of  Dearborn; 
Which, 

On  motion  ofMr.  Walker  of  D., 
Was  referred  to  the  standing  committee  on  education,  without  read- 

Mr.  Eggleston  presented  the  petition  of  sundry  citizens  of  Switzer- 
land county,  praying  an  appropriation  of  five  thousand  dollars  on  the 
state  road  running  from  Madison,  through  Mount  Sterling  and  Jack- 
sonyille- toLawrenceburgh,  out  of  the  three  per  cent,  fund; 
Which, 
On  motion  of  Mr.  Eggleston, 

Was  referred  to  the  standing  committee  on  canals  and  internal  im- 
provements, without  reading. 

Mr.  Listen  presented  the  petition  of  Benjamin  McCarty  and  others; 
and  also  the  petition  of  John  Porter  and  others,  praying  the  establish- 
ment of  a  state  road,  and  also  the  re-location  of  a  state  road  therein 
Darned ;  which, 
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Od  motion  of  Mr.  Listen, 
Was  referred  to  the  standing  committee  on  reads,  withont  rending, 
Mr.  Liston  also  presented  (he  petition  of  Aaron  Putnam  and  others, 
praying  the  location  of  the  12(h  Branch  of  the  State  Bank,  within  two 
jears  from  the  28th  day  of  January,  1834; 
Which, 

On  motion  of  Mr.  Liston, 
Was  referred  to  the  committee  on  the  State  Bank,  without  reading. 
Mr.  Morris  (for  Mr.  iMcBean,  who  from   indisposition,  was  absent 
from  atlendnnce  on  this  House)  presented  the  petition  of  Samuel  Pike 
and  others,  citizens  of  the  counties  of  Miami,  Cass,  &c.,  praying  a  stale 
road  from  Peru  to  Warsaw; 
Which, 

On  molion  of  Mr.  Morris, 
Was  referred  to  the  standing  committee  on  roads,  withont  reading, 
Mr»  Liston  presented  the  petition  of  Joseph  Brown  and  others,  cit- 
izens of   Mar^shali  county,  praying  (hat  a  certain  district  of  countrj 
might  be  attached  to  said  county  of  Marshall; 
Which, 

On  motion  of  Mr.  Liston, 
Was  laid  on  the  table  without  reading. 

Mr.  Liston  presented  the  petition  of  (jrovc  Pomroy  and  others.  citU 
zens  of  the  county  of  Marshall,  praying  the  location  of  a  certain  state 
road  therein  named; 
Which, 

On  molion  of  Mr.  Liston, 
Was  referred  to  the  standing  committee  on  road?,  without  rearling, 
Mr.  Curtis  pieserjied  (he  remuns(ranre  of  Branson  Cox  and  others, 
citizens  of  Wayne  coiin(y,  against  the  petition  of  sundry  persons,  pray- 
ing a  change  ii»  (he  ?(ate  roatl  Lading  from  the  Oliio  state  line,  near 
NdW  PaiisOhio,to  Dalton,  Indiana,  heretofore  presented: 
Which, 

On  motion  of  Mr.  Curtis, 
Was  referred  to  the  same  select  committee,  to  which  said  petition 
was  referred. 

Mr.  Steele  presented  the  petition  of  Mark  Wiilii^ms  and  olher!»,  citi- 
zens  of  Parke  county,  praying  that  Rackoon  creek  might  be  declared 
a  public  higliwa}  ; 
Which, 

On  molion  of  Mr.  Steele, 
Was  referred  to  a  select  rommittre. 

Orrleredy  That  Messrs.  Steele,  Cole,  and  Templetcn  be  that  com- 
mittee. 

Mr.  Thompson  of  A.  presented  (he  memorial  of  Elias  Murray,  pray, 
ing  that  the  Canal  Commissioner  beaulhoiized  to  eell  to  hitn  ceitaia 
canal  land  therein  named; 
Which  was  read,  and, 

On  motion  of  Mr.  Thompson  of  A., 
Eeferred  to  the  comauttee  oq  canals  and  iateroal  iQipro««meat»i 
23 
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Mr.  Wilson,  from  the  committee  of  ways  and  means,  made  ^be  fol- 
lowing report: 

The  committee  of  ways  and  means  to  which  was  referrpd  the  peti- 
tion of  Wm.  Ji)hnson,  prayiftg  an  allowance  to  be  made  him  (or  the 
re-capture  of  Joremiah  Sullivan,  have  had  the  same  under  considera- 
tion  and  havo  directed  me  to  report: 

That  to  preserve  a  correct  system  of  legislation  upon  claims  it  is  pro- 
per all  such  demand?  be  tirst  referred  lo  the  itivestigaiion  of  the  com- 
mittee on  claim?,  and  therefore  report  the  petition  back  to  the  House 
for  their  disposition. 

The  petition  named  in  said  report,  was  referred  to  the  standing 
committee  on  claims. 

Mr.  Listen  from  a  select  committee,  made  the  following  report: 

The  select  committee  to  which  was  referred  the  several  petitions  of 
sundry  citizen?  of  Porter  (  ounty,  praying  for  an  alteration  of  her  boun- 
daries, and  for  the  or^rinizition  of  said  county,  have  had  the  same  un- 
der coiHideration,  and  have  directed  me  to  r»port 

A  bill  (No.  91)  to  organize  the  cooniy  of  Porter,  and  for  other  pur- 
poses, Avhich  was  read  the  Ut  limfi  and  passed  to  a  2d  reading;  when, 
Oil  motion  of  Mr.  McCarty, 

Said  bill  was  read  a  serood  time  by  its  title,  and, 
On  motion  of  Mr.  Brown, 

Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  for  to-morrow. 

Mr.  Thompson  of  L.,  from  a  select  committee,  made  the  following 
report: 

The  select  committee,  to  whom  wa*  referred  the  letter  of  Jesse  L. 
Williams,  Principal  Engineer  of  the  Wabash  and  ICrie  Canal,  request- 
ing an  investigation  iot  >  criain  ctiargps  made  against  hi?  offinal  con- 
duct, together  willi  the  petition  of  Jo'cpii  Hohnan  and  otli'-r  citiZ'tiS  of 
the  county  of  Miami,  preferring  charges  against  David  Rurr,  Canal 
Commissioner,  and  the  said  Jesse  L.  Williams,  accompanied  by  a  pub- 
lication in  the  Logan?port  Telegraph  of  date  AuguM  29th,  1  833,  giving 
notice  that  said  petition  would  be  presented,  pra^  ing  for  the  removal 
of  said  otficers  for  "speculation  and  oppression;"  and  al?o  sundry  re- 
monstrances of  citiz'Mis  residing  on  or  near  the  line  of  the  Wabash  and 
Erie  Canal,  have  had  the  same  under  consideration,  and  have  directed 
me  to  report: 

The  committee  proceeded  to  examine  the  charges  severally,  as  set 
forth  in  the  petition,  and  examined  upon  oath,  Joseph  Holman,  the  pe- 
titioner. 

The  tirst  charge  contained  in  the  petition,  is  that  the  Wabash  and 
EcieCaoal  was  located  at  ibe  ^'moutb  of  Salimona  river^  in  a  uiajioer 
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edefeat  the  design  of  nature,  with  a  view  to  speculatioD  at  Wabash 
Town,  to  the  great  injury  of  Lagro  and  its  neighborhood."  The  testi- 
mony of  Mr.  Holman,  in  relation  to  this  charge,  is,  that  the  canal  was 
laid  so  close  to  the  river,  opposite  the  dam,  as  to  leave  no  room  for  the 
use  of  the  wa(er  power  on  the  Lagro  side,  yet  it  is  not  pretended  by 
Mr.  Holman  that  the  water  power  cannot  be  u^ed  on  the  opposite  side 
of  the  river  from  Lagro,so  soon  as  .the  Indian  title  thereto,  shnli  be  ex- 
tinguished, which  event  will,  most  likely,  take  place  as  soon  as  the  coun- 
try will  require  it.  In  whatever  light,  therefore,  it  is  viewed  by  the 
committee,  it  is  ditficnit  to  perceive  hnw  a  locali-m  could  have  been 
made,  at  this  point,  with  a  view  to  benefit  VVabasii  Town,  e:=peci;»Ily  as 
it  appears  that  neither  lh;»t  town  nor  Lngro  had  heen  laid  out  when  the 
canal  was  located.  But  for  further  evidence  in  relation  thereto  the 
committee  refer  the  House  to  the  letter  of  Mr.  Voorhies,  (mark- 
ed A.) 

Charge  2(1.  Changing  the  line  below  the  mouth  of  Mississinawa, 
from  the  Prairie  route,  where  the  U.  b'.  Engineer  run  it,  to  the  river 
bank,  where  it  has  beer)  constructed. 

The  committee  are  convinced  that  the  object  which  induced  this 
chanjie,  was  to  secure  an  adequate  supply  of  water.  By  reference  to 
the  report  of  the  Cliief  EMgineer,  of  De(  ember  6lh,  1 833,  (which  was 
made  long  before  any  of  the  triinsactions,  alledged  as  the  ground  of  (hf 
charge)  il  will  be  perceived  that  a  feeder  was  then  considered  necessa 
ry,  not  far  below  (he  mouth  of  the  Mi?si?sinawa,  and  that  the  riv 
er  was  guagi-d  f.ir  this  purpose,  one  and  a  half  miles  below  that  stream, 
near  the  spot  where  the  feeder  dam  has  lieen  erected.  (Sec  report  of 
Commi-sioners  of  Dec.  2  I,  1333,  page  1 4.) 

But  for  further  and  more  conclusive  evidence  of  the  necessity  of 
Ibis  change,  the  committee  refer  the  House  to  the  letters  of  VVm, 
Gooding  (No.  1),  S  imuel  Farror,  with  corresponding  notes  of  Howard 
Slansbuiy  and  Kranci*  Cleveland  (No.  2).  William  H.  Priee  (No.  3),  J. 
Ridgeway  and  Nathaniel  iMedbury(No.  4,)  and  from  J.  B.  .lervis  (No, 
5),  the  last  of  which  letters  was  writ  ten  long  previous  to  the  location 
uf  tliis  line,  in  answer  to  an  olfiriHl  letter  from  the  enj^ineer. 

Charge  Srd. —  That  a  dam  was  built  near  Peru,  on  a  sand  bottom, 
when  a  rock  bottom  conld  be  found  three  or  four  miles  below. 

The  refutation  of  this  charge  might  be  found  in  the  answer  given  to 
the  last  one,  which  shows  a  feeder  to  be  necessary  as  hiyh  up  as  prac- 
ticable. But  to  show  the  assertion,  ihnl  the  r/nm  is  built  on  a  snnd  bot- 
tom^ to  be  incorrect,  the  committee  refer  the  House  to  the  alKdavit  of 
John  P.  Ferry,  (No.  6)  and  the  letter  of  L.  Fisher,  (No.  7.) 

The  principle  which  governed  the  location  of  the  dam,  appears  to 
the  committee  to  be  this,  viz:  to  introd'ice  the  feeder  at  the  first  point 
after  passing  the  MissisS'.newd,  where  a  good  bottom  could  be  found 
for  a  dam. 

Charge  4th. — That  the  Canal  has  been  improperly  located  at  Mi- 
amispori,  in  running  through  the  lots  of  the  town,  and  across  the  fields 
of  Holman  and  Rayburn,  when  an  equally  cheap  location  could  be  had 
aloog  the  bank  of  the  river. 
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This  charge  the  commitfee  have  examined  wifh  much  caution,  and 
refer  the  H'Xise  to  the  e?tim;i(e  and  letter  o(  Mr.  Fisher,  (No.  7)  in 
which  i(  will  be  [»crceivecl  that  (he  adopted  line  is  /jie  tliains  shorter 
than  Ihe  tiver  line,  and  is  estimated  to  cost  §4,333  50  Ics?,  and  ran  be 
cnnstructed  with  an  averfige  excavation  of  6  90  feet  deep,  whereas, 
upnn  the  river  line  the  average  excavation  is  9  50  feet.  (See  letter 
of  Mr.  Fisher,  No.  7.)  Upon  this  point  Mr.  Hotm^tn  admitted  th^t  the 
Adopted  line  was  the  shoiler  of  the  two,  but  seemed  to  think  that  the 
Entiineer  had  evidenced  a  disposition  to  destroy  the  tcv/n  of  Mi;imi9- 
port  ftr  the  pnrpose  of  buiidinq;  up  aofj  increasintj  the  value  of  pro- 
perly in  the  town  of  l*erii.  Tiiis  con(  Insion  he  c;tme  to  from  the  fact 
that  Mr.  Williams  was  one  of  thp  proprietors  of  the  town  of  Pi-ru.  The 
commitiee  however,  from  the  vvholrof  Mr.  IIolmaii''s  leslirnony,  could 
not  avoid  Ihc  conc!u?ion  that  no  feeling  of  personal  interest  was  mani- 
fested in  the  conduct  of  the  engineer  in  the  loraiion  of  the  canal  at 
this  point,  but  that  he  was  influenced  by  an  entire  regard  for  the  se- 
lection of  the  best  route,  and  the  promotion  of  the  interest  of  the  state. 
His  interest  in  the  town  of  Peru  couhl  not,  certainly,  have  operated  up- 
on the  location,  as  it  was  acquired  after  the  line  was  run  and  estab- 
lished. 

Chmge.  bth. — That  the  canal  was  improperly  located  through  the 
farm  of  Jesse  L.  \Villiams,  destroying  two  state  road  bridges. 

For  evidertce  that  Ihe  canal  is  properly  located  at  this  point,  the  let- 
ter of  Mr.  Fi?her,  with  concuriing  note  of  Mr.  Goodifig.  (No.  7)  are 
conclu-ive.  The  excavation  through  the  farm  of  Mr.  Williams  is 
much  less  than  upon  any  other  route  that  could  be  procured  in  the 
neighborhood;  and  the  commitiee  know  of  iio  reason  why  the  chief 
engineer  shoulu  have  changed  the  course  of  tlie  canal  to  a  route  of 
much  augmented  cost,  because  he  owned  land  upon  its  margin. 

Charge  Glh. — Building  a  culvert  on  Mr.  AViiliams'  farm  for  his  spring. 

Tiiis  culvert  was,  built  at  the  expense  of  Mr.  Williauis,  as  \^ill  ap- 
pear from  the  depo-ition  of  V.  Armiiage.  (No.  8)  and  his  receipt  (No. 
9.)     See  also  Mr.  Fisher's  letter  above  referred  to. 

The  comnMliee  has  thus  recapitulated  the  charges  in  the  petition, 
«pon  neither  of  whirh  was  the  testimony  of  Mr.  Holman  conclusive. 
Th3  committee  think  that  Mr.  Williams,  so  far  as  any  developementg 
have  been  made  during  their  investigation,  has  always  manifested  an 
a'-xirty  to  accommodate  the  land-holders  or  proprietors  as  far  as  the 
interest  of  the  slate  could  permit.  As  evidence  of  tbis,  the  committee 
refer  the  House  to  the  testimony  of  L.  B.  Wilson,  (No.  10.) 

The  House  i<  so  well  acquainted  with  the  professional  standing  of 
the  several  engineers,  whose  opinions  are  referred  to  in  this  report, 
that  any  lengthened  remarks  on  this  point,  may  be  deemed  supeifluous. 
By  reference  to  the  Ohio  Canal  R«  ports,  it  will  be  seen  that  Mr.  Far- 
rcr,  Mr.  Price,  Mr.  Ridgeway,  and  Mr.  Medbury,  have  stood  at  the 
head  nf  canal  operations  in  that  slate,  since  1825.  iMr.  Jarvis  is  now 
one  of  the  principal  engineers  of  the  state  of  New- York.  All  the  oth- 
er gentlemen  are  in  the  service  of  this  state,  and  their  qualifications 
are  fully  known.     The  committee  may  here  remark,  that  upon  que*- 
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tions  of  location,  like  those  presented  in  this  investigation,  no  testimo- 
ny  can  be  so  important  or  so  ronclnsive  as  the  professional  opinions  of 
expeiiiMiccH  and  competent  engineers. 

The  commi'tee  thercforp,  taking  into  consideration  all  the  facts 
set  forth  in  the  petilion,  (n'g.udk'es  of  the  iinmens:ely  lirger  num- 
ber of  individual  who  have  signed  the  remonstrances)  and  even  a'lmit- 
ting  the  testimony  of  Mr.  Holemnn  to  have  been  substantially  support- 
ed, have  directed  me  to  lay  before  the  House  of  Representatives,  for 
their  adoption,  the  following  resolution: 

Resolved,  That  the  roniiuct  of  David  Burr,  Canal  Commissioner, 
and  Je.A?e  L.  Williams,  Principal  Engineer  on  the  Wabash  and  Erie 
Canal,  have  been  such  as  is  consistent  with  the  strictest  integrity  as 
pubhc  otliccrs  and  private  citizens,  and  influenced  by  an  anxiety  for  the 
welf.ire  of  the  state. 

Which  was  read  and  unanimously  concurred  in  by  the  House. 

Mr.  Hainiaman  moved  to  print  1000  copies  of  said  report: 

Which  motion  was  decided  in  the  negative. 
On  motion  of  Mr.  Stapp, 

The  engrossed  bill  (No.  9)  with  amendments  of  the  Senate  thereto, 
to  incorporate  the  Madison  savings  institution,  was  taken  from  the  ta- 
ble; when. 

On  motion  of  Mr.  Stapp, 

The  amendment  of  the  Senate,  by  adding  a  17th  section  to  said 
bill  was  amended,  and  then  said  amendments  of  the  Senate  as  amend- 
ed were  concurred  in. 

Ordered.  That  (he  clerk  inform  the  Senate  of  the  amendment  of  the 
House  to  the  amendment  of  the  Senate  to  said  bill,  and  ask  their  cc  n- 
currence  therin. 

Mr.  Liston  presented 

A  bill  (No.  93)  to  amend  the  act  entitled  an  act  to  incorporate  the 
Michigan  City  and  Kankakee  rail  road  company; 

Which  was  read  the  lirst  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Vandeveer  presented 

A  bill  (No.  91)  to  repeal  the  act  entitled  an  act  for  assessing  and  col- 
lecting the  revenue,   approved  Feb.  10,  1831,  and  for  other  purposes; 

Which  was  read  the  lirst  time,  and  passed  to  a  second  reading, 
When, 
On  motion  of  Mr.  Vandeveer. 

The  rules  of  the  House  were  dispensed  with,  and  said  bill  was  read  a 
second  time.     When, 

On  motion  of  Mr.  Vawter, 

Said  bill  was  amended  and  considered  as  engrossed,  and  read  a  third 
time  and  passed,  the  rules  of  the  House  having  first  been  dispensed 
with. 

Mr.  Willett  moved  to  amend  the  title  of  said  bill  by  inserting  after 
the  word  repeal,  the  word  "apart;" 

Which  motion  was  decided  in  the  affirmative, 


Ordered,  That  the  clerk  carry  it  to  the  Senate  and  aik  their  concar- 
rence  therein. 
And  the  Houise  adjourned. 


2  •\lock,  P.  M. 

The  House  met. 

Mr.  Chamberlain,  from  a  select  committeef  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  92)  to  organize  Kosciusko  county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency,  the  Governor,  to  report  to  the  House 
of  Representatives  the  bills  approved  Jan.  2,  1836,  entitled  as  follows: 

No.  13 — An  act  to  extend  the  time  of  returning  to  the  Clerks  of 
the  several  counties,  and  the  Auditor  of  State,  assessments  of  property 
under  the  revonue  law  of  1^35; 

No.  IC — An  act  (o  locate  a  state  road  in  Dearborn  county  from  the 
(own  of  Dillsborough  to  Aurora; 

No.  6 — An  act  authorizing  Joseph  D.  Clark,  a  minor,  to  sell  real 
estate; 

No.  18 — to  establish  as  a  state  road,  the  county  road  from  Jasper 
via  Portersville  and  Smith's  ferry  on  the  cast  fork  of  White  river  to 
W.ishington  in  Daviess  county; 

]^o.  [9 — An  act  to  legalize  the  proceedings  of  the  commissioner  of  a 
certain  state  road  therein  named; 

No.  4— An  act  to  relocate  a  state  road  in  the  county  of  Orange, 
from    Orleans  to  Geo.  French's; 

No.  5 — A  joint  resolution  relative  to  the  payment  of  postage; 

No.  VI — A  joint  resolution  relative  to  pre-emptions  tosetlers  on  the 
public  lands  of  the  United  States,  within  the  state  of  Indiana; 

And  also  the  following,  approved  l23d  Dec.  1835: 

No.  11 — A  joint  resolution  on  the  subject  of  maps. 

Mr.  Craig  of  M.,  from  a  select  committee,  made  the  following  re- 
port: 

Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  Joshua 
Taylor  and  others,  citizens  of  Morgan  county  praying  a  change  in  a 
etate  road,  and  also  the  remonstrance  of^Hiram  T.  Craig  and  otberf, 
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agninJt  said  change,  have  had  the  same  under  consideration,  and  hare 
directed  me  to  report  that  it  is  inexpedient  to  legislate  on  that  subject, 
and  beg  leivc  to  be  discharged  from  the  further  consideration  of  the 
same. 

On  motion  of  Mr.  Moore, 

The  petition  named  in  said  report  and  remonstrance  were  recommit- 
ted *.o  the  standing  committee  on  roads. 

Mr.  Armstrong  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  on  canals  and  internal  improvements, 
be  insirucled  to  incorporate  in  (he  bill  for  internal  improvements,  a 
provision  that  this  state  shall  make  a  rail  road  from  Indianapnli!!,  via 
Franklin,  to  Columbus  or  Rockford,  or  to  any  point  between  said  last 
mentioned  points,  which  in  the  opinion  of  the  Board  of  Internal  Im- 
provements, would  be  more  expedient  for  diverging  to  Madi?on,  and 
J^flTersonville,  and  whenever  either  the  JefTersonville  or  Madison  Rail 
Road  Company  shall  hive  subscribed  and  secured  to  the  state,  an 
amount  equal  to  one-half  ihe  sum  requisite  to  mnke  a  branch  rail  road 
from  such  diverging  point,  either  to  Madison  or  Jeffersonville,  then  the 
Board  of  Internal  Improvements  to  take  on  the  part  of  the  state,  the 
remaining  half  of  the  stock  on  such  line,  the  work  on  the  part  of  (he 
state,  not  to  be  commenced  until  the  part  required  to  be  made  by  the 
company,  shall  in  the  opinion  of  said  board,  be  in  such  a  state  of  ior- 
wardne?s  as  lo  justify  the  commencement  on  the  part  of  the  state. 
On  motion  of  Mr.  Morris, 

Said  resolution  was  amended  by  inserting  after  the  word  "instruct- 
ed" "to  inquire  into  the  expediency  of;" 

And  then  said  resolution  as  amended  was  adopted. 
On  motion  of  Mr.  Evan?, 

Mr.  Armstrong  was  added  to  the  committee  on  canals  and  internal 
improvements. 

On  motion  of  Mr.  Eggleston, 

Resolved^  That  (he  committee  on  canals  and  internal  improvements 
be  instruited  to  inquire  into  (he  expediency  of  allowing  (he  Lawrence* 
burgh  and  M  idison  R  lil  Road  Companie-,  the  credit  of  the  slate  to  bor» 
row  the  sum  of  §500,000  each,  on  condition  that  thvy  pay  to  the  State 
a  bonus  of  510,000  each, and  anthorizii  g  the  appliraiion  of  said  bonus 
to  the  mnslruction  of  a  turnpike  road  from  Vevay  to  Napoleon. 
O  1  motion  of  Mr.  Miller, 

Resolved^  That  the  rommiiiee  on  military  affair?  be  instiucted  to  in= 
quire  ir.to  the  expediency  of  mnkina  it  the  duty  of  all  persons  who 
may  con-ent  to  run  as  a  candidate  for  any  office  in  the  militia  of  this 
state,  sh;«ll  on  the  presentment  of  his  rommission,  refuse  or  neglect  to 
take  the  oath  agreeable  to  law,  shall  pay  a  penalty  of  seme  ceitain 
amount,  wiih  leave  to  report  by  bill  or  otherwisje, 

Mr.  Viwter  moved  that  the  rules  of  the  House  be  dispensed  with, 
and  that  the  House  now  resolve  iistif  into  a  committee  of  the  whole, 
on  the  hill  [No.  81]  amendalary  ofan  act  entitled  an  act  establishioga 
State  Bank,  approved  Jan.  28,  1834; 

Which  motion  was  decided  In  the  affirmative; 
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Mr.  Smith  of  R.  being  called  to  the  Chair, 
And  after  some  time  spent  therein, 
The  Speaker  resumed  the  Chair,  and 

Mr.  Smith  reported  said  bill  to  the  House  with  amendments, in  which 
he  asked  the  concurrence  of  the  House; 
And  before  the  question  thereon  v/as  put, 
The  House  adjourned. 


TUESDAY,  January  5, 1836. 


The  House  met. 

While  the  journal  was  being  made,  Mr.  Morris  moved  to  correct  the 
same  by  embracing  in  it  the  letters  reported  as  evidence  by  the  select 
committee  appointed  to  investigate  the  charges  against  David  Burr, 
Canal  Coinmissioner,  and  Jesse  L.  Williams,  Principal  Engineer  of 
the  Wabash  and  Erie  Canal; 

Which  motion  was  decided  in  the  negative, 
Whereupon, 

Mr.  Lision  moved  to  re-consider  the  vote. 

And  before  the  question  thereon  was  put, 

Mr.  Willett  contended  that  the  remainder  of  the  journal  should  be 
read  before  the  question  on  the  amendment  was  taken, 

When  the  Speaker  decided. 

That  the  motion  to  amend  any  part  of  the  journal  which  had  been 
read,  was  in  order,  before  the  reading  of  the  residue  of  the  journal,  and 
that  the  same  was  debatable; 

From  which  derision  of  the  Chair, 

Mr.  Willett  appealed, 

And  the  question  being  put. 

Is  the  dec.sion  of  the  Chair  correct? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bennett,  Boono,  Brown,  Bryan,  Bur II,  Carnan, 
Carr,  Chamberlain,  Chambers,  Clark  of  Wayne,  Clark  of  Wa^h.,  Cole, 
Collins,  Craig  ofM.,  Curtis,  Davis,  Dunning,  Edinonst<>n.  Edward?, 
EiiJileston,  Evans,  Graham,  Gregg,  Hannaman,  Harrow,  Harri.-',  How- 
ard, Howell,  Hubbard,  Huntington,  Jackson,  Johnston,  Junes,  Jap  of 
Bartholomew,  Lee  o(  M.  and  C,  Liston,  Marry,  Mason,  McCariy,  Mil- 
ler, Moore,  Morris,  Murray,  Myers,  Nave,  Phelp*,  Posey,  Ray,  Ris- 
tine,  Smith,  Slapp,  Steele,  Storm,  Strain,  Templelon,  Thonripson  of 
Allen,  Thompson  of  Johnson,  Thompson  of  L<awrence,  Vaudeveer, 
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Vftwter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  Wilgou,  and 
Zenor — 65, 

And  those  who  voted  in  the  negative  artf 

Messrs.  Craig  of  P.,  Cushman,  and  Willett — 3. 

And  so  the  decision  of  the  Chair  wrs  sustained. 

And  the  question  then  being  put  on  the  motion  to  re-consider. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messr?.  Armstrong,  Bennett,  Brown,  Bryan,  Buell,  Carnan,  Cham- 
berlain, Chiles,  Claik  of  Wayne,  Craig  of  M.,  Curti?,  Cushman,  Da- 
vi?,  Edwardf,  Evaii?,Graham,  Gretig.  H-mnnman,  Hubbard.  Jackson, 
Johnston,  Jones,  Lislon,  Macey,  Ma?nn,  INlcCaity,  Morii?,  Ray,  Ris- 
tine  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L., 
Vawter,  Walker  of  D.,  Walker  of  S.,  Whitman,  and  Smith,  Speak- 
er—38. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bardwell,  Boone,  Carr,  Chambers,  Clark  of  Washington, 
Cole,  Collins,  Craig  of  P.,  Dimning,  Edmonston,  Eggleslon,  Harrow, 
Hani*,  Howard,  Howell,  Hickleherry,  Huntington,  Lee  of  B..  Lee 
of  M.  and  C  Miller,  Moore,  Murray.  M.ver?,  Nave,  Phelps,  Po?ey, 
Smith,  Siapp,  Steele,  Storm,  Strain,  Vandeveer,  Watt,  Willett,  Wil- 
son, and  Zenor — 36. 

And  so  said  vote  was  re-considered. 

And  the  question  then  recurring  on  the  motion  to  correct  the  jour- 
nal by  embracing  therein  the  letters  as  aforesaid, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bennett,  Brown,  Bryan,  Buell,Carnan,  Chamberlain,  Chile?, 
Clark  of  Wayne,  Ciaicr  of  M.,  Curti?,  Cushman,  Davi?-,  Edwarrfs,  Ev- 
ans, Grahann,  Gregc,  Hannaman,  Hubbard,  Ji)hnston,  Liston,  Macey, 
Mason,  McCarty,  Monis,  Ray,  Risline,  Templeton,  Thompson  of  A., 
Thompson  of  L.,  Vawter,  Whitman,  and  Mr.  Speaker — 32, 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Boone,  Carr,  Chambers,  Clark  of 
Washington,  Cole,  Collins,  Craig  of  P.,  Dunning,  Edmonston,  Eggle- 
fiton,  Harrow,  Harris,  Howard,  Huckleberry,  Huntington,  Jone;!,  Lee 
of  B.,  Lee  of  M.  and  C,  Miller,  Moore,  Murray,  Myers,  Nave,  Pheip?, 
Posey,  Smilli,  Stapp,  Sieele,  Storm,  Strain,  Thompson  of  J.,  Vande- 
veer, Walker  of  D.,  Walker  of  S.,  Watt,  Willett,  WilsoQ,  aod  Ze- 

fior«^0.  ,  „. 

U 
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And  so  said  motion  vna  decided  in  the  nerati?e. 
The  reading  of  the  journal  v/as  then  concluded. 
And  the  House  adjourned. 


2  o'clock^  F.  11, 

The  House  met. 

Mr.  Cole  presented  the  petition  of  Christopher  C.  Hiddle,  and  oth- 
erS)  citizens  of  Vermillion  county,  praying  the  location  of  a  state  road 
commencing  at  the  centre  of  the  south  east  qr.  of  section  15,  township 
15,  range  10  west,  and  running  from  thence  to  the  town  of  Clinton; 
and  also  the  remonstrance  of  Elijah  Taylor  and  ethers  of  said  county 
of  Vermillion,  against  the  aforesaid  petition; 
Which, 
On  motion  of  Mr.  Cole, 

Were  referred  to  the  standing  committee  on  roads,  without  reading. 

Mr.  Thompson  of  A.  presented  the  petition  of  Joseph  Holman,  for 
himself,  and  on  behalf  of  the  citizens  of  Miamisport,  praying  certain 
relief; 

Which  was  read  and  referred  to  the  committee  on  claims. 

Mr.  Phelps  presented  the  petition  of  E.  Matthews  and  others,  citi- 
zens of  the  counties  of  Floyd,  Harrison,  Crawford,  Pike,  Dubois,  and 
Gibson,  praying  an  appropriation  on  a  certain  state  road  therein  named; 
Which, 
On  motion  of  Mr.  Phelps, 

Was  read  and  referred  to  the  standing  committee  on  canals  and  in- 
ternal improvements. 

Mr.  Buell  presented  the  petition  of  John  Stephenson,  praying  an 
act  to  regulate  him  and  the  attendants  on  his  lunatic  asylum, 
Which, 
On  motion  of  Mr.  Buell, 

Was  read  and  referred  to  a  select  committee. 

Ordered^  That  Messrs.  Buell,  Davis,  and  Chamberlain  be  that  com- 
mittee. 

Mr.  Wilson  from  the  committee  of  ways  and  means,  to  which  was 
referred  a  resolution  on  that  subject,  reported  the  following  bills,  viz: 

A  bill  [No.  95]  to  amend  an  act  entitled  an  act  organizing  the  su- 
preme court  and  defining  its  powers,  approved  January  17lh,  1831; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispens- 
ed with);  when, 

Mr.  Willett  moved  to  lay  it  on  the  table; 

Which  motion  was  lost. 

Mr.  Stapp  moved  to  amend  said  bill  so  as  to  provide  that  the  sala- 
ries of  said  judges  commence  from  and  after  the  first  day  of  April  next, 
and  that  the  act  take  effect  and  be  in  force  from  and  after  its  passage. 

Mr.  Thompson  of  L.  moved  to  amend  said  proposed  amendment,  as 
that  the  salaries  of  said  judges  commence  from  and  after  the  1st  day 
of  January,  1836; 


Which  motion  was  lost. 

And  the  question  then  recurring  on  the  first  proposed  Bmendment, 
was  decided  in  the  affirmative;  when, 
On  motion  of  Mr.  Huckleberry 

Said  bill  was  laid  on  the  table. 

A  bill  [No.  96]  to  amend  an  act  entitled  an  act  organizing  circuit 
courts  and  defining  their  powers  and  duties,  approved  February  24th, 
1831; 

Which  was  read  the  first  time  and  passed  to  a  second  reading;  when, 
On  motion  of  Mr.  Evans, 

Said  bill  was  read  the  second  time  by  its  title,  (the  rules  of  the  Huoaa 
having  been  first  dispensed  with.) 

Mr.  Clark  of  Washington  then  moved  to  indefinitely  postpone  the 
further  consideration  of  said  bill;  and 

Before  the  question  thereon  was  put, 
On  motion  of  Mr.  Howell, 

Said  bill  was  laid  on  the  table. 

Mr.  Eggleston  moved  to  dispense  with  the  rules  of  the  House  and 
take  from  the  table,  the  bill  [No.  95]  to  amend  an  act  entitled  an  act 
organizing  the  supreme  court  and  defining  its  powers,  approved  Jan. 
1?;  1831; 

Which  motion  did  not  prevail. 

Mr.  Ray  from  the  judiciary  committee,  to  which  was  referred  the 

Bill  [No.  90]  to  incorporate  the  town  of  Vevay,  reported  the  same 
to  the  House  without  amendment. 

Ordered^  That  said  bill  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Wilson  from  the  committee  of  ways  and  means  made  the  follow- 
ing report: 

Mr.  Speaker — 

The  committee  of  ways  and  means,  to  which  was  referred  so  much 
of  the  Governor's  message  as  relates  to  raising  the  salary  of  the  Gover- 
nor and  other  officers  therein  named,  have  had  the  same  under  con- 
sideration and  directed  me  to  report: 

That  for  the  reason  of  the  committee  having  acted,  and  reported  on 
so  much  of  the  resolution  as  relates  to  raising  the  salary  of  the  officers 
therein  named,  and  the  fact  of  no  recommendation  being  made  in  the 
Governor's  message  for  raising  the  salary  of  Governor,  they  are  of  opin- 
ion that  legislation  on  this  matter  is  inexpedient. 
On  motion  of  Mr.  Willett, 

Said  report  and  resolution  was  referred  to  a  select  committee. 

Ordered^  That  Messrs.  Willett,  Evans,  and  Stapp,  be  that  com- 
mittee. 

Mr.  Eggleston  from  the  judiciary  committee,  to  which  was  refer- 
red the 

Bill  [No.  11]  to  incorporate  the  Newport  Steam  Mill  Company)  re- 
ported the  same  back  to  the  House  without  amendment. 
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Ordered,  That  said  bill  be  engrossed  and  read  a  Ihird  time  on  to* 
morrow, 

Mr.  liiston  from  Ihe  judiciary  commiltee,  to  which  was  referred  the 

Bill  (No.  74)  to  incorporate  the  Laporte  Canal  and  Rail  Road  com- 
pany, reported  the  same  to  the  House  with  one  amendment, 

Which  was  read  and  concurred  in  by  the  House. 

When  said  bill  was  ordered  to  be  engrossed  and  read  a  third  time 
to-morrow. 

Mr.  Evans  from  the  committee  on  canals  and  interna!  improvements, 
to  which  was  referred  the 

Bill  (No.  )  authorizing  a  loan  for  the  improvement  of  state  roads 
and  pledging  the  3  per  cent,  fund  for  the  payment  thereof,  reported  the 
same  to  the  House  without  amendment. 

Mr.  Huntington  moved  to  commit  said  bill  to  a  committee  of  the 
whole  House  and  make  it  the  order  of  the  day  for  to-morrow. 

Mr.  Howell  moved  to  amend  said  motion  by  referring  said  bill  to  a 
select  committee; 

Which  motion  was  lost. 

And  the  question  then  recurring  on  the  motion  to  commit  to  a  com- 
mittee of  the  whole,  was  decided  In  the  affirmative. 

Mr.  Johnston  from  the  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  97)  to  change  ihe  name  of  the  town  of  Greensboro  in 
Franklin  county,  to  that  of  Blooming  Grove; 

Which  was  three  times  read  and  passed  (the  rules  of  the  House  hav- 
ing been  di^^pensed  with.) 

Ordered^  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate,  and  ask  their  concurrence  therein. 

Mr.  Ri*iine  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  fuhjf'Cf,  reported 

A  bill  (No.  98)  io  change  the  name  of  the  town  of  Somerset ; 

"Which  was  read  the  tirst  time  and  passed  to  a  second  reading; 
Whe!), 
On  motion  of  Mr.  Willett, 

Said  bill  was  read  a  second  time  by  its  title,  (the  rules  of  the  House 
haviog  been  dispensed  with)  and  ordered  to  be  engrossed  and  read  a 
third  time  to  morrow. 

Mr.  Steele  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  99)  declaring  Big  Rackoon  in  the  county  of  Parke,  a  pub- 
lic higimay; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

On  motion  of  Mr.  Huntington, 

The  previous  orders  of  the  day  were  for  the  present  postponed,  and 

The  bill  (No.  8!)  amendatory  of  an  act  establishing  a  State  Bank, 
approved  January  28,  1834,  was  taktMi  up  and  considered; 

And  the  question  peiiding  before  the  House  when  it  adjourned  on 
J^esterday  evening,  oa  coocurring  in  the  amendments  proposed  to  said 
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bill  by  committee  of  the  whole,  being  put,  the  1st  and  2d  amendments 
were  concurred  in  by  the  House; 

And  the  question  was  then  put,  will  the  House  concur  in  the  third 
proposed  amendment  to  the  9lh  section  of  said  bill? 

Which  reads  as  follows: 

That  the  counties  of  Elkhart,  Lagrange,  and  Kosciusko,  be  included 
In  the  12th  branch  district; 

And  the  ayes  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Bryan,  Buell,  Chamberlain,  Chambers,  Chiles, 
Clark  of  Washington,  Cole,  Craig  of  P.,  Davis,  Dunning,  Evans,  Gra- 
ham, Hannaman,  Harrow,  Harris,  Johnston,  Lee  of  B.,  Liston,  Mason, 
Moore,  Murray,  Myers,  Nave,  Phelps,  Ristine,  Steele,  Strain,  Tem- 
pleton,  Thompson  of  A.,  Vandeveer,  Vawter,  Willett,  Wilson,  Zenor, 
and  Mr.  Speaker — 36. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Brown,  Carnan,  Carr,  Clark  of  Wayne, 
Collins,  Craig  of  M.,  Curtis,  Cushman,  Edmonston,  Edwards,  Eggle- 
ston,  Gregg,  Howard,  Howell,  Hubbard,  Huckleberry,  Huntington, 
Jackson,  Jones,  Lee  of  M.  &  C.,Macey,  Morris,  Posey,  Ray,  Stapp, 
Storm,  Thompson  of  J.,  Thompson  of  L.,  Walker  of  D.,  Walker  of 
S.,  Watt,  and  Whitman— 34. 

And  so  said  amendment  was  adopted. 

And  ihe  4th  amendment  proposed  to  said  bill  was  also  concurred  in 
by  the  House. 

Mr.  Buell  then  moved  to  amend  the  6th  section  of  said  bill  bystrik- 
inej  out  the  word  "individual,"  and  insert  in  lieu  thereof  the  word 
"State;" 

Which  motion  was  lost. 

Mr.  Nave  moved  to  further  amend  said  bill  by  striking  out  the  2d 
section;  ,    , 

Which  motion  was  also  negatived. 

Mr.  Willett  moved  to  amend  the  1st  section  of  said  bill  by  striking 
out  afler  the  words  ''two  hundred"  the  word  "fifty;" 

Which  motion  was  decided  in  the  negative. 
On  motion  of  Mr.  Buell, 

Said  bill  was  considered  as  engrossed  and  read  a  third  time, 

And  the  question  was  then  put,  shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  arcj 

Messrs.  Bard  well,  Bennett,  Boone,  Brown,  Buell.  Carnan,  Carr,  Cham- 
berlain, Chambers,Chiles,  Clark  of  Wayne,  Claik  of  Washington,  Colp, 
Collins,  Craig  of  P.,  Curtis,  Cushnaan,  Davis,  Dunning,  Edwards,  Eg- 
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gleston,  Evans,  Graham,  Gregg,  Hannaman,  Harris,  Howard,  Howell, 
Hubbard,  Huntington,  Jackson,  Johnston,  Jones,  Lee  ofB.,  Lee  of  M,* 
and  C,  Listen,  Macej,  Mason,  Morris,  Murray,  Myers,  Ray,  Ristine, 
Stapp,  Steele,  Storm,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whit- 
man, and  Mr.  Speaker — 56. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bryan,  Craig  of  M.,Edmonston,  Harrow,  Huck- 
leberry, Moore,  Nave,  Phelps,  Posey,  Smith,  Strain,  Vandeveer,  Wil- 
lett,  Wilson,  and  Zenor— 16* 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  (o 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bill  which  origi- 
nated in  the  House  of  Representatives  of  the  following  title,  to-wit: 

No.  3 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wabash  and  Michigan  Rail  Road  Company,  app'd.  Feb.  2,  1832; 

And  find  the  same  truly  enrolled. 

Mr.  Johnston  from  the  joint  commitee  on  enrolled  bills  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  joint  resolu- 
tion which  originated  in  the  Senate  of  the  following  title,  to-wit: 

No.  4 — A  joint  resolution  on  the  subject  of  the  admission  of  Michi- 
gan Territory  into  the  Union; 

And  find  the  same  truly  enrolled. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Gecre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  the  engrossed  bill  of  the  House  of  Repre- 
sentatives, 

No.  52 — Entitled  an  act  to  incorporate  the  Madison  "Water  and  Man- 
ufacturing company,  with  amendments; 

In  which  amendments  the  concurrence  of  the  House  of  Represen- 
tatives is  requested. 

Which  said  amendments  were  read  and  concurred  in  by  the  House. 

Mr.  Mason  presented 

A  bill  (No.  100)  to  suppress  gaming; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with);  when, 

Mr.  Evans  moved  that  the  rules  be  further  dispensed  with,  and  that 
said  bill  be  read  a  third  time  now; 

And  before  the  question  was  put  thereon, 

Mr.  Httntington  moved  said  bill  be  committed  to  the  judiciary  com- 
mittee; 
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Which  was  decided  in  the  ne^Rtivc;  ^Then, 

On  motion  of  Mr.  Evaas, 
Said  bill  v^as  coramitled  to  a  committee  of  the  T7hoie  and  made  the 
order  ofthe  day  on  to-morrow. 
The  House  adjourned. 


WEDNESDAY,  January,  6, 183G. 

Mr.  Thompson  of  L,,  presented  the  petition  of  John  Miiroy,  pray- 
ing; that  a  certain  act  of  the  Sheriff,  of  the  county  of  Lawrence  may 
be  legalized. 
Which, 
On  motion  of  Mr.  Thompson  of  L., 

Was  referred  to  the  judiciary  committee  without  reading. 

Mr,  Storm  presented  the  petition  of  Andrew  Slinkard,  commission- 
er of  SHnkard's  creek  bridge,  on  the  subject  of  said  bridge; 

Which  was  read,  and, 

On  motion  of  Mr.  Storm, 

Referred  to  the  committee  on  roads. 

Mr.  Howard  presented  the  remonstrance  of  Thomas  Cole  and  others, 
citizens  of  Dearborn  and  Switzerland  counties,  remonstrating  against 
the  location  of  a  certain  state  road  therein  named; 
Which, 
On  motion  of  Mr.  Howard, 

Was  referred  to  the  same  select  committee  to  which  a  petition  on 
the  same  subject  was  heretofore  veferred  without  reading. 

Mr.  Jones  presented  the  petition  of  Ehzabeth  Hatfield,  of  Daviess 
county,  praying  the  passage  of  an  act  divorcing  her  from  her  husband 
Battle  M.  Hatfield; 

Which  was  read,  and,  .  /.   ,    , 

On  motion  of  Mr.  Jones, 

Referred  to  a  select  committee. 

Ordered,  That  Messrs.  Jones,  Nave,  and  Edmonston,  be  that  com- 
mittee. 

Mr.  Ray,  from  the  judiciary  cemmittee,  to  which  was  referred  a  reso- 
to  tion  on  that  subject,  reported 

A  bill  (No.  101)  to  amend  an  act  entitiled  an  act  to  license  and 
regulate  taverns  and  groceries,  approved  Feb.  3, 1832. 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to  morrow. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bill  which 
originated  in  the  House  of  Representatives  of  the  following  title,  to-wit: 
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No.  52 — An  act  to  incorporate  the  Madison  Water  and  Manufactur- 
ing company. 
And  find  the  same  truly  enrolled. 

Mr.  Stapp,  from  thejudiciary  committee,  to  which  was  referred 
The  bill  (No.  4'2;  to  authorize  the  service  of  Subpoena  by  copy; 
Made  the  following  report: 

Mr.  Speaker — 

The  judiciary  committee  to  which  was  referred  a  bill'to  authorize 
the  service  of  subpoenas  by  copy,  have  had  the  same  under  considera- 
tion, and  have  directed  me  to  report  the  same  to  the  House  with  the 
following  resolution; 

Resolved^  That  said  bill  be  indefinitely  postponed. 

And  on  the  question  being  put  on  the  adoption  of  said  resolution, 

It  was  decided  in  the  negative. 

On  motion  of  Mr.  Huntington, 

Said  bill  was  amended  by  adding  an  adititional  section  thereto. 
When, 
On  motion  of  Mr.  Evans, 

Said  bill  was  considered  as  engrossed,  read  a  third  time  and  passsed. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Huckleberry,  from  thejudiciary  committee,  to  which  was  refer- 
red a  resclulion  on  that  subject,  reported 

A  bill  (No.  102)  to  amend  an  act  for  the  relief  of  the  poor,  approved 
Feb.  10,  1831; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with)  and  ordered  to  be  engrossed,  and  read  a  third  time  on  to- 
morrow. 

Mr.  Ray,  from  thejudiciary  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  103)  to  incorporate  the  the  town  of  Dublin; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Howell,  from  the  select  committee,  to  which  was  referred  the 
engrossed  bill  of  the  Senate, 

No.  12 — to  continue  in  force  an  act  for  the  benefit  of  persons  who 
are  likely  to  suffer  by  the  destruction  of  the  records  of  Parke  county, 
approved  Dec.  28,  1832,  and  also  an  act  amendatory  thereto,  approved 
Jan.  8,  1834,  reported  the  same  back  to  the  House  with  one  amend- 
ment; 

W^hich  was  read  and  concurred  in  by  the  House,  and  then  said  bill 
as  amended  was  ordered  to  be  engrossed  and  read  a  third  time  on  to- 
morrow. 

Mr.  Walker  of  D.,  from  the  select  committee,  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  104)  to  locate  a  state  road  in  Dearborn  county,  from  the 
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South  Hogan  creek  bridge  to  the  North  Hogan  school  house,  on  the  In- 
dianapolis state  road; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Willett,  from  the  select  committee,  to  which  was  referred  a 
resolution  of  the  House  and  report  from  the  committee  of  ways  and 
means,  reported 

A  bill  (No.  105)  to  amend  an  act  regulating  the  fees  and  salaries  of 
the  several  officers  and  persons  therein  named; 

Which  was  read  the  first  time  and  passed  to  a  second  time  on  to- 
morrow. 

Mr.  Phelps,  from  the  select  committee  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  106)  to  amend  an  act  entitled  an  act  to  incorporate  the 
town  of  Leavenworth,  approved  Feb.  7th  1835; 

Wliich  was  three  times  read,  (the  rules  of  the  Honse  having  been 
dispensed  with,)  and  passed. 

Ordered^  That  it  be  cnritbd  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  thcirein. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  excellency  the  Governor,  for  his 
approval  and  signature,  a  joint  resolution  which  originated  in  the  Se- 
nate, and  also  a  bill  which  originated  in  the  House  of  Representatives, 
of  the  following  titles,  to  wit; 

No.  4— A  joint  resolution  on  the  subject  of  the  admission  of  Michi- 
gan territory  into  the   Union; 

No.  3 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wabash  and  Michigan  rail  road  company,  approved  Feb.  2,  1832. 
On  motion  of  Mr.  Dunning, 

Resolved,  That  the  comfnittee  on  canals  and  internal  improvements 
be  instructed  to  inquire  into  the  expedicncey  of  inserting  in  the  bill 
(which  maybe  reported  from  said  committee  pr(  viding  for  a  general 
system  of  internal  improvement)  a  provision  authorizing  the  establish- 
ment of  a  board  of  public  works,  to  consist  of  seven  persons,  one  of 
whom  shall  be  selected  from  each  Congressional  district  in  this  state. 
The  members  of  said  board  to  be  appointed  by  the  Governor,  the  Senate 
consenting  thereto;  and  the  term  of  service  of  the  members  of  said 
board  to  be  three  years,  unless  sooner  removed  by  joint  resolution  of 
the  General  Assembly. 

On  motion  of  Mr.  Harrow, 

Resolved,  That  the  committee  on  education  be  instructed  to  inquire 
into  the  expediency  of  granting  to  the  inhabitants  of  school  districts  in 
the  several  Congressional  townships  in  this  state,  the  privilege  of 
having  retained  for  them,  undrawn  their  proportionate  amount  of  mo- 
neys, so  the  same  may  be  drawn  by  the  proper  school  district  at  any 
time,  that  it  may  be  entiteld  to  receive  the  same,  with  leave  to  report 
by  bill  or  otherwise. 

On  motion  of  Mr.  Murray, 

R&9otv€df  That  the  committee  on  canals  and  ioternal  ioaproveioeDte 
85 


be  requested  to  inqiilre  into  the  expediency  of  making  Orleans  in  Or- 
ange  county  a  point  in  the  rail  road  or  turnpike  road,   contemplated 
from  NeW  Albany  to  Crawfordsville. 
On  motion  of  Mr.  Hannaman, 

Besohed,  That  the  committee  on  public  buildings  be  instructed  to 
inquire  into  the  ekpediency  of  so  am.ending  an  act  to  provide  an  ex- 
ecutive officer  of  the  Supreme  Court,,approved  Feb.  3, 1833,  so  as  to 
make  it  the  duty  of  that  officer  to  take  charge  of  the  state  house  and 
the  furniture  thereof,  and  make  such  allowance  to  such  officer  as  may 
ajjpear  just  and  equitable,  with  leave  to  report  by  bill  or  otherwise. 

Mr.  Posey,  from  the  select  committee,  to  which  was  referred  a  reso- 
lution on  that  subject,  reported 

A  bill  (No.  107)  to  provide  for  the  recording  of  ear  marks  and 
brands; 

Which  was  read  the  first  tiihe  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Thomson  of  J.,  from  the  select  committee,  to  which  was  referred 
a  petition  on  that  subject,  reported 

A  bill  (No.  108)  to  incorporate  the  Indiana  Baptist  Education  Socie- 
ty and  the  Indiana  Baptist  Manual  Labor  Institute; 

Which  was  read  the  first  time  and  passed  to  a  second  reading; 
W'~hen, 
On  motion  of  Mr.  Hannaman, 

Said  bill  was  read  a  seconl  time  by  its  title,  and  ordered  to  be  en- 
grossed, and  read  a  third  time  to-morrow. 

Mr.  Nave  moved  the  adoption  of  the  following  resolution,  viz: 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  incorporate  in  the  bill  of  internal  improvements  that 
may  be  reported  to  this  House,  the  following  as  points  in  the  Madison, 
Indianapolis,  and  Lafayette  rail  road  north  west  of  Indianapolis,  viz: 
from  Indianapolis,  tlience  to  Danville  in  Hendricks  county,  thence  to 
Crawfordsville  in  Montgomery  county,  and  thence  to  Lafayette  in 
Tippecanoe  county,  pursuant  to  the  13th  section  of  an  act  entitled  an 
act  for  the  further  prosecution  of  the  Wabash  and  Erie  Canal,  and  for 
other  purposes,  approved  Feb.  6, 1835 ; 
Which, 
On  motion  of  Mr.  Evans, 

Wks  amended  by  directing  the  committee  to  inquire  into  the  expe- 
diency of  &;c. 

And  then  said  resolution  as  amended  was  adopted. 
On  motion  of  Mr.  Thompson  of  A., 

Resolved,  That  thejudiciary  committee  be  instructed  to  inquire  what 
amendments  are  necessary  iri  the  law  providing  for  the  assessment  of 
damages  done  to  individuals,  by  ihe  construction  of  the  Wabash  and 
Erie  Ctmal,  and  other  public  works. 
On  motion  of  Mr.  Posey, 
Resolved,  That  the  committee  on  education  be  instructed  to  inquirfe 
into  the  expediency  of  fixing  by  law  some  day  certain,  for  the  distribu- 
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tion  of  the  school  funds  in  the  different  townships  in  thii  state,  to  re- 
port by  bill  or  otherwise. 

On  motion  of  Mr.  Huckleberry, 

Resolved^  That  the  use  of  the  Representatives'  Hall  be  tendered  to 
the  political  convention  to  be  held  at  Indianpolis  on  the  8th  and  9th  of 
January  instant,  for  (he  despatch  of  its  business, 

Mr.  Liston  moved  the  adotion  of  the  following  resolution: 

Resolved,  That  the  witnesses  subpoenaed  to  give  testimony  before 
the  judiciary  committee  to  sustain^the  charges|preferred  against  Qusta- 
vus  A.  Everts,  President  Judge  of  the  eighth  Judicial  Circuit  of  the 
state  of  Indiana,  be  required  to  give  their  testimony  at  the  bar  of  this 
House,  whenever  the  judiciary  committee  shall  inform  this  House  thft 
the  witnesses  are  in  attendance. 

And  before  the  question  on  the  adoption  thereon,  was  hadj 

The  House  adjourned. 


2  o'clock  P.  M. 


The  House  met. 

And  the  question  on  the  adoption  of  the  resolution  pending  before 
the  House  when  it  adjourned  this  morning,  was  put  and  decided  in  the 
negative. 

Mr.  Thompson  of  L,,  presented 

A  joint  resolution  (No.  109)  relative  to  the  appointment  <i{  a  com- 
missioner; 

Which  was  twice  read,  the  rules  of  the  House  having  first  been  dis- 
pensed with,  and, 

On  motion  of  Mr.  Thompson  of  L., 

Laid  on  the  table. 

Mr.  Wilson  (having  first  obtained  leave)  moved  the  adoption  of  the 
following  resolution; 

Which  was  read  and  adopted,  viz: 

Resolved,  That  the  committee  on  canals  and  internal  improvements 
be  directed  to  inquire  into  the  expediency  of  providing  in  the  bill  for  a 
general  system  of  internal  improvements,  a  McAdamized  road  from 
New  Albany  to  Corydon,  Jasper,  Petersburgh,  and  to  the  Wabash  op- 
posite Mt.  Carmel. 

Mr.  Davis  presented 

A  bill  (No.  110)  making  it  the  duty  of  the  commissioners  of  Warren 
county  to  pay  a  commissioner  for  locating  a  state  road  therein  named; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Liston  presented 

A  bill  (No.  Ill)  to  locate  a  state  road  from  Michigan  City  to  the 
state  line; 

Which  was  read  the  first  time  and  paiee4  to  a  second  reading  on  to- 
morrow. 
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Mr.  Listen  also  presented 

A  bill  (No,  112)  to  locate  a  certain  state  road  therein  named  j 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Craig  of  P.  presented 

A  bill  (No,  113)  to  establish  a  state  road  from  Cynthiana  in  Posey 
county  to  the  mouth  of  the  Patoka  river  in  Gibson  county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Lee  of  B.  presented 

A  bill  [No.  114]  to  extend  the  provisions  of  an  act  therein  named  to 
Bartholomew  county; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with);  when, 

Mr.  Dunning  moved  to  further  dispense  with  the  rules  and  read  said 
bill  a  third  time; 

And  before  the  question  thereon  was  had, 
On  motion  of  Mr.  Eggleston, 

Said  bill  waslaid  on  the  table. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr,  Speaker — - 

The  Senate  has  passed  an  engrossed  bill  and  a  memorial  and  joint 
resolution  from  the  House  of  Representatives,  entitled  as  follows,  viz: 

No.  33 — An  act  to  locate  a  stale  road  frcm  South  Bend  in  the  di- 
rection of  Berlrand. 

No.  59  —A  memorial  and  joint  resolution  on  the  subject  of  a  pur- 
chase of  a  tract  of  land  from  the  United  States; 

With  amendments  lo  the  m.emorinl  and  jniot  resolution,  in  which  the 
concurrence  of  the  House  of  Bepresentntives  is  requested. 

Which  said  iimendments  of  the  Senate  to  said  joint  resolution  were 
severally  read  and  concurred  in  by  the  House. 

The  House  then  proceeded  to  consider  bills  on  their  third  reading. 

The  engrossed  bill  [No.  20]  to  amend  the  act  entitled  an  act  to  re- 
locate a  certain  state  road  in  the  counties  ol  Hancock  and  Henry,  ap- 
proved February  7,  1835,  and  for  other  purposes,  was  read  the  third 
lime  and  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  engrossed  joint  resolution  of  the  Senate  [No  3]  of  the  General 
Assembly  of  the  State  of  Indiana,  to  the  Congress  of  the  United  Slates, 
praying  further  appropri«tions  on  the  National  Road  within  the  limits 
of  Tddinna,  was  read  a  third  time  and  passed. 

Bills  of  the  following  titles,  were  severally  read  the  third  time  and 
passed,  to-wit: 
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The  engrossed  bill  [No.  22]  to  amend  an  act  entitled  an  act  for  the 
appointment  of  persons  to  receive  deeds  for  lots  or  lands  given  or  pur- 
chased for  (he  use  of  schools,  meeting  houses,  and  masonic  lodges. 

The  engrossed  bill  [No  23]  to  locate  a  state  road  from  Delphi  in 
Carroll  county,  to  Dajton  in  Tippecanoe  county. 

The  engrossed  bill  [No.  24]  establishing  as  a  state  road  the  county 
road  from  Livonia  to  George  Becks. 

The  engrossed  bill  [No.  25]  declaring  a  certain  road  therein  named, 
a  state  road. 

The  engrossed  bill  [No.  2G]  to  incorporate  the  Vinconnes  academy. 

The  engrossed  bill  [No.  27]  to  repeal  the  act  to  incorporate  the 
Crawfordsville  Seminary. 

The  engrossed  bill  [No.  29]  to  organize  the  county  of  Adams. 

The  engrossed  bill  [No.  30]  to  organize  the  county  of  Fulton;  and, 

The  engrossed  bill  |No.  31 J  to  legalize  the  sale  of  the  west  half  of 
the  public  square  in  the  town  of  New  Castle. 

Ordered^  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  [No.  32]  to  amend  an  act  entitled  an  act  regu- 
lating divorces,  approved  January  17tb,  1831,  was  read  the  third 
time;  and. 

The  question  was  then  put,     -   '  '      ,    :  .     ; 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zcho  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Brown,  Buell,  Carnan,  Chamberlain, 
Chambers,  Chile?,  Clark  of  Wayne,  Clark  of  Wasliinglon,  Cole,  Col- 
lins, Craig  of  M.,  Craig  of  P.,  Curti-:,  Dunning,  Edmonston,  Edwards, 
Eggleston,  Evans,  Graham,  Gregg.  Hannaman,  Hu*bbard,  Huckleber- 
ry, Jackson,  Johnston,  Lee  of  B.,  Liston,  Macey,  Mason,  McCarty, 
Miller,  Moore,  ftlorri-,  Myers,  Nave,  Phelps,  Ray,  Ristinc,  Slapp, 
Storm,  TempLton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of 
L.,  Vawter,  Walker  of  S.,  Whitman,  and  Mr.  Speaker — 50, 

And  those  icho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Boone.  Carr,  Cushman,  Davis,  Harrow,  Harris, 
Howard,  Howell,  Huntington,  Jones,  Lee  of  M.  and  C,  Murray,  Po- 
sey, Smith,  Strain,  Vandeveer,  Walker  of  D.,  Watt,  Willelt,  Wilson, 
and  Zenor — 22. 

And  so  said  bill  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary;    ,>  ;: /;    '  -v^'i 
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Mr.  Speaker^ — 

I  am  directed  by  his  Excellency  the  Governor  to  inform  the  House 
of  Representatives,  that  on  the  6th  January  1836,  he  approved 

An  act  (No.  3)  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wabash  and  Michigan  Rail  Road  Company,  approved  Feb.  2,   1832. 

The  following  bills,  to-wit: 

The  engrossed  bill  [No.  34]  concerning  the  reserved  township  of 
Seminary  lands  in  Monroe  county. 

The  engrossed  bill  [No.  39]  to  vacate  a  part  of  the  Indianapolis, 
Centreville,  and  Richmond  state  road  in  Wajne  county. 

The  engrossed  bill  [No.  41]  to  amend  the  act  entitled  an  act  to  in- 
corporate the  Lexington  Steam  Mill  Company,  approved  February 
7,  1835. 

The  engrossed  bill  [No.  43]  to  change  the  time  of  holding  the  pro- 
bate courts  in  Daviess  county;  and. 

The  engrossed  bill  [No.  44]  to  establish  a  certain  state  road  therein 
named; 

Were  severally  read  the  third  time  and  passed. 

Ordered^  That  they  be  entitled  acts,  and  that  the  Clerk  carry  theno 
to  the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bills  of  the  Senate, 

No.  5 — To  legalize  a  certain  act  of  James  Davis,  school  commis- 
sioner of  Sullivan  county; 

No.  7 — To  repeal  the  act  approved  24th  December,  1834,  author- 
izing the  re-location  of  a  certain  part  of  the  Vincennes  and  New  Alba- 
ny state  road,  at  or  near  Fredericksburgh  in  Washington  county;  and, 

No.  11 — To  incorporate  the  Newport  Steam  Mill  Company; 

Were  severally  read  the  third  time  and  passed. 

Bills  of  the  following  titles  were  severally  read  the  third  time  aod 
passed,  to-wit: 

The  engrossed  bill  [No.  61]  authorizing  the  sale  of  the  residue  of 
one  of  the  reserved  sections  of  land  in  the  reserved  township  of  lands 
in  Monroe  county; 

The  engrossed  bill  [No.  70]  to  incorporate  the  town  of  Vevay; 

The  engrossed  bill  [No.  98]  to  change  the  name  of  the  town  of  Som- 
erset; and. 

The  engrossed  bill  [No.  74]  to  incorporate  the  Laporte  Canal  and 
Rail  Road  Company ; 

Ordered,  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

Bills  on  their  second  reading  were  next  considered. 

The  bill  (No.  46)  to  legalize  the  proceedings  of  the  board  of  commia- 
sionera  of  the  county  of  Lawrence. 

The  bill  [No.  47]  to  locate  a  state  road  from  Booneville  to  Jasper. 

The  bill  [No.  48]  to  make  the  Knox  county  Agricultural  Society,  a 
branch  of  the  State  Agricultural  Society  of  Indiana; 

The  bill  [No.  50]  declaring  the  county  road  from  Owensville  to  the 
mouth  of  thePatoka  in  Gibson  county,  a  state  road; 
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The  bill  [No.  64]  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mauksport  in  Harrison  county; 

The  bill  [No.  53]  to  establish  a  certain  state  road  therein  panned ;  &, 

The  b.ll  (No.  55)  to  establish  a  certain  state  road  therein  named,  & 

The  bill  [No.  56j  to  locate  a  state  road  from  New  Albany  to  Charles- 
town; 

Were  severally  read  the  second  time,  and 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

The  bill  [No.  8]  of  the  Senate  to  repeal  the  act  entitled  an  act  to 
amend  the  several  acts  regulating  the  jurisdiction  and  duties  of  justi- 
ces of  the  peace  in  the  several  counties  therein  named,  was  read  the 
second  lime. 

Mr.  Murray  moved  to  amend  said  bill  by  striking  out  thereof  "Or- 
ange county;" 

Which  was  decided  in  the  affirmative;  and, 
On  motion  of  Mr.  Buell, 

Ordered,  That  said  bill  do  lie  on  the  table. 

The  bill  [No.  49]  to  amend  an  act  entitled  an  act  for  assessing  and 
collecting  the  revenue,  approved  Feb.  10,  1831,  was  read  the  second 
time,  and. 

On  motion  of  Mr.  Morris, 

Laid  on  the  table. 

The  bill  [No.  bl]  amendatory  of  the  act  for  opening  and  repairing 
public  roads  and  highways,  approved  Feb.  10,  1831,  was  read  the  se- 
cond time;  when, 

Mr.  Stapp  moved  to  lay  it  on  the  table; 

Which  motion  prevailed. 

And  the  House  adjourned. 


THURSDAY,  January  7,  1836. 

The  House  met. 

Mr.  Brown  presented  the  petitions  of  Charles  Henderson,  George 
Merkle,  James  McCalley,  and  Hugh  Graham  and  others,  citizens  of 
Carroll  county,  praying  that  the  Wabash  and  Erie  Canal  may  cross 
the  Wabnsh  river  in  the  pool  of  a  dam  at  Ballard's  bluff- 

Which,  ,,      ., 

On  motion  of  Mr.  Brown, 

Was  referred  to  the  standing  committee  on  canals  and  internal  im- 
provements, without  reading. 

Mr.  Strain  presented  the  petition  of  Christopher  Wenkleand  others, 
citizens  of  Washington  and  Crawford  counties,  on  the  subject  of  a 
state  road  therein  named; 
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Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Strain, 
Phelps,  and  Murray. 

Mr.  Phelps  presented  the  petition  of  Nathaniel  Hobbs  and  Archi- 
bald Allen,  preferring  charges  against  Thomas  L.  Golden,  a  justice  of 
the  peace  of  Crawford  county; 

Which  was  read,  and. 

On  motion  of  Mr.  Phelps, 

Referred  (o  (he  judiciary  committee. 

Mr.  Morria  presented  the  petition  of  A.  Hill  and-others,  praying  an 
act  to  suppress  gaming; 

Which  was  read,  and. 

On  motion  of  Mr.  Morris, 

Laid  on  the  (able. 

Mr.  Evans  moved  to  dispense  vcith  the  previous  orders  of  the  day, 
and  that  the  committee  of  the  whole,  to  which  was  referred 

The  bill  (No.  100)  to  suppress  gaming  be  discharged  from  the  fur- 
ther consideration  thereof; 

Which  motion  was  decided  in  the  negative. 

Mr.  Morris  then  moved  that  the  petition  of  A.  Hill  and  others,  pray- 
ing an  act  to  suppress  gaming,  be  taken  from  the  table,  and  referred  to 
the  same  committee  of  the  whole,  to  which  was  referred 

The  bill  (No.  100)  to  suppress  gaming; 

Which  motion  carried  in  the  atfirmative. 

Mr.  Thompson  of  L.  presented  the  petition  of  Wm.  McLane,  and 
others,  praying  an  act  incorporating  an  insurance  company  in  the  town 
of  Bedford; 

Which  was  read,  and. 

On  motion  of  Mr.  Thompson  of  L., 

Referred  to  a  select  committee. 

Ordered^  That  Messrs.  Thompson  of  L.,  Morris,  and  Eggleston  be 
that  committee. 

Mr.  Johnston  from  the  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  Excellency  the  Governor,  for  his 
approval  and  signature,  a  bill  which  originated  in  the  House  of  Repre- 
sentatives, entitled  as  follows,  to-wit: 

No.  52 — An  act  to  incorporate  the  Madison  Water  and  Manufactur- 
ing Company. 

Mr.  Stapp  from  the  judiciary  committee,  made  the  following  report: 
Mr.  Speaker — 

The  judiciary  committee,  to  which  was  referred  a  resolution  to  in- 
quire into  the  expediency ; 

1st.  Of  transferring  the  county  business  to  a  court  composed  of  the 
oldest  magistrates  in  each  county. 

2d.  Of  granting  appeals  from  justices'  courts  in  criminal  cases,  when 
the  fine  does  not  exceed  three  dollars. 

3d.  Of  amending  the  law  regulating  grist  mills  and  millers. 
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4th.  Of  amending  the  law  relative  to  weights  and  measures. 

5th.  Of  incorporating  judicial  townships  so  as  to  afford  a  uniform 
system  of  doing  county  business. 

6th.  Of  allowing  judgment  to  go  by  default  in  all  cases  where  the 
defendant  is  duly  notified  in  actions  of  assumpsit  and  debt,  and  fails  to 
attend  before  the  justice  in  such  case. 

7th.  Of  allowing  a  longer  time  to  justices  of  the  peace  to  fill  the 
transcript  in  cases  of  appeal. 

8th.  Of  amending  the  act  relating  to  distress  for  rent,  in  such  man- 
ner, that  the  defendant  cannot  question  his  landlord's  title  to  the 
premises,  v/here  he  may  issue  his  warrant  to  collect  his  rent. 

9th.  Of  amending  the  law  relating  to  the  trial  of  the  right  of  pro- 
perty, so  as  to  make  the  claimant  give  security  for  costs. 

10th.  Of  amending  the  acts  subjecting  real  and  personal  estate  to 
execution. 

11th.  Of  amending  the  26th  section  of  the  justices  act  so  that  the 
plaintiff  in  awarding  his  cause  or  succinct  statement  shall  not  exceed 
the  amount  endorsed  on  the  back  of  the  process. 

I2th.  Of  amending  the  justices  act  so  as  to  provide  that  the  defend- 
ant, in  the  absence  of  the  plaintiff,  may  file  a  plea  in  abatement  before 
the  justice  should  be  authorized  to  grant  a  non-suit. 

1 3th.  Of  revising  all  forms  in  the  justices  act  and  to  declare  them  to 
be  the  law  of  the  land. 

14th.  Of  amending  the  law  relative  to  estrays  so  as  to  make  the 
bonds  authorized  to  be  given  in  that  event,  payable  to  some  person. 

15th.  Of  so  amending  the  practice  act  as  to  deprive  any  party  the 
right  to  require  jurors  de  medietate  linguae. 

16th.  Of  amending  the  practice  act  so  as  to  require  resident  plain- 
tiffs in  certain  cases,  to  give  security  for  costs. 

17th.  Of  amending  the  chancery  act  so  as  to  authorize  the  parties 
to  hear  testimony  Dira  voce,  where  they  may  agree  to  do  so,  as  also  to 
take  testimony  viva  voce  in  all  cases  where  it  is  now  necessarv  to  file  a 
bill  of  discovery. 

18th.  Of  appointing  by  law  a  suitable  person  to  arrange  and  con- 
dense and  prepare  for  publication,  the  common  and  statute  laws  of  the 
state,  the  subjects  to  be  arranged  in  alphabetical  order,  after  the  same 
manner  as  the  best  law  digest. 

19tb.  Of  allowing  prosecuting  attorneys  a  salary  for  their  services, 
and  providing  that  their  present  fees  shall  be  paid  into  the  State  Trea- 
sury. 

20th.  Of  establishing  courts  of  quarter  sessions,  to  be  holden  by  the 
associate  judges,  to  try  criminal  offences  and  petit  misdemeanors,  &c., 
except  treason,|murder,  man  slaughter,  burglary,  robbery,  perjury,  and 
grand  and  petit  larceny. 

21st.  Of  amending  the  act  relative  to  crime  and  punishment  so  as 
to  increase  the  punishment  of  rioters  where  their  number  shall  exceed 
twelve. 

22d.  Of  amending  the  probate  law  so  as  to  offer  for  sale  the  rents 
and  profits  of  infants'  estates  for  seven  years,  before  selling  the  princi- 
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"pal,  in  all  cases  where  their  real  property  is  sold  to  pay  their  debt*. 

Also  the  petition  of  W.  A.  Banks  and  others,  from  Orange  county^ 
praying  a  law  to  prevent  deputy  clerks  frooi  practicing  law  in  certain 
courts. 

Al?o  the  petition  of  Thomas  Bennett  relative  to  mill  privileges,  have 
had  the  same  under  their  consideration  and  have  instructed  jr.e  to  re- 
port that  it  is  iiiexpedient  to  legislate  on  the  several  subiects  above 
named,  and  to  ask  to  be  discharged  from  the  further  consideration 
thereof; 

Which  was  read,  when, 

Mr.  Morris  moved  to  re-commit  the  6lb,  ISith,  13th,  and  l4th  propo- 
sitions therein  contained; 

Which  motion  was  decided  in  the  negative. 

And  said  report  was  then  concurred  in, 

Blr.  Huntington  from  the  committee  on  education,  to  which  was  re- 
ferred H  pptition  on  that  subject,  reported 

A  bill  (No.  115)  authorizing  the  trustees  of  congressional  township 
No.  13  and  range  one  west,  in  the  county  of  Dearborn,  to  sell  and  con- 
voy the  sixteenth  sectiim  in  said  township,  to  certain  persons  therein 
referred  to; 

Whirli  was  twice  read,  (the  rules  of  the  House  having  been  dispen- 
sed wit.'O  find, 

On  motion  of  Mr.  Huntington, 

Committed  to  the  commuiee  on  education. 

Mr.  Vandeveer  from  (he  cnminiitee  on  military  affairs,  to  which  was 
referred  a  resolution  on  thai  sulject,  made  the  following  report: 

Mr.  Speaker — 

The  committee  on  military  afiHiirs,  to  which  was  referred  a  resolu- 
tion of  the  House  directing  an  inquiiy  into  the  expediency  of  instruc- 
ting our  Senators  and  requestii  g  our  Representatives  in  Congress  to 
list',  their  cxertioi.s  to  procure  the  passnge  of  a  law  repealing  tiie  act  of 
Congress  establishing  the  Militaiy  Academy  at  Wo.-t  Point,  have  had 
the  same  undt-r  consideration,  and  have  directed  me  to  report,  That 
they  mtiturely  d'jiiberated  upon  the  suiijeot  re/erred  to  tliem,  and  en- 
tertain serious  doubts  of  the  utility  and  propriety  of  continuing  as  a  na- 
tional institution,  the  military  academy  at  West  Point.  It  is  believed 
that  said  institution  hfi«  grown  up  into  a  monopoly,  dangerous  in  its 
consequences,  in  which  alone  are  educated  the  sons  of  the  oflice-hold- 
ers  and  wealthy  portion  of  community;  ih.it  it  operates  as  a  drain  upon 
the  national  treasury  of  ^i  18,566  52  annually,  to-\vit:  Forlhe  pay  of 
professors  and  subsistence  of  cadets,  ^93,566  5?,  and  for  academic 
purposes  ,p25,000,  as  will  appear  by  a  reference  to  the  report  of  the 
chairman  of  the  fiscal  commiitee  of  the  board  of  visitors,  which  several 
amounts  are  paid  for  the  support  and  education  of  numerous  cadets, 
who  are  elevated  to  the  important  olhces  in  the  army,  as  also  in  the 
engineering  department,  thereby  operating  as  a  great  restraint  upon 
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tbe  laudable  ambition  of  the  youth  of  our  country,  who  would  other- 
wise amply  qualify  themselves  to  fill  the  high  and  responsible  stations 
of  the  governmsnt.  Your  committee  are  constrained  to  believe  that 
the  feelings  of  ihe  students  of  said  institution,  fram  the  circumstances 
by  which  ihey  are  surrounded,  are  not  assimilated  to  and  identified  with 
the  feelings  of  the  great  body  of  community.  It  will  be  readily  admit- 
ted that  any  institution  to  flourish  and  prove  beneficial  to  the  public, 
must  have  the  confidence  of  the  community  by  which  it  is  surrounded, 
and  for  whose  immediate  benefit  it  is  instituted.  The  experience  of 
past  ages  has  proved  that  any  monopoly  is  repugnant  to  the  genius  and 
true  spirit  of  our  republican  institutions,  having  a  tendency  more  or 
less  to  withdraw  power  from  the  many  to  the  tew.  The  history  of  the 
past  is  sufticient  to  prove  clearly,  that  of  all  the  various  institutions  which 
can  be  established  in  our  government,  that  of  a  military  character  \s 
the  most  d-mgerous.  Believing  that  strong  objections  of  the  nature 
alluded  to  do  exist  in  Ihe  pti!)!ic  mind,  from  the  very  manner  in  which 
said  institutmn  is  conducted;  and  believing  that  all  the  beneficial  re- 
sults to  be  derived  from  its  estiibjishment,  may  be  attained  in  a  waj 
far  less objeciiotiable, and  in  a  manner  better  calculated  to  promote  the 
general  welfare  and  prosperity  of  the  country,  your  committee  recom- 
mend the  passage  of  the  following  joint  resolution: 

A  joint  resolution  (No.  116)  on  the  subject  of  the  West  Point  Acad- 
emy ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading;  when, 

Mr.  Morris  from  said  committee,  made  the  following  counter  report 
of  the  minority  of  said  committee: 

The  minority  of  the  committee  on  military  aflfairs,  to  which  was  re- 
ferred the  resolution  of  (he  House  (o  inquire  into  the  expediency  of 
memorialixintr  Congress  to  abolish  ihe  United  States  Military  Acade- 
my at  West  Point,  beg  leave  to  make  the  following  counter  report: 

The  establishment  of  a  standing  army  was  a  matter  of  deep  confid- 
eration  to  those  upon  whom  devolved  (he  duty  to  provide  tlie  means 
for  the  protection  of  our  government.  Many,  however,  have  more  re- 
cently adopted  the  idea  that  the  maintenance  of  even  the  small  army 
BOW  in  existence  was  an  expense  ih;it  the  exigencies  of  our  country 
would  never  demand.  The  chief  argument  advanced  in  support  of 
this  opinion  is  that  our  territorial  position  with  respect  to  other  civilized 
nations,  and  the  almost  annihilated  state  of  (he  once  powerful  hordes  of 
savages  on  our  borders,  either  render  the  prospect  nf  the  employment 
of  land  forces  extremely  remote  or  entirely  preclude  the  possibility  of 
their  future  n-e. 

The  obvious  facility  with  which  ournorthern  frontier  could  be  inva- 
ded and  the  heart  of  our  country  penetrated  oy  Canadian  forces,  Ihe 
ease  with  which  troops  might  be  introduced  tiirough  the  Mexican  ter- 
ritory, and  our  whole  southern  line  insulted' before  aid  could  be  pro- 
cured from  the  ordinary  militia  levies,  must  expose  the  fallacy  of  such 
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argunoeot.  Besides  this,  outstanding  in  the  scale  of  oations  tvill  aJ' 
ways  render  our  actions  conspicuous;  (were  we  even  entirely  isolated 
from  land  comnnnnication  with  other  governments)  this  alone  would 
render  us  eminently  liable  to  be  assailed.  Time  was,  when  to  cross  the 
Atlantic  was  an  achievement  in  itself  sufficiently  hazardous  to  prevent 
ordinary  schemes  of  conquest;  but  now  the  improved  facilities  for 
navigation  have  brought  both  continents  to  a  proximity  in  which  nei- 
ther can  be  secure  from  the  designs  of  the  other.  These  considera- 
tions alone,  appear  to  your  committee  not  only  to  warrant  the  main- 
tenance of  a  standing  army,  but  justify  every  exertion  to  render  it  as 
efficient  as  a  liberal  scheme  of  government  will  allow. 

The  ultimate  question  however,  presented  by  the  resolution  under 
consideration,  seems  to  be,  whether  the  ordinary  mode  of  commission- 
ing officers  from  the  line  of  the  army,  or  promiscuously  from  citizens,  is 
a  more  efficient  and  salutary  method  than  that  of  previously  testing 
their  qualifications  for  command  by  a  probationary  service  in  the  acad- 
emy at  West  Point?  Your  committee  in  the  solution  of  this  question, 
will  take  the  liberty  to  present  the  views  of  some  of  the  wisest  and  best 
of  our  patriots. 

The  establishment  of  a  military  academy  was  a  desideratum  mani- 
fest to  all  who  periled  their  lives  and  fortunes  for  the  existence  of  our 
iijstitutions.  "They  perceived  that  the  capacity  tor  command  could 
be  understood  and  exercised  only  by  those  whose  intellectual  facul- 
ties have  been  carefully  cultivated,"  and  whilst  they  accorded  ample 
testimony  to  the  bravery  and  ardor  of  all  engaged  in  the  revolution, 
none  pretended  to  deny  that  the  struggle  would  have  sooner  termina- 
ted, had  those  gallant  soldiers  been  led  in  every  case  by  men  more  skill- 
ed in  the  varied  duties  of  the  officer. 

The  institution  of  a  military  academy  appears  to  have  suggested  it- 
self to  the  father  of  his  country,  among  the  other  importantjmprove- 
ments  originating  in  the  soundness  of  his  judgment.  In  his  annual  mes- 
sage to  Congress  dated  3d  Dec,  1793,  he  makes  the  inquiry,  "whether 
a  material  feature  in  the  improvement"  in  the  system  of  defence  "ought 
not  to  be,  to  afford  an  opportunity  for  the  study  of  those  branches  of 
the  art  which  can  scarcely  ever  be  attained  by  practice  alone." 

The  language  of  Mr.  Jefferson  on  the  same  subject  is  still  more  ex- 
plicit. He  remarks,  "The  institution  of  a  military  academy  is  recom- 
mended by  cogent  reasons.  However  pacific  the  general  policy  of  a 
nation  may  be,  it  ought  never  to  be  without  an  adequate  stock  of  mili- 
tary knowledge  for  emergencies.  The  first  would  impair  the  energy 
of  its  character,  and  would  both  hazard  its  safety  and  expose  it  to  great- 
er evils  when  war  could  not  be  avoided. 

"Whatever  argument  may  be  drawn  from  particular  examples  su- 
perficially viewed,  a  thorough  examination  of  the  subject  will  evince 
that  the  art  of  war  is  extensive  and  complicated — that  it  demands 
much  previous  study,  and  that  the  profession  of  it  in  its  most  improved 
and  perfect  state  is  always  of  great  moment  to  the  security  of  a  nation. 
Thi?,  therefore,  ought  to  be  a  serious  care  of  every  government,  and 
for  this  purpose  an  academy,  where  a  regular  course  of  instruction  is 
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given  19  an  obvious  expedient,  which  different  nations  have  successful* 
\y  employed/' 

The  subject  of  nDiUtary  instruclion  was  thoroughly  considered  in  a 
communication  of  Mr.  McHenry,  head  of  the  war  department,  which 
was  transmitted  to  Congress  by  President  Adams,  designating  it  aa 
"containing  matter  in  which  the  honor  and  safety  of  the  country  are 
deeply  interested."  A  few  extracts  from  that  communication  will 
perhaps  place  the  consequences  of  such  an  institution  in  as  conspicuous 
a  point  of  view,  as  the  efforts  of  a  comprehensive  and  discriminating 
mind  are  capable  of  effecting:  '  No  sentiment,  (says  Mr.  McHenry,) 
can  be  more  just  than  this:  that  in  proportion  as  the  circumstances 
and  policy  of  a  people  are  opposed  to  the  maintenance  of  a  large  mili- 
tary force,  it  is  important  that  as  much  perfection  as  possible  be  given 
to  that  which  may  at  any  time  exist. 

"Since  however,  it  seems  to  be  agreed  that  we  are  not  to  keep  on 
foot  numerous  forces,  and  it  would  be  impossible  on  a  sudden  to  extend 
to  every  essential  point  our  fortifications ;  military  science  in  its  various 
branches  ought  to  be  cultivated  with  peculiar  care  in  proper  nurse- 
ries, so  that  a  sufficient  stock  may  always  exist,  ready  to  be  imparted 
and  diffused  to  any  extent.  This  will  be  to  substitute  the  elements  of 
an  army  for  the  thing  itself  and  will  greatly  tend  to  enable  the  govern- 
ment to  dispense  with  a  large  body  of  standing  forces,  from  the  facility 
which  it  will  give  of  procuring  officers  and  forming  soldiers  promptly 
in  all  emergencies. 

"To  avoid  great  evils  we  must  always  have  a  respectable  force  for 
service,  or  the  means  of  preparing  such  a  force  with  certainty  and  ex- 
pedition. Toe  latter  as  most  agreeable  to  the  genius  of  our  govern- 
ment, is  the  object  of  the  following  propositions: 

Here  follows  his  proposed  system  of  instruction  in  the  military  acad- 
emy. 

From  these  extracts  it  will  be  seen  that  the  military  academy  wag 
considered  an  object  of  the  highest  importance,  and  by  men  too,  whose 
least  suggestion  is  almost  entitled  to  the  veneration  of  a  political  axiom. 

Other  governments  have  discovered  the  value  of  such  institutions. ■ 

Even  in  States  where  large  standing  armies  always  exist,  it  is  still 
thought  indispensable  to  cultivate  the  theory  of  war  in  all  its  branches 
before  necessity  compels  them  to  learn,  "to  preserve  that  knowledge," 
in  the  language  of  President  Jackson,  "both  theoretical  and  practical, 
which  education  and  experience  alone  can  give,  and  which  if  not  ac- 
quired and  preserved  in  time  of  peace  must  be  sought  under  great  dis- 
advantages in  time  of  war." 

Acting  from  a  conviction  of  these  truths,  England  has  her  Royal  Mil- 
itary Academy — her  practical  school  for  engineers,  and  her  Royal 
Academy  of  artillery  and  engineers, — France  her  Polytechnic  school, 
in  which  theory  alone  is  taught,  and  her  schools  of  application  at  Pa- 
ris and  Metz.  Hanover,  Russia,  Prussia,  and  Sweden  have  also  simi- 
lar institutions;  and  can  we  who  boast  of  our  national  importance,  our 
rivalship  and  excellence  in  works  of  improvement,  be  so  adverse  to  our 
interests,  so  reckless  of  the  lives  of  our  citizens,  to  send  them  to  the 
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field  to  combat  armies  skilled  in  tactics  and  the  various  implements  of 
war  with  such  fearful  odds  against  them?  Contention  in  such  cases 
must  end  too  often  in  death  or  defeat. 

Those  who  have  been  foremost  in  the  establishment  of  our  govern- 
ment have  thought  a  military  academy  one  of  the  best  means  of  ensu- 
ring its  protection. 

Its  advantages  have  been  foretold  and  experience  has  confirmed  the 
prediction.  The  character  which  such  an  education  must  give  to  those 
who  enjoy  it,  the  refinement  of  taste  it  infuses,  the  confirmation  of  cor- 
rect habits  it  produces,  must  ever  ensure  a  continuation  of  results, 
which  already  place  our  army  for  intelligence  and  skill  inferior  to  none 
in  existence.  Besides,  the  harmony  of  feeling,  the  strong  attachments 
infused  by  a  mental  participation  in  the  varied  scenes  incident  to  an 
academic  life,  this  feeling  perpetuated  and  invigorated  by  an  after  sep- 
aration in  discharge  of  their  duties,  must  ever  be  one  of  the  strongest 
bonds  of  our  Union.  And  should  our  vessel  of  slate  ever  be  shattered 
by  the  shock  of  conflicting  interests,  this  is  the  rock  on  which  its  hallow- 
ed fragments  may  again  be  united. 

As  further  evidence,  if  more  were  wanting,  of  the  usefulness,  nay, 
even  necessity  of  this  institution,  your  committee  will  present  a  few 
short  extracts  from  the  messages  of  Mr.  Jefferson,  Mr.  Madison,  Mr, 
Monroe,  and  Gen.  Jackson. 

Mr.  Jelferson  remarks  that  "the  scale  on  which  the  military  academy 
at  West  Point  was  originally  established,  is  become  too  limited  to  fur- 
nish the  number  of  well  educated  subjects  in  the  different  branches  of 
artillery  and  engineering  which  the  public  service  calls  for." 

Mr.  Madison  in  his  message  dated  5th  Dec,  1815,  urged  ''an  en- 
largement of  the  militarj^  academy  and  the  establishment  of  others  in 
other  sections  of  the  union.  If,  (said  he)  experience  has  shown  in  the 
recent  splendid  achievements  of  the  militia,  the  value  of  this  resource 
for  public  defence,it  has  shown  also,  the  importance  of  that  skill  in  the 
use  of  arms,  and  that  familiarity  with  the  essential  rules  of  discipline, 
which  cannot  be  expected  from  the  regulations  now  in  force." 

In  the  annual  message  of  Mr.  Monroe  in  the  year  1822,  we  find 
mention  made  of  the  institution  in  the  most  flattering  terms:  "good  or- 
der is  preserved  in  it, and  the  youth  are  well  instructed  in  every  science 
connected  with  the  great  objects  of  the  institution.  They  are 
also  well  trained  and  disciplined  in  the  practical  parts  of  the  profession. 
The  military  academy  forms  the  basis  in  regard  to  science  on  which 
the  military  establishment  rests.  It  furnishes  annually  after  due  ex- 
amination, and  on  the  report  of  the  academic  staff,  many  well  informed 
youths,  to  fill  the  vacancies  which  occur  in  the  several  corps  of  tiie 
army;  while  others  who  retire  to  private  life,  carry  with  them  such  at- 
tainments, as  under  the  right  reserved  to  the  several  states  to  appoint 
the  officers  and  to  train  the  militia,  will  enable  them  by  afifording  a  wi- 
der field  for  selection,  to  promote  the  great  object  of  the  power  vested 
in  Congress  of  providing  for  the  organizing,  arming  and^displinining  the 
fuilitia." 
Our  present  chief  magistrate  riewa  the  Acadamy  in  its  present  situ- 
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ation,  the  situation  in  which  it  is  complained  of.  He  sees  the  effects 
which  its  enemies  recount  as  objections  to  its  perpetuity,  and  yet  he 
sajs,  "the  present  system  of  military  education  has  been  in  operation 
sufficiently  long  to  test  its  usefulness;  and  it  has  given  to  the  army  a 
valuable  body  of  officers.  It  is  not  alone  in  the  improvement,  disci- 
pline, and  operation  of  the  troops  that  these  officers  are  employed  &c." 
Here,  as  it  will  be  recollected  by  all,  he  enumerates  the  various 
spheres  of  usefulness  to  which  the  knowledge  of  officers  is  continually 
employed  in  time  of  peace.  Thus  we  have  seen  that  every  President, 
from  the  immortal  Father  of  his  Country  to  the  present  chief  magis- 
trate, with  the  exception  of  one,  has  not  only  favored  the  institution, 
but  has  recommended  it  to  the  special  notice  and  protection  of  Congress 
and  his  constituents. 

Can  more  be  said  of  any  human  institution?  Your  committee 
would  not  ask  for  more.  They  would  not,  however,  have  the  temerity 
to  deny  that  objections  to  the  institution  do  exist.  They  would  not 
hazard  the  assertion  that  improvements  might  not  be  made,  cither  in 
its  discipline,  or  its  preparatory  requisitions  for  admission — but  what- 
ever may  be  the  improvements  of  which  it  is  susceptible,  we  would  ask 
is  this  the  place  to  suggest  them?  Are  wc  competent,  at  once,  either 
to  condemn  it  for  its  abuses,  or  amend  its  regulations,  before  inquiring 
how  or  in  what  it  orlends,  or  even  before  vi^e  are  in  a  situation  to  gain 
that  information  necessary  to  the  formation  of  a  correct  opinion? 
The  best  evidences  we  have  of  its  excellence  arc  the  reports  of  the 
various  boards  of  visitors,  which  have  annually  examined  that  institu- 
tion. When  has  a  board  ever  suggested  a  radical  alteration?  Have 
they  not  invariably  approved  of  its  government,  and  asked  an  extension 
of  the  same  designs  which  economy  appears  to  have  established  there 
on  a  scale  not  sulficiently  extensive? 

Although  no  charges  are  made  in  the  resolution  under  consideration. 
Your  committee  will  nevertheless  notice  some  of  the  objections  to  it, 
which  genaral  circulation  alone  has  rendered  prominent.  It  is  com- 
monly said  Ihat  its  principles  have  an  aristocratical  tendency,  and  that 
favoritism  is  a  notorious  offence  in  its  administration. 

An  entire  refutation  of  these  charges  is  contained  in  the  known  fact 
that  the  discipline  of  the  academy  is  strictly  military — all  there  are 
taught  to  o'oey  as  well  as  command — to  obey  that  they  rnay  know  how  to 
exercise  the  authority  command  confers  on  them;  and  all  are  drilled  in 
the  most  servile  duties  of  the  common  soldier.  The  manner  in  which 
admissions  into  the  academy  is  regulated  precludes  as  far  as  human 
institutions  can,  the  possibility  of  an  unequal  share  by  any  one  class,  of 
the  benefits  of  the  institution.  Each  state  is  districted  and  not  more 
than  one  can  be  appointed  from  the  same  district,  provided  there  are 
applications  in  each.  These  applications  are  forwarded  to  the  Secre- 
tary of  War,  together  with  recommendations  from  such  authority  as 
will  insure  him  of  their  fidelity.  These  are  usually  accompanied  by 
;he  personal  application  in  behalf  of  the  candidate,  of  some  one  of  the 
members  of  Congress  from  the  state  in  which  he  resides,  to  which  is 
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Legislature  of  his  state. 

From  these  regulations  each  applicant  has  a  surety  in  his  claims  be- 
ing urged,and  where  there  are  conflicting  applications,  the  success  of  the 
most  worthy  is  ensured  as  much  as  responsibility  to  constituents  and  a 
high  sense  of  honor  can  prompt  the  proper  motive  of  preference.  In 
what  more  equitable  mode  could  admissions  be  effected?  Can  any 
means  be  devised  for  officering  our  army  where  a  choice  will  not  be^as 
liable  to  be  influenced  by  unworthy  considerations,  as  that  now  used  in 
gaining  admittance  into  the  military  academy?  Suppose  the  military 
academy  were  abolished,  what  change  would  it  make  in  the  officering 
of  our  army?  The  change  is  simple  it  is  true,  but  its  consequences  are 
worthy  of  our  grave  consideration.  While  the  academy  exists  the 
rank  of  cadet  is  the  lowest  grade  in  the  army,  if  it  be  discontinued, 
the  rank  of  the  second  lieutenant  will  be  the  lowest.  The  average 
number  of  vacancies  in  the  army  for  the  last  ten  years  is  25;  the  aver- 
age number  of  admissions  to  the  academy  for  the  same  period  is  119. 
The  opportunies  for  entering  the  army  will  therefore  be  diminished  in 
the  ratio  of  119  to  25.  Will  the  change  then  make  it  less  exclusive? 
But  it  is  thought  it  will  be  more  popular,  because  the  vacancies  will  be 
filled  by  selections  from  the  body  of  the  people.  Will  not  the  applica- 
tions for  these  25  lieutenancies  be  made  to  the  appointing  power 
through  the  members  of  Congress  and  Legislature  as  they  are  now 
made  for  cadets  warrants?  How  then  will  the  opportunities  for  favor- 
itisms  be  lessened? 

^^l{  these  vacancies  are  to  be  filled  from  the  mass  of  our  citizens, 
there  will  be  added  to  the  army  each  year  25  lieutenants,  to  whom  every 
branch  of  duty  and  service  will  be  new;"  and  who  after  four  years, 
instead  of  possessing  the  qualification  of  the  graduates  of  the  academy, 
will  be  very  slightly,  if  at  all,  acquainted  with  the  theory  and  science, 
and  only  tolerable  with  the  practice  of  war.  These  are  not  the  only 
disadvantages  resulting  from  a  change.  A  considerable  pecuniary  loss 
will  be  sustained  to  the  government  by  it.  "The  pay  of  the  25  lieu- 
tenants for  the  four  years  will  be  $75,800;  that  of  the  25  cadets  for 
the  same  time  including  every  thing  for  their  education  will  be  ^46,200. 
The  difference  $'29,600  is  the  amount  the  nation  will  be  required  to 
pay  for  a  change  in  the  military  establishment,  which  will  deprive  it 
of  its  great  ornaments  of  talent,  learning,  and  skill;  and  effect  a  gene- 
ral deterioration  in  the  character  of  the  officers  and  the  army." 

Of  the  119  cadets  who  enter  the  academy,  it  is  supposed  that  not 
more  than  80  or  35  graduate  annually.  One  half  of  those  who  do 
not  graduate  receive  the  benefit  of  two  years  instruction  at  the  acade- 
my, the  remainder  that  of  one  year.  These  on  returning  home  are 
distributed  through  the  whole  country.  And  to  be  informed  of  the 
benefits  confered  by  this  partial  education,  we  have  only  to  cast  our 
eyes  over  the  United  ^Statesand  see  what  a  large  proportion  of  these 
same  young  men  are  now  engaged  in  the  construction  of  the  various 
public  works  in  progress. 

What  better  means  we  ask,  can  be  devised,  than  those  where  from 
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extensive  emulation  the  defeat  consequent  results  in  so  much  positive 
good,  both  to  the  individual  and  his  country. 

Another  charge  not  unfrequently  urged  against  the  present  institu- 
tion is  that  the  physical  education  is  not  sufficiently  energetic.  From 
the  regulations  of  the  academy  the  daily  routine  of  the  duties  can  be 
learned.  Here  we  find  the  exercise  of  the  body  equalled  in  severity 
and  regularity^only,  by  those  of  the  mind;  all  are  compelled  to  partici- 
pate in  them.  But  the  efficiency  of  this  part  of  the  discipline  and  the 
adaptation  of  the  habits  consequent,  to  the  duties  required,  can  be  proved 
by  example.  The  last  few  years  have  produced  events,  were  there  no 
other  proof  of  the  position,  that  conclusively  attest  their  ability  to  endure 
fatigue  even  beyond  the  most  robust  of  the  common  soldiery.  The 
field  duties  of  the  artillery  against  the  southern,  the  dragoons  against 
the  south-western,  and  the  infantry  against  the  north-western  tribes  of 
Indians,  furnish  evidence  in  aboundance  that  charges  of  incompetency 
are  made  from  ignorance,  prejudice,  or  wilful  injustice. 

In  a  spirit  of  contradiction  incident  to  a  bad  cause,  the  opposers  of 
that  institution  after  complaining  of  the  inefficiency  produced  by  a 
West  Point  education,  furnish  one  of  the  best  arguments  to  the  contra- 
ry, in  their  complaints,  that  not  only  are  all  military  offices  filled  by 
graduates;  but  that  they  encroach  upon  the  civil.  How  far  they  do 
so,  and  the  reason  why  such  an  encroachment  is  tolerated  is  sufficiently 
and  satisfactorily  explained  to  your  committee  in  the  last  message  of 
our  present  Chief  Magistrate.  He  says,  "It  is  not  alone  in  the  im- 
provement, discipline,  and  operation  of  the  troops,  that  these  officers 
are  employed.  They  are  also  extensively  engaged  in  the  administra- 
tive and  fiscal  concerns  of  the  various  matters  confided  to  the  War 
Department,  in  the  execution  of  the  staff  duties  usually  appertaining  to 
military  organization,  in  the  removal  of  the  Indians,  and  in  the  dis- 
bursement of  the  various  expenditures  growing  out  of  our  Indian  rela- 
tions— in  the  formation  of  roads  and  in  the  improvement  of  our  harbors 
and  rivers — in  the  construction  of  fortifications,  the  fabrication  of  much 
of  the  materiel  required  for  the  public  defence;  and  in  the  preservation, 
distribution,  and  accountabilty  of  the  whole,  and  in  the  other  miscella- 
neous duties  not  admitting  of  classification." 

*'These  diversified  functions  embrace  very  heavy  expenditures  of 
public  money,  and  require  fidelity,  science,  and  business  habits  in  their 
execution;  and  a  system  which  shall  secure  these  qualifications  is  de- 
manded by  the  public  interest.  That  this  object  has  been  in  a  great 
measure  obtained  by  the  military  accademy  is  shown  by  the  state  of 
the  service,  and  by  the  prompt  accountability  which  has  generally  fol- 
lowed the  necessary  advances." 

The  minority  have  examined  a  few  of  the  prominent  and  it  is  be- 
lieved all  of  the  material  objections  to  the  perpetuity  of  the  military 
academy.  They  have  traced  its  origin  in  the  suggestions  of  him,  whose 
every  thought  was  for  his  country's  glory.  They  [have  sdown  the 
fostering  care  extended  to  it  by  almost  all  into  whose  hands  the  admin- 
istration of  our  government  has  been  confided.  They  have  seen  that 
the  brightest  names  which  adorn  the  pages  of  ourcountry's  history 
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have  been  enrolled  as  the  supporters  of  this,  as  one  of  the  institutions 
which  liis  maiiUr-nance  of  our  liberties  and  the  chnractcr  ofonr  coun- 
iry  etriinently  clemnnd.  And  they  nre  constrained  to  believe  that  in- 
s'jln'ioori  co'iceived  and  supported  l)y  such  men  as  Washington,  Adams, 
Jelferson,  Madison,  Monroe,  and  Jririison,  will  become  obnoxious  to 
public  censure  only,  when  the  love  of  country  shall  be  exfmguished  in 
the  boscmof  a  people  prompt  to  appreciate  the  blessings  conferred  by 
a  happy  andfiee  countrv. 

A.  W.  MORRIS,    '    SMITH  MIIXER,    JONH  ZENOR, 
PHILIP  MASON,      THOMAS  SMITH,   WIL'.IHM  WATT. 
■    Which  was  read. 

Mr.  Huntington  moved  that  five  hundred  copies  of  said  reports  each 
be  printed; 

Which  motion  was  decided  in  the  negative;  when, 

On  motion  of  Mr.  Evans, 
The  rules  of  (he  House  were  dispensed  with  and  said  joint  resolu- 
tion read  the  second  time. 

Mr.  Evans  then  moved  that  said  joint  rejoUilion  be  re-committed  to 
the  ccmmillee  on  military  affairs,  with  instructions  to  amend  the  same 
so  as  to  instruct  our  Senators  and  request  our  Rppresentatives  in  Con- 
gress to  use  (heir  rxertions  so  to  amend  (he  law  cstal)li&hing  the  mili- 
tary academy  at  West   Point,  as  to  correct  if  po>?ible  any  imperfec- 
tions (bat  may  exist,  and  correct  any  abuses  that  may  have  crept  into 
the  regulations  of  said  instiiulion;  and  that  they  also  usi^  their  cxor* 
tions  to   procure  an  appointment  by  ihe  President,  of  two  persons  in 
each  state,  (o  visit  said  institution,  and  report  lo  the  b^cislaturcs  of  the 
different  states,  any  imperfections  or  abui^es  ihcy  may  discover  to  exist; 
Whicli  motion  was  decided  in  t!ie  negative;  when, 
Mr.  Chamberlain  moved  to  indetiniteiy  pestpone  said  resolution, 
Aud  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  rvho  voted  in  the  affirmative  are, 

Mes?rs.  Chamberlain,  Chambers,  Clark  of  Wayne,  Collins,  Craig  of 
M.,  Craig  of  P.,  Curtis.  Davis,  Edwards,  Eggleston,  Gregg.  Hanna- 
man,  Hariis,  Howell,  Macey,  Mason,  Mori  is.  Nave,  Phelps,  Posey, 
Ray,  Smith,  Siapp,  Thompson  of  A.,  Vaw(er,  Watt,  Whitman,  Zenor, 
and  Smith,  Speaker-^29. 

Jind  those  zoho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwcli,  Bennett,  Boone,  Brown,  Bnell,  Car- 
nan,  Carr,  Chiles,  Ciark  of  Washington,  Cole,  Cushman,  Dunning, 
Edmonston,  E^nas,  Graham,  Harrow,  Howard,  Hubbard,  Htickle- 
berry,  Huntinglo!.'^  Jackson.  Johnston,  Jones,  Lee  of  B.,  Lee  of  M. 
and  C.,  McCaity,  Miller,  Moore,  Myers,  Ristine  Siorm,  Strain,  Tcm- 
pleton,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Walker  of  D., 
Walker  of  S.,  Willett,  and  Wilon— 4l. 

And  so  said  joint  resolution  was  not  indefinilelj  postponed. 
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Mr.  Willett  then  moved  to  reconsider  said  vote,    _\  ai-*..-,  .  •>     - 
And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bennett,  Brown,  Carnan,  Chamberlain,  Cham- 
bers, Collins,  Craig  of  M.,  Ciaig  of  P.,  Curti?,  Davi?,  Eggleston, 
Gregg,  Harris,  Howell,  Huntington,  Jackson,  Jo!;c?,  Macey,  Mason, 
Morris,  Nave,  Phelp?,  Posey,  liay,  Smilli,  Stapp,  Thompson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vawter,  Watt,  Whitman,  Willett, 
Zcnor,  and  Smith  Speaker — 36. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bnone,  Buell,  Carr,  Chiles,  Clark  of  W.-iyne, 
Clark  of  Washington,  Cole,  Dunning,  Edmonslon,  Edwarcs,  Evans, 
Graham,  Hannaman,  Harrow,  Howard,  Hubbard,  Huckleberry, 
Johnston,  Lee  of  B.,  Lee  of  M.  and  C,  AkCarty,  Miller,  Moore,  Ris- 
tine,  Storm,  Strain,  Templeton,  Vandeveer,  Walker  of  D.,  Walker 
of  S.,  and  Wilson, — 32.. 

And  the  question  then  recurring  on  the  (he  indefinite  pcsfponement, 
And  the  ayes  and  noes  being  requested  (liercon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong, Bennett,  Brown, Carnan.  Chamberlain,  Chambers, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curlis,  Davis,  Eg- 
gleston,  Gregg,  Hannaman,  Hairi.-,  Howell,  Huniington,  Jackson, 
Jones,  Macey,  Mason,  Morris, Nave,  Pl^clp?,  Posey,  Ray,  Smith,  Stapp, 
Thompson  of  Allen,  Thompson  of  Lawrence,  Vawter,  Watt,  Whit- 
man, Willett,  Zenor,  and  Smith  Speaker — 37. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Boone,  Buell,  Carr,  Chiles,  Clark  of  Washington, 
Cole,  Dunning,  Edmonstun,  Edward?,  Evans,  Graham,  Harro?v,  How- 
arJ,  Hubbard,  Hnckh.'berry.  Johnston,  IjCo  of  Bartholomew,  Lee  of  M. 
and  C,  McCarfy,  Miller,  Moore,  Riiilinc,  Slorm,  Strain,  Templeton, 
Thompson  of  Johnson,  Vandeveer,  Walker  of  D.,  Walker  of  S,,  arid 
Wilson,— 30. 

And  so  said  joint  resolution  was  indefinitely  poslponed. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency,  the  Governor,  to  inform  the  House  of 
Representatives  that  on  the  6th  Jan,  1836,  he  approved  an  act  entitled 

An  act  iocorporatiDg  the  Madison  Water  and  Manufacturing  Com- 
paoy. 
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Mr.  Bennett,  from  the  committee  on  claims,  made  the  following  re- 
port; 

The  committee  on  claims,  to  which  were  referred  the  claims  of  Oli- 
ver H.  Smith,  Benj.  Rodgers,  Francis  Kaufman,  and  Thomas  Woollen, 
have  examined  their  respective  claims,  and  have  directed  me  to  recom- 
mend to  the  House  the  adoption  of  the  following  resolution: 

Resolved^  That  the  committee  of  ways  and  means  be  directed  to 
allow  in  the  specific  appropriation  bill,  to  Oliver  H.  Smith,  the  sum  of 
fifty  dollars  for  the  performance  of  duties  assigned  him  by  the  Legisla- 
ture at  their  last  session,  in  going  to,  while  at,  and  returning  from 
Columbus, Ohio;  to  Benjamin  Rodgers  twenty-five  dollars  for  11  days 
services  and  the  per  centum  on  fl73  12*  of  money,  by  him  collected 
and  paid  into  the  State  Treasury,  as  superintendent  of  Jackson  lick 
reservation;  to  Francis  Kaufman  eleven  dollars, and  to  Thomas  Wool- 
len eight  dollars, for  work  by  them  done  in  the  State  House; 

Which  was  read  and  concurred  in  by  the  House. 

A  message  from  the  Senate  by  Mr,  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment  engrossed  bills  from 
the  House  of  Representatives,  entitled  as  follows  to-wit: 

No.  36 — An  act  to  locate  a  state  road  from  Portage  Point  to  the 
state  line; 

No.  37 — An  act  to  locate  a  state  road  from  South  Bend  to  the  north 
line  of  the  state; 

No.  38 — An  act  to  locate  a  state  road  from  the  north  line  of  the  state 
in  the  direction  of  Chicago; 

No.  94 — An  act  to  repeal  in  part  the  act  entitled  an  act  for  assessing 
and  collecting  the  revenue,  approved  Feb.  iO,  1831,  and  for  other  pur- 
poses; 

Also  engrossed  bills  of  the  Senate  of  the  following  titles.* 

No.  22 — An  act  to  amend  the  act  entitled  an  act  regulating  the  ta- 
king up  of  animals  going  astray  and  water  crafts  and  other  articles  of 
value  going  adrift,  app'd.  Feb.  7,  1835; 

No.  26 — An  act  to  amend  the  execution  law; 

In  which  bills  of  the  Senate  the  concurrence  of  the  House  of  Rep- 
resentatives is  requested. 

The  engrossed  bill  of  the  Senate  (No.  22)  named  in  said  message,  to 
amend  an  act  regulating  the  taking  up  of  animals  going  astray  and 
water  crafts  and  other  arlicles  of  value  going  adrift;  and, 

The  engrossed  bill  of  the  Senate  (No.  26)  therein  named,  to  amend 
the  execution  law; 

Were  severally  read  the  first  time  and  passed  to  the  second  reading 
on  to-morrow. 
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The  following  additional  message  was  also  received  from  the  Sen- 
ate  by  Mr.  Morrison  their  principal  Secretary: 

Mr.  Speaker — 

The  Senate  has  concurred  in  the  amendment  made  by  the  House 
of  Representatives  to  the  first  amendment  of  the  Senate  to  the  engross- 
ed bill  from  the  House  of  Representatives, 

No.  9 — To  incorporate  the  Madison  Savings  Institution. 

And  the  House  adjourned. 

2  o'clocky  P.  M, 

The  House  met. 

Mr.  Johnston  from  the  select  committee,  to  which  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  Il7)  to  amend  an  act  regulating  the  taking  up  of  ani- 
mals going  astray,  and  water  crafts  and  other  articles  of  value  adrift, 
approved  Feb.  9,  1831 ; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Buell  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

A  majority  of  the  select  committee,  to  which  was  referred  the  peti- 
tion of  John  Stephenson  on  the  subject  of  a  lunatic  asylum,  have  di- 
rected me  to  report,  that  they  deem  it  inexpedient  to  legislate  on  that 
subject  at  present; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Moore  from  a  select  committee,  made  the  following  report: 

The  select  committee,  to  whom  was  referred  a  resolution  in  relation 
to  marks,  have  had  that  subject  under  their  consideration  and  find 
the  subject  matter  therein  contained,  reported  by  a  bill  to  this  House 
and  deem  further  legislation  on  that  subject  inexpedient,  and  ask  to  be 
discharged  from  further  consideration  of  that  subject. 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Edwards  from  the  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  118)  to  organize  the  county  of  Jay; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Curtis  from  a  select  committee,  made  the  following  report: 
The  select  committee,  to  whom  was  referred  the  petition  of  Silas 
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Bond  and  others,  praying  the  re-location  of  a  certain  state  road  there- 
la  named,  and  also  the  remonstrance  of  Milton  Graves  and  others 
against  the  same,  have  according  to  order,  had  the  several  matters  and 
things  therein  contained  under  their  consideration  and  have  directed 
me  to  report  that  legislation  on  that  subject  is  inexpedient; 

Which  was  read  and  concurred  in. 

Mr.  Armstrong,  (having  obtained  leave,)  presented  the  petition  of 
Andrew  Fite  and  others,  praying  the  construction  of  a  rail  road  from  In- 
dianapolis to  JeffersonvHle; 

Which  was  read,  and. 

On  motion  of  Mr.  Armstrong, 

Referred  to  the  committee  on  canals  and  internal  improvements. 

Mr.  Chiles  (having  obtained  leave)  presented  the  petition  of  Na- 
thaniel Hawkins  and  others,  citizens  of  Putnam  county,  praying  a  new 
survey  of  the  contemplated  New  Albany  and  Crawfordsville  rail  road, 
and  that  Spencer  may  be  made  a  point  in  said  road; 

Which, 

On  motion  of  Mr.  Chiles, 

Was  referred  to  the  committee  on  canals  and  internal  improvements 
without  reading. 

On  motion  of  Mr.  Walker  of  S., 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency,  of  so  amending  our  stray  laws,  as  to  make  it  the  duty 
of  clerks  of  circuit  courts,  to  make  out  from  their  estray  bocks  monthly 
copies,  or  abstracts  of  estrays,  and  forward  them  to  the  public  printer 
at  Indianapolis,  and  that  he  should  monthly  print  the  same  on  a  large 
sheet,  and  fordward  one  copy  to  each  clerk's  office  in  the  state. 
On  motion  of  Mr,  Craig  of  M., 

Resolved,  That  the  committee  on  elections  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  11th  sec.  of  an  act  entitled  an  act  to 
regulate  the  mode  of  doing  county  business  in  the  several  counties  in  this 
state  approved  Jan.  19,  1831,  so  as  to  confine  the  election  of  county 
commissioners  to  the  respective  districts  in  which  they  reside,  and 
to  change  the  time  of  electing  such  commissioners  from  the  fivt-t  Mon- 
day in  August,  to  the  first  Monday  in  April,  and  conQne  each  elector  to 
vote  in  his  own  township,  at  such  election,  &  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Huntington, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  providing  by  law,  for  a  general  revision  of 
the  statue  laws  of  this  state,  with  leave  te  report  by  bill  or  otherwise. 
On  motion  of  Mr.  Hubbard, 

Resolved,  That  the  ccmmittee  on  the  judiciary  inquire  into  the  expe- 
diency of  abolishing  the  office   of  circuit  prosecuting  attornejs.  and 
of  providing  by  law  for  the  election  of  such  officers  in  each  county  in 
this  state,  by  the  people  or  for  the  appointment  by  the  circuit  court. 
On  motion  of  Mr.  Walker  of  S., 

Resolved,  That  the  judiciary  comtiiittee  be  instructed  to  inquire  into 
the  expediency  of  so  amending  the  present  practice  act,  as  that  all 
pleadings  be  filed  Id  vacation. 
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On  motion  of  Mr.  Chamberlain, 

Resolved^  That  the  committee  on  public  buildings  be  instructed  to 
inquire  into  the  expediency  of  uniting  the  duties  of  librarian  of  the 
state  library,  and  the  keeper  of  the  state  house,  in  one  and  the  same 
person,  and  of  making  such  officer  such  compensation  as  the  nature 
of  these  duties  may  require. 

Mr.  Curtis  presented 

A  bill  (No.  119)  to  establish  a  certain  state  road  therein  named; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow, 

Mr.  Phelps  presented 

A  bill  (No.  120)  to  amend  an  act  to  incorporate  the  Crawford  coun- 
ty sem.mary,  approved  Feb.  7, 1835; 

Which  was  read  the  tirst  time  and  passed  to  a  second  reading  on  to- 
morrow. 

On  motion  of  Mr.  Morris, 

The  previous  orders  of  the  day  were  for  tbe  present  postponed,  and 
the  House  resolved  itself  into  a  committee  of  the  whole  on  the  bill, 
No.  100 — to  suppress  gaming,  and  also,  a  petition  on  the  same  subject. 

And  after  some  time  spent  therein,  the  Speaker  resumed  the  Chair, 
and  Mr.  Johnston  reported  progress,  and  asked  leave  to  sit  again; 

Which  leave  was  granted  by  the  House. 

Mr.  Jackson,  from  (he  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bill  which 
oritrinatfed  in  the  Senate  of  the  following  title,  to-wil: 

No.  15 — An  act  for  the  apportionment  of  Senators  and  Representa- 
tives in  the  General  Assembly  of  this  State. 

And  find  the  same  truely  enrolled. 

A  Message  from  the  Senate  by  'Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  adopted  the  following  resolution,  viz: 

Resolved^  That  the  Senate  will  (the  House  of  Representatives  con- 
curing  therein)  proceed  to  the  election  of  a  Canal  Commissioner,  on 
Manday  next,  at  10  o'clock,  A.  M.  to  fill  the  vacancy  of  David  Burr, 
whose  term  of  service  will  expire  during  the  present  session  of  the 
General  Assembly. 

In  which  the  concurrence  of  the  House  of  Representatives  is  re- 
quested; and  Mr.  Elliott  is^appointed  teller  on  the  part  of  the  Senate; 

Which  was  read,  when, 

Onhiotionof  Mr.  Stapp, 

Resolved^  That  the  House  of  Representatives  reciprocate  the  reso- 
lution of  the  Senate,  for  the  going  into  the  election  of  Canal  Commis- 
sioner, on  Monday  next. 

Orderedj  That  Mr,  Stapp,  be  appointed  teller  on  the  part  of  the 
House. 
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Mr.  Huntington,  from  the  committee  on  education,  to  which  was  re- 
ferred the  bill, 

No.  115 — authorizing  the  school  commissioner  of  Dearborn  county 
to  sell  and  convey  certain  school  lands  therein  named; 

Reported  the  same  to  the  House,  with  one  amendment; 

Which  w«s  read  and  concurred  in  by  the  House,  when. 
On  motion  of  Mr.  Huntington, 

Th€  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  and  read  a  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  ^arry  it  to  the 
Senale  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Vandeveer, 

The  House  adjourned  until  Saturday,  3  o'clock,  P.  M. 


I 


SATURDAY,  January  9,  1836. 

3  o'clock  P.  M. 

The  House  met  pursuant  to  adjournment. 

On  motion  of  Mr.  Eggleston, 
The  previous  orders  of  the  day  were  for  the  present  postponed,  and 

the  bill. 

No.  89 — to  enable  the  school  commissioners  of  the  several  counties 
of  this  state  to  correct  the  returns  of  the  collectors; 
When, 
On  motion  of  Mr,  Eggleston, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  a  third  time  and  passed. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence therein. 

On  motion  of  Mr.  Liston, 

The  committee  of  the  whole  to  which  was  referred  the  bill, 

-^Q^  91 — to  organize  the  county  of  Porter,  was  discharged  from  a 
further  consideration  thereof,  when. 
On  motion  of  Mr.  Liston, 

Said  bill  was  recommitted  to  a  select  committee. 

Ordered,  That  Messrs.  Liston,  Chamberlain,'and  Brown  be  that  com- 
mittee. 

Mr.  Kil gore  (having  obtained  leave)  presented 

A  joint  resolution  (No.  121)  on  the  subject  of  the  public  lands, 

Which  was  read  the  first  time, 

Mr.  Dunning  moved  to  dispense  with  the  rules  of  the  House,  and 
that  said  joint  resolution  be  read  a  second  time. 
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Mr.  Vandeveer  then  moved  to  reject  said  joint  resolution, 
And  before  the  question  thereon  was  had, 
The  House  adjourned. 


MONDAY  January  11,  1836. 


The  House  met. 

Mr.  Harris  presented  the  petition  of  Ephraim  Owens  and  othefs, 
citizens  of  Greene  county,  praying  the  conlinuation  of  the  Moun  tPjea- 
sant  and  Bloomfield  state  road,  from  where  it  intersects  the  Vincennes 
state  road  in  the  forks  of  White  and  Eel  rivers  in  Greene  county,  to 
Bowlinggreen  in  Clay  county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Harris,  MoorCi 
and  Storm,  without  reading, 

Mr.  Harris  also  presented  the  petition  of  Ephraim  Owens  and  oth- 
ers, citizens  of  Greene  county,  praying  a  change  in  the  road  leading 
from  Greencastle  to  Carlisle; 
Which, 

On  motion  of  Mr.  Harris, 
Was  referred  to  a  select  committee,  without  reading. 
Ordered,  That  Messrs.  Harris,   Chiles,  and  Harrow  be  that  com- 
mittee. 

Mr.  Miller  presented  the  petition  of  Robert  Stockwell  and  others, 
citizens  of  Gibson  county,  prnying  the  construction  of  a  McAdamized 
turnpike  road  from  New  Albany  to  the  Wabash  river,  opposite  Mount 
Carmel ;  > 

Which  was  read,  and, 

On  motion  of  Mr.  Miller, 
Referred  to  the  committee  on  canals  an  J  infernal  improvements. 
Mr.  Nave  prcsenled  the  ren:onstrance  of  Hiram  liri'tainand  others, 
citizens  of  Hendricks  county,  against  a  peiilion  of  sundry  citizens  of 
gaid  county  of  Hendricks,  prnyinj^  a  repeal  in  part  of  the  act  regula- 
ting  the  jurisdiction  and  duties  of  ju?iices  of  tlie  peace,  so  far  as  the 
provisions  thereof  extend  to  the  said  county  of  Hendricks; 
Which, 

On  motion  of  Mr.  Nave, 
Was  referred  to  the  judiciary  committee,  without  reading. 
Mr.  Boone  presented   the  petition  of  Woolery  and  others,  of  the 
county  of  Lawrence,  praying  an  appropriation  of  money  to  repair  a  cer 
tain  state  road  therein  named; 
Which, 

On  motion  of  Mr.  Boone, 
Was  referred  to  the  committee  on  roads,  wilhoul  reading. 
2S 
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Mr.  Dunning  presented  the  petition  of  John  G.  Lee  and  others,  citi- 
zens of  Monroe  countj,  praying  an  act  declaring  Clear  creek  a  public 
highway  in  Monroe  county; 
Which, 

On  motion  of  Mr.  Dunning, 
Was  referred  to  a  select  committee,  without  reading. 
Ordered^  That  Messrs.  Dunning,  Moore,  and  Craig  of  P.  be  that 
committee. 

On  motion  of  Mr.  Carnan, 
The  previous  orders  of  the  day  were  for  the  present  postponed,  and 
The  bill  (No.  58)  respecting  the  borough  of  Vincennes,  was  read  the 
second  time  by  its  title,  and. 

On  motion  of  Mr.  Carnan, 
Committed    to  the  judiciary  committee. 

Mr.  Dunning  presented  the  petition  of  William  Abscondle  and  oth- 
ers, citizens  of  Monroe  county  on  the  subject  of  a  certain  state  road 
therein  named; 
Which, 

On  motion  of  Mr.  Dunning, 
V/as  referred  to  the  same  committee  te  which  was  referred  a  petition 
on  the  same  subject. 

Mr.  Posey  presented  the  petition  of  Jonathan  Sherman  and  others, 
citizens  of  Rush  county,  praying  amendments  to  the  present  road  law; 
Which  was  read,  and. 

On  motion  of  Mr.  Posey, 
Referred  to  the  committee  on  roads. 

Mr.  Chiles  presented  the  remonstrance  of  B.  S.  Cunningham  and 
others,  against  the  petition  heretofore  presented,  praying  a  change  in 
the  route  of  the  contemplated  New  Albany  and  Crawfordsville  Rail  or 
Turnpike  road ; 
Which; 

On  motion  of  Mr.  Chiles, 
Was  referred   to  the  committee   on  canals  and  internal  improve- 
ments, without  reading. 

Mr.  Macey  presented  the  petition  of  sundry  citizens  of  the  counties 
of  Wayne,  Henry,  and  Delaware,  praying  the  construction  of  a  rail  or 
turnpike  road  irom  Dublin  in  Wayne  county,  rmNew  Castle  to  Mun- 
cietown  in  Delaware  county; 

Which  were  referred  to  the  committee  on  canals  and  internal  im- 
provements, without  reading. 

Mr.  Huntington  presented  the  petition  of  C.  T.  Noble  and  others, 
of  the  town  of  Terre  Haute,  praying  that  the  corporation  of  said  town 
may  be  extended  to  embrace  all  the  in  and  out  lots  of  said  town;  and 
also  the  remonstrance  of  C.Gilbert  and  others,  citizens  of  said  town  of 
Terre  Haute,  asjainst  said  petition; 
Which,  ^ 

On  motion  of  Mr.  Huntington, 
Were  referred  to  a  select  committee,  without  reading. 
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Ordered,  That  Messrs.  Huntington,  Carnan,  and  Eggleston  be  that 
committee. 

The  House  then  proceeded  to  consider  bills  on  their  third  reading, 
engrossed  bills  of  the  following  titles,  viz: 

A  bill  (No.  46)  to  legalize  the  proceedings  of  the  boardof  commis- 
sioners of  the  county  of  Lawrence. 

A  bill  [No.  47j  to  locate  a  stale  road  from  Booneville  to  Jasper. 

A  bill  [No.  48]  to  make  the  Knox  c  unty  Agricultural  Society,  a 
branch  of  the  Slate  Agricultural  Society  of  Indiana; 

A  bill  [No.  53]  to  establish  a  certain  slate  road  therein  named; 

A  bill  [No.  54]  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mauksport  in  Harrison  county; 

A  b.ll  (No.  55)  to  establish  a  certain  state  road  therein  named, 

A  bill  [No.  56]  to  locate  a  state  road  from  New  Albany  to  Charles- 
town; 

A  bill  (No.  102)  to  amend  an  act  for  the  relief  of  the  poor,  approved 
Feb  10,  1831,  and, 

A  bill  (No.  108)  to  incorporate  the  Indiana  Baptist  Education  Socie- 
ty and  the  Indiana  Baptist  Manual  Labor  Institute; 

Were  severally  read  the  third  time  and  passed. 

Ordered,  That  they  be  entithd  acts,  and  that  the  clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  thcirein. 

The  engrossed  bill  of  the  Senate 

No.  12 — to  continue  in  force  an  act  for  the  benefit  of  persons  who 
are  likely  to  suffer  by  the  destruction  of  the  records  of  Parke  county, 
approved  Dec.  28,  1832,  and  also  an  act  amendatory  thereto,  approved 
Jan.  8,  1834,  and  amendatory  of  an  act  entitled  an  act  for  the  benefit 
of  persons  who  are  likely  to  suffer  by  the  destruction  of  the  records  of 
Spencer  county,  approved  Jan.  27,  1833,  was  read  the  third  time  and 
passed. 

Ordered,  That  the  Clerk  carry  the  same  to  the  Senate  and  ask  their 
concurrence  in  the  amendments  of  the  House  thereto. 

Bills  on  their  second  reading  were  next  considered. 

The  joint  resolution  (No.  57)  of  ttie  State  of  Indiana,  was  read  the 
second  time  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

The  bill  (No.  63)  to  incorporate  the  town  of  Indianapolis,  was  read 
the  second  time  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

Mr.  Brown  having  first  obtained  leave,  presented 

A  bill  (No.  122)  to  incorporate  the  Lafayette  and  Danville  rail  road 
company; 

Which  was  twice  read  by  its  title,  (the  rules  of  the  House  having 
first  been  dispensed  with),  and. 
On  motion  of  Mr.  Brown, 

Committed  to  the  judiciary  committee. 

The  bill  (No.  64)  to  change  certain  alleys  in  the  town  of  Livonia, 
was  read  the  second  time,  and. 

On  motion  of  Mr.  Vandeveer, 


220 

Was  considered  as  engrossed,  read  a  third  time  and  passed,  (the 
rules  of  the  House  having  first  been  dispensed  vvith.) 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  bill  (No.  65)  to  authorize  a  special  county  agent,  was  read  a 
second  time. 

Mr.  Willett  moved  to  lay  it  on  the  table  j 

Which  motion  did  not  prevail;  when 
On  motion  of  M  r.  Morris, 

Said  bill  was  committed  to  a  committee  of  the  whole  and  made  the 
order  of  the  day  for  to-morrow. 

The  bill  (No.  G6)  to  provide  for  the  election  of  a  justice  of  the  peace 
in  the  town  of  Brownsville,  was  read  the  second  time;  when, 
On  mokionof  Mr.  Johnsion, 

The  rules  of  (he  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  n  third  lime  and  passed. 

Ordered^  That  it  be  entitled  fsn  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  iheir  concurrence  therein. 

The  bill  (No,  68)  authorizing  a  slate  road  from  Troy  to  PaoU,  was 
read  the  second  time,  and, 

On  motion  of  Mr.  Phelps, 

Referred  to  a  select  committee. 

Ordered^  That  Messrs.  Phelps,  Vandeveer,  and  Hcwell  be  that 
committee. 

On  motion  of  Mr.  Vandeveer, 

The  previous  orders  of  the  day  v/ere  for  the  present  postponed,  and 

The  engrossed  bill  of  the  Senate  (No.  13)  to  establish  a  certain  state 
road  therein  named,  in  the  counties  of  Psrry,  Crawford,  and  Orange, 
was  read  the  second  time  and  referred  to  t!)e  same  select  committee,  to- 
which  was  referred  t!ie  bill  of  the  Plouse  (No.  ^8)  on  (he  same  subject. 

The  bill  (No.  69)  for  the  reliefof  James  H.  King,  recorder  of  Mon- 
roe county,  was  read  (he  second  time,  and, 
On  motion  of  Mr.  Dunning, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  a  (bird  time  find  passed. 

Ordered^  That  it  be  entitled  nn  ant,  and  that  the  Clerk  carry  it  to- 
the  Senate  and  ask  (heir  concurrence  therein. 

The  bill  (No.  71)  declaring  a  counly  road  leading  from  Mooresville 
in  Morgan  count),  to  Brite  Picwctis  farm  a  state  road,  and. 

The  bill  (No.  72)  to  provide  for  clianging  a  part  of  (he  state  road 
leading  from  Martinsville  in  Morgan  county,  to  Danville  in  Hendricks 
county, 

Were  severally  read  the  second  (ipie  and  ordered  to  be  engrossed 
and  read  a  third  time  to-morrow. 

The  bill  (No.  73)  to  empower  Alexis  Coquillard  and  others,  to  drain 
off  the  water  of  the  Kankakee  ponds,  was  read  the  second  time. 
On  motion  of  Mr.  Willett, 

Said  bill  was  amended;  when, 
0.n  motion  of  Mr.  Liston, 
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It  was  considered  as  engrossed,  read  a  third  time  and  passed,  (the 
rules  of  the  House  having  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Evans  from  the  committee  on  canals  and  internal  improvements 
to  which  was  referred  sundry  petitions  and  resolutions,  on  that  subject^ 
(having  first  obtained  leave)  presented 

A  bill  [No.  123]  to  provide  for  the  commencement  of  a  general  sj'S- 
tem  of  internal  improvements; 

Which  was  read  the  first  time. 

Mr.  Evans  moved  that  the  rules  of  the  House  be  dispensed  with, 
and  that  said  bill  be  read  a  second  time, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bard  well,  Bennett,  Boone .  Brown,  Buell,  Carnan,  Chambers, 
Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Collins,  Craig  of  M., 
Craig  of  P.,  Ctirtis,  Davis,  Dunning,  Evans,  Gregg,  Hannaman,  Har- 
row, Harris,  Hubbard,  Huntington,  Johnston,  Jones,  Kilgore,  Lee 
of  B.,  Lee  of  M.^and  C,  Liston,  Macey,  M^ison,  McCarty,  Moore, 
Murray,  Morris,  Myers,  Nave,  Posey,  Ray,  Ristine,  Slapp,  Siorm, 
Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson 
of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whit- 
man, and  Mr.  Speaker — 54. 

And  those  mho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Carr,  Chamberlain,  Cole,  Cushman,  Edmon- 
ston,  Edwards,  Egqleston,  Graham,  Howard,  Howell,  Huckleberry, 
Jackson,  Miller,  Phelps,  Smith,  Steele,  Wilielt,  Wilson,  and  Ze- 
nor— 20. 

And  so  said  bill  was  read  the  second  time,  and. 
On  motion  of  Mr.  Evans, 

Laid  on  the  table. 

Mr.  Armstrong  moved  that  200  copies  of  said  bill  be  printed;  when, 

A  division  of  the  question  was  called  for, 

And  the  question  wes  then  put, 

Shall  said  bill  be  printed? 

And  the  ayes  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Boone,  Buell,  Carr,  Clark  of  Washington,  Cole, 
Cushman,  Edmonston,  Edwards,  Eggleston,  Graham,  Howard,  Howell, 
Huckleberry,  Jackson,  Miller,  Murray,  Phelps,  Smith,  Steele,  Wilson, 
and  ZeDor— 23, 
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And  those  who  voted  in  the  negative  are^ 

Messrs.  Bardwell,  Bennett,  Brown,  Carnan,  Chamberlain,  Cham- 
bers, Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Da- 
vis, Dunning,  Evans,  Gregg,  Hannaman,  Harrow,  Harris,  Hubbard* 
Huntington,  Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  &  C, 
Listen,  Macey,  Mason,  McCarty,  Moore,  Morris,  Myers,  Posey,  Ray, 
Ristine,  Stapp,  Storm,  Strain,  Templeton,  Thompson  of  A.,  Thompson 
of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker 
of  S.,  Watt,  Whitman,  Willett,  and  Mr.  Speaker— 50. 

And  so  said  question  was  decided  in  the  negative. 

And  the  House  adjourned. 

2  o'clock,  P.  M. 

The  House  met. 

The  Speaker  laid  before  the  House  the  annual  report  of  the  State 
Board  of  Agriculture,  with  accompanying  documents  j 

Which  said  report  was  read;  when. 
On  motion  of  Mr.  Thompson  oif  L,, 

Said  report  and  documents  were  laid  on  the  table. 

Mr.  Evans  having  obtained  leave  moyed  the  adoption  of  the  follow* 
ing  resolution; 

Which  was  read  and  adopted,  to-wit: 

Resolved,  That  the  Senate  be  informed  that  the  House  of  Repre- 
sentatives are  now  ready  to  unite  with  them  in  proceeding  to  the  elec- 
tion of  a  Canal  Commissioner  to  fill  the  vacancy  of  David  Burr,  whose 
term  of  service  will  expire  during  the  present  General  Assembly,  and 
that  the  Senate  be  invited  to  attend  in  the  Hall  of  the  House  of  Rep- 
resentatives, and  that  seats  will  be  provided  for  them  on  the  right  of 
the  Speaker's  Chair. 

The  Senate  then  came  into  the  Hall  of  the  House  of  Representatives 
and  took  their  seats  on  the  right  of  the  Speaker's  Chair, 

The  President  of  the  Senate  on  the  right  of  the  Speaker; 

When  both  Houses  proceeded  by  joint  ballot  to  elect  a  Canal  Com- 
missioner to  fill  the  vacancy  of  David  Burr,  whose  term  of  service  will 
expire  during  the  present  General  Assembly. 

On  counting  the  ballot  it  appeared  that 

David  Burr  received  51  votes  for  that  office, 
EUsha  Long  received  50  votes. 

David  Burr,  having  received  a  majority  of  all  the  votes  given,  was 
declared  by  the  President  of  the  Senate,  in  the  presence  of  both  Hou- 
ses, duly  elected  Canal  Commissioner  for  the  term  of  three  years  from 
and  after  this  date. 

And  the  Senate  withdrew  to  their  Chamber. 

The  joint  resolution  (No.  121)  on  the  subject  of  the  public  lands 
was  considered,  on  the  question  of  Mr.  Vandeveer  to  reject  the  same. 


223 

pending  before  the  House,  when  it  adjourned  on  Saturday  evening 
last, 

And  after  some  time  spent  in  debating  the  same, 

And  before  the  question  thereon  was  had, 

The  House  adjourned. 


TUESDAY,  January  12, 1836. 


The  House  met. 

Mr,  Davis  presented  the  petition  of  H.  B.  Milroy  and  others,  pray- 
ing an  appropriation  on  the  road  leading  from  Delphi  to  Muncietown; 
Which, 

On  motion  of  Mr.  Davis, 
Was  referred  to  the  judiciary  cemmittee  without  reading. 
Mr.  Moore  presented  the  petition  of  J.  M.  Allison  and  others,  citi- 
zens of  the  town  of  Spencer  in  Owen  county,  praying  that  a  part  of 
the  public  common  of  said  town  may  be  vacated; 
Which, 

On  motion  of  Mr.  Moore, 
Was  referred  to  a  select  committee  without  reading. 
Ordered^  That  Messrs.  Moore,  Dunning,  and  Murray  be  that  com- 
mittee. 

Mr.  Evans  presented  the  pelitionof  Moses  Dudley  and  others,  citi- 
zens of  Fountain  county,  praying  that  the  county  road  leading  from 
Covington  east  to  the  line  of  Montgomery  county; 
Which, 

On  motion  of  Mr.  Evans, 
Was  referred  to  a  select  committee  without  reading. 
Ordered^  That  Messrs.  Evans,  Templeton,  and  Buell  be  that  com- 
mittee. 

Mr.  Vandeveer  presented  the  petition  of  George  Fawsett  and  others, 
citizens  of  Orange  county,  praying  that  Lost  river  bridge  may  be  made 
a  point  on  the  contemplated  New  Albany  and  Vincennes,  turnpike 
road; 

Which, 

On  motion  of  Mr.  Vandeveer, 
Was  referred  to  the  committee  on  eanals  and  internal  improvements 
without  reading. 

Mr.  Ray  presented  the  petition  of  Thomas  Tyner  and  others,  citi- 
zens of  the  counties  of  V/ayne,  Henry,  and  Delaware,  praying  the 
construction  of  a  turnkpike  or  rail  road  from  Dublin,  via  New  Castle  to 
Muncietown;  ^^i 

Which,  W.W 

Oa  motion  of  Mr.  Ray, 


234 

Was  referred  to  the  committee  on  Canals  and  internal  improvements 
without  reading. 

Mr.  Chamberlain  presented  the  petition  of  William  G.  Johnston  and 
others,  praying  a  state  road  from  Lima  in  Lagrange  county  to  the  town 
of  Huntington  in  Huntington  county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Chamberlain, 
Liston,  and  Thompson  of  A., 

Mr.  Dunning  presented  the  petition  of  William  Fee  and  others,  citi- 
zens of  Monroe  county,  praying  a  revision  of  the  laws  of  this  state 
concernig  negroes  and  mulattoes; 

Which  was  referred  to  a  select  committee  of  Messrs.  Dunning, 
Moore,  and  Vandeveer  without  reading. 

Mr.  Morris  presented  the  petition  of  William  Griffith,  praying  ctT- 
tain  relief  therein  named; 
Which, 
On  motion  of  Mr.  Morris, 

Was  referred  10  the  standing  committee  on  roads  without  reading. 

Mr.  Morris  presented  the  petition  of  Henry  Davis  and  others,  citi- 
zens of  the  counties  of  Hancock,  Hamilton,  Marion,  and  Boone,  pray- 
ing for  a  certain  state  road  therin  named; 

Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Han- 
naman,  and  Bardwell  without  reading. 

Mr.  Harrow  presented  the  petitions  of  sundry  persons,  citizens  of 
the  counties  of  Putnam,  Montgomery,  and  Parke,  praying  the  forma- 
tion of  a  new  county; 

Which  were  referred  to  a  select  committee  of  Messrs.  Harrow, 
Chiles,  Lee  of  BI.  and  C,  Ristine,  and  Steele  without  reading. 

Mr.  Curtis  presented  the  petition  of  Gabriel  Newby    and    others, 
citizens  of  Wayne  county, praying  a  change  in  the  revenue  law; 
Which, 
On  motion  of  Mr.  Curtis, 

Was  referred  to  the  committee  of  ways  and  means  without  reading, 

Mr.  Chamberlain  presented  the  petition  of  Isaac  Spencer  and  others, 
of  Noble  county,  praying  the  organization  of  said  county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Chamberlain, 
Thompson  of  A., and  Mason  v.ithout  reading. 

Mr.  Chamberlain  also  presented  the  petition  of  H.  C.  Root  and 
others,  citizens  of  Elkhart  and  St.  Joseph  counties,  praying  a  state 
road  from  Elkhart  Village  to  intersect  the  Michigan  road ; 

Which  was  referred  to  a  select  committee  of  Messrs.  Chamberlain, 
Liston,  and  Hannaman. 

Mr.  Huntington  presented  the  petition  of  C.  T.  Noble  collector  of 
Vigo  county,  praying  for  certain  relief  therein  named; 
Which, 
On  motion  of  Mr.  Huntington, 

Was  referred  to  the  committee  on  claims  without  reading. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bill  which  origi- 
nated in  the  House  of  Representatives  of  the  following  title,  to  wit: 
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jVo.  94 — an  act  to  repeal  in  part  the  act  entitled  an  act  for  assessing 
and  collecting  the  revenue,  approved  Feb.  10,  1831,  and  for  other  pur- 
poses; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bill. 

Ordered^  That  the  clerk  carry  it  to  the  Senate  for  the  signature  of 
their  President. 

Mr.  Eggleston  presented  the  remonstrance  of  Joseph  Campbell  and 
others,  citizens  of  Sc.-itzerland  county,  against  the  petitition  heretofore 
presented,  n raying  a  certain  state  road  therein  named ; 
Which, 
On  motion  of  Mr.  Eggleston, 

Was  referred  to  the  committee  on  roads  without  reading;  and, 
On  motion  of  Mr.  Eggleston, 

The  s:ud  petilion  praying  the  location  of  said  state  road,  was  also  re- 
ferred to  the  committee  on  reads, 

Mr.  Liston  presented  the  petition  of  the  President,  Directors,  and 
Company  of  the  St.  Joseph  Iron  Works,  praying  that  the  name  and 
style  of  said  Company  may  be  changed  to  "The  St.  Josepli  iron  Com- 
pany;" 

Which  was  referred  to  a  select  committee  cf  Messrs.  Liston,  Davis, 
and  Wiilett  without  reading, 

On  motion  of  Mr.  Evans, 

The  previous  orders  of  tiie  day  v/ere  for  the  present  postponed,  and 

The  bill  (No.  123)  to  provide  for  tiie  commencement,  and  comple- 
tion of  a  general  system  ci"  internal  improvements; 

Was  considered,  when 

Mr.  Zenor  moved  to  commit  said  bill  to  a  comiXiittee  of  the  whole, 
and   make  it  the  order  of  the  day  for  to-morrow; 

Which  motion  was  loj^t. 

r^Ir.  Eggleston  moved  to  amend  said  bill  as  follows,  provided,  how- 
ever, and  every  tiling  in  the  three  foregoing  seclioiiS  contained,  is  upon 
the  following  condi(ioTis  and  reitrictioiis,  to  wi^: 

That  so  much  of  the  IDth  section  of  the  act  entiiled  an  act  to  incor- 
porate the  Lawrenceburgii  and  Indianapolis  rail  road  companj^,  ap- 
proved Feb.  :2,  1832.  as  guarantees  to  said  company  that  no  person, 
body  politic,  or  corporate  stia'l  in  any  way  interfere  with,  molest,  or 
disturb,  or  injure  any  of  (he  rights  and  privileges  hereby  granted,  or 
detract  from,  or  ailcct  the  profits,  of  said  corporation,  be  repealed,  and 
every  thing  herein  contained  shall  be  on  this  further  condition,  to  wit; 

That  nothing  in  the  said  act  contained,  shall  be  so  construed  as  to 
prevent  the  st;ite  from  constructing  or  authorizing  the  construction  of 
another  rail  road,  whenever  the  necessities  of  the  country  may  require 
it,  between  the  same  or  any  of  the  points  through  which  the  rail  road 
contemplated  in  said  act  may  run;  provided  also  that  the  Legislature 
may  at  any  future  time  authorize  a  rail  road  to  be  constructed  from  anj 
point  on  the  Ohio  river  to  join  with  the  said  contemplated  rail  raid,  un- 
der such  restrictions  and  conditions  as  the  Legislature  may  deem  fitting, 

29 
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The  foregoing  conditions  and  provisos  shall  be  deemed  and  taken  to  be 
modifications  of  the  act  incorporating  said  rail  road  company,  approv- 
ed Feb.  2, 1832,  so  soon  as  the  said  rail  road  company  shall  receive  any 
of  the  benefits  conferred  by  this  act  on  said  company. 

Which  amendment  did  not  prevail. 
On  motion  of  Mr.  Evans, 

Said  bill  was  amended  by  slril<ing  out  the  first  sec,  from  the  enacting 
clause  to  the  words,  "joint  resolution"  including  said  words,  and  insert- 
ing in  lieu  thereof  the  following: 

That  six  persons  shall  be  appointed  by  the  Governor, by  and  with  the 
advice  and  consent  of  the  Senate,  who  together  with  the  present  Ca- 
nal Commissioners,  shall  conslikite  a  Beard  of  Internal  Improvements, 
to  serve  three  j^ears  from  and  after  their  appointment.  The  hrst  appoint- 
ment shall  hovvcver  be  divided  inio  ti^ree  classes  by  lot  at  their  first 
meeting.  The  term  of  service  of  the  first  class  shall  determine  at  the 
expiration  of  one  year,  the  second  class  at  the  expiration  of  the  second 
year,  and  tlie  third  class  at  the  expiration  of  the  t'nird  year,  so  that  one 
third  may  be  annually  appointed  so  long  as  their  services  may  be  re- 
quired, and  shall  be  liable  to  be  removed  at  any  time,  by  impeachment 
or  joint  resolution. 

Mr,  Zenor  moved  to  amend  said  bill  as  follows: 

Sec.  That  the  sum  of  one  million  dnllars  be  and  the  same  is  here- 
by appropriated  (o  the  consi ruction  of  a  McAdaniized  turnpike  road 
from  Ke\s^  Albany  via  Coi-ydon,  Jasper,  and  Petersburgb  to  the  Wa- 
bash river,  opposite  Mt.  Carm.el  in  iUmois. 

Mr.  Edmonston  1a;.-n  proposed  to  nmcnd  said  proposed  amendment 
to  said  bill,  so  as  to  make  Leaven u'ortli  a  point; 

Which  motion  pravaijcd. 

And  the  question  then  recurred  on  the  adoption  of  said  proposed 
amendment  as  amended, 

And  the  ayes  and  noes  being  requested  ihereon  by  two  members, 

Those  xuho  voled  in  the  afflrmaiive  are^ 

Mesfrs.  Armstrong,  Carr,  Edmnnston,  Ej^gleslon,  Graham,  Howard, 
Howell,  H!ickl»itierry,  Jackson,  Miller,  Pfielps,  VVillttt,  Wilson,  and 
Zenor — 14. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Buell,  Carnan,  Cham- 
ber?, Chanibeilain,  Chiles,  Cl:<:k  of  Wayne,  Clark  of  Washington, 
Collins, Craig  of  M.,  Craig  of  P,,  Curtis,  Cushman,  Davis,  Dunning, 
EdwarcI:=,EvahS,GrcL'g,  H«nnaman,  Harrow,  Harris,  Hubbard,  Hunt- 
ing'oi*,  J..!in?toii,  .lone?,  Kiigore,  Lee  of  B.,  Lee  of  M.  and  C,  Liston, 
M^^cov,  Maiiori,  MrCaity,  Moore,  Morri--,  Murray,  Myers,  Nave,  Posey, 
Ray,  Rislitip,  Smith,  Siapp, Steele,  Slorm, Strain,  Templeton,Thomp- 
BonofA.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter, 
?&ilker  of  D.,  Walker  of  S.,  Watt,  Whitman,  and  Smith,  Speaker--59- 

And  so  said  amendment  was  lost. 
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Mr.  Bennett  moved  to  amend  said  bill  by  adding  thereto  the  foUow- 
ing,  to  be  inserted  in  the  bill  as  an  additional  section: 

Sec.  That  the  state  of  Indiana  shall  subscribe  for  and  take  one 
half  of  the  stock  in  the  White  Water  and  Miami  turnpike  company,  or 
in  the  Union  and  Wa;yne  turnpike  company,  provided  that  either  of 
Baid  companies  shall  have  subscribed  the  balance  of  stock  in  said  cor- 
poration, and  actually  paid  in  twenty-five  per  cent,  on  each  share  of 
the  same; 

Which  motion  was  decided  in  the  negative. 

Mr.  Vandeveer  moved  to  amend  said  bill  by  inserting  in  the  pro- 
per place,  after  the  word  Paoii,''by  the  way  of  Lost  river  bridge; 

Which  motion  did  not  prevail. 

Mr.  Buell  moved  to  amend  the  bill  by  striking  out  the  word  "Vin- 
cennes"  and  insert  "Lafayette;" 

Which  was  negatived. 

Mr.  Armstrong  moved  to  amend  the  5th  section  of  the  bill,  at  the 
close  of  the  4th  proposition  in  said  section  after  the  word  "appropria- 
ted," by  inserting  "and  a  rail  road  from  JolTcrjonviUc  to  intersect  the 
above  mentioned  rail  road  from  Madison  to  Indianapolis,  at  the  town 
of  Columhtj*,  or  such  other  point  on  srjid  rof»d  as  in  the  opinion  of  the 
Board  of  Internal  Improvements  will  best  advance  the  inlcre:t  of  the 
Slate;  to  construct  wtiich,  the  sum  of  five  liundred  thousand  dollars  is 
hereby  appropriated ; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zoko  voted  in  (he  ojjflrnxailvc  are^ 

Messrs.  Armstrong,  Carr,  Clark  of  Wayne,  Clark  of  Washington, 
Craig  of  M.,  Curtis,  Cushman,  Dunning,  Edmonslon,  Egglcston,  Evans, 
Graham,  Harris,  Howard,  ilowell,  Huckleberry,  Jackson,  Jones,  Kil- 
gore,  Lee  of  B.,  ISIiller,  Moore,  Murray,  Navo,  Phc!j)s,  Fosey,  Smith, 
Storm,  Strain,  Walker  cf  D.,  Watt,  Willclt,  Wilson,  Zenora.id  Smith, 
Speaker — 35. 

,^/ii  iJiose  zviio  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Buell,  Carnars,  Cham- 
berlain, Chambers,  Chiles,  Colli:;?,  Craig  of  P.,  Davis,  Edwards,  Han- 
naman,  Harrow.  Hubbard,  Huntington,  Joiinslon,  Liston,  Lee  of  M. 
and  C,  Macey,  Mason,  McCarty,  jvloni^,  Myers,  Ray,  Ri?iine,  Stapp, 
Steele,  Templcton,  Thompson  ot'  A.,  Thompson  ot  J.,  Thompson  of 
L.,  Vandeveer,  Vawter,   V/alker  of  S.,  and  V/hitman — 37* 

And  so  shid  amendment  was  lost. 

Mr.  Nave  moved  to  amend  said  bill  by  inserting  the  word  "Dan- 
ville" aftt-r  the  word  "Indianapolis"  in  that  part  of  said  bill  that  pro- 
vides for  constructing  tlie  Midiion  and  Lafayette  :;.il  ro?.d; 

Which  motion  did  not  prevail. 

Mr.  Kilgore  then  moved  to  amend  the  bill  by  striking  out  the  provisd 
of  the  second  propesitioD  to  the  5tb  section, 
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And  the  ajes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voled  in  the  ojjirmative  are, 

Mejsr?.  Bennett,  {^(Imonsfon,  Edwarr?,  Eggleston,  Howard,  How- 
ell, Hnokleberrv,  Kilgore,  Phc!p>:,  Thompson  of  L.,  Walker  of  S., 
Watt,   Willelt,  VV'ilion,'Zenor,  and  Sinitb,  Speaker— 16. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bnone,  Brown,  Buell,  Carnan,  Carr,  Chamber- 
Irjp.  Chambers,  Clark  of  Wayne,  Ciarkof  VVasliington,  Collins,  Craig 
of  M..  C«aig  of  1\,  Ciirti?,  Cu;liman,  Divi?,  Dunning,  Evan?,  Gra- 
ham, Gregg,  Hannair.an,  Harrow,  Karris,  Hubbard,  Hunlington, 
Johnston,  Jones,  Lee  of  B.,  Lee  of  M.  and  C,  Lislon,  Macey,  Mason, 
McCarty,  Moore,  Morris,  Murray,  Myers,  Nave,  Posey,  Kay,  Ris- 
tine,  Sniitb.,  Slapp,  Steele,  Storm,  Strain,  Templeton,  Thnmpson  of 
A.,  Thompson  of  J.,  Var.cleveer,  Vawler,  und    Whilman — 52. 

And  so  sou]  motion  was  deciJed  in  the  negative. 

Mr.  Eilgore  (hen  moved  to  amend  the  same  by  adding  to  the  second 
proposition  of  the  5th  section,  the  following  proviso: 

But  in  case  the  lower  or  Pipe  creek  ronie  should  be  adopted  by  said 
board,  then  and  in  that  case  they  shall  con.«frurt  a  navigable  canal 
from  some  suitable  point  o!)  lJie  main  line  of  s.aid  (entir.!  rana!,  toMun- 
cietown  in  Delaware  county,  which  shall  be  of  ilie  ^ame  size  of  the 
main  line,  and  shall  be  put  under  contract  as  soon  as  any  part  of  said 
canal  north  of  Indianapolis,  and  the  expense  iliereof  defrayed  out  of 
the  moneys  hereby  set  apart  for  the  construction  of  the  central  canal; 

Which  motion  was  lost;  wher), 

On  moiion  of  Mr.  Huntington, 

Said  proposition  was  amended  as  follows,  to-wit: 

Which  said  feeder  shall  be  of  equal  size  and  capacity  of  the  main 
canal  and  placed  upon  the  same  footing  with  the  main  work,  and  also 
provided  for  in  the  same  way. 

And  the  House  adjourned. 

2  o'clock,  P.  M. 

The  House  met 

And  resumed  the  consideration  of  the  bill  under  consideration  wheo 
the  House  adjourned. 

Mr.  Posey  then  moved  to  amend  said  biii  as  follows: 

That  the  Stale  of  Indiana  fake  one-half  of  the  stock  on  the  Indiana-^ 
polis  and  Harrison  turnpike  road,  whenever  the  other  half  is  taken 
and  secured  by  inuividual  subscription ; 

V/hich  was  negatived. 

Lr.  Boone  moved  the  following  amendment  to  the  7th  section  of  said 
bill: 

And  that  the  sum  of  ^10,000  be  and  the  same  is  hereby  appropria^ 
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ted  to  remove  the  obstructions  to  the  navigation  in  the  eastern  fork  of 
White  river,  to  be  laid  out  under  the  supervision  and  control  of  the 
bo;>rd  of  pubh'c  works; 

Which  motion  did  not  prevail. 

Mr.  Kilgore  moved  to  amend  said  bill  by  striking  out  the  word 
"Spencer"  in  the  provision  for  the  New  Albany  and  Crawfordsviile 
rail  road; 

Which  motion  was  negatived. 

Mr.  N;ive  moved  to  amend  the  5lh  section  of  the  bill  authorizing  the 
construction  of  the  Madiion  and  Lafayette  Rail  Road  by  inserting  after 
"Indianapolis'' "Danville  in  Hendricks  county ;"'  provided  that  the  cit- 
izens of  said  county  shall,  wilhin  three  years  from  and  after  the  first 
day  of  April  next,  construct  three  and  a  half  miles  of  said  road,  under 
the  direciion  of  ihe  board  of  internal  improvements,  at  their  own  ex- 
pense, within  said  county; 

Which  was  decided  in  (he  negative. 

Mr.  Miller  then  moved  the  following  amendment  thereto; 

Which  was  read  and  negatived,  viz: 

The  Governor  of  this  Slate  is  hereby  authorized  and  directed  to  em- 
ploy a  competent  engineer  or  engineers,  who  shall,  during  ihe  enduing 
summer  or  fill,  m^ke  an  examination,  survey,  and  estimate  of  a  route  for 
a  rail  or  turnpike  rond  tVom  Mt,  Vorrjon  via  Princeton  to  Pelersburgh  in 
Pike  county;  a  detailed  report  of  which  survey  and  estimate,  the  cost  of 
construction,  the  practicability  and  probable  utility  of  which  work,  the 
said  engineers  shall  report  to  the  next  legislature  at  as  early  a  day  as 
possible. 

i\lr.  Murray  moved  to  amend  the  bill  by  inserting  the  following  clause 
in  the  5th  section: 

And  for  the  construction  of  a  lateral  turnpike  from  Fredericksburgh 
on  the  New  Albany  and  Vincennes  turnpike  road,  by  way  of  Livonia 
in  Washington  county,  Orleans  in  Orange  county,  to  intersect  the 
CrawlbrJsville  turnpike  or  railroad  at  some  convenient  point;  and  for 
this  purpose,  that  the  sum  of  $200,000  be,  and  it  is  hereby  appropri- 
ated. 

And  before  the  question  on  the  adoption  thereof  was  had, 

Mr.  Evans  called  for  the  previous  question  ; 

Which  call  was  seconded  by  a  majority  of  the  members  present, 

And  was  thereupon  put. 

Shall  the  main  question  be  now  put?  . 

And  the  ayes  ar.d  noes  being  requested  thereon  by  two  members, 

Those  7L-ho  voted  in  the  affirmative  are, 

Messrs.  Bard  well,  Boone,  Brown,  Carnan,  Chamberlain,  Chambers, 
Chiles,  Clark  of  Washington,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis, 
Davis,  Dunning,  Evans,  Gregg,  IJannaman,  Harrow,  Harris,  Hub- 
bard, Huntington,  Johnston,  Jones,  Lee  of  Bartholomew,  Lee  of  M.  and 
C,  Liston,  Macey,  Mason,  McCarly,  Miller,  Moore,  Morris,  Murray, 
Myers,  Posey,  Ray,  Ri3tine,Stapp,  Storm,  Strain,  Templeton,Thomp- 
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son  of  Allen,  Thompson  of  Johnson,  Thompson  of  Lawrence,  Van- 
deveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  and 
Smith  Speaker — 51. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Buell,  Carr,  Clark  of  Wayne,  Cole, 
Cushman,  Edmonston,  Edwards,  Egijleston,  Graham,  Howard,  How- 
ell, Huckleberry,  Jackson,  Kilgore,  Nave,  Phelps,  Smith,  Steele,  Wil- 
lett,  Wilson,  and  Zenor — 23. 

And  so  said  question  passsed  in  the  affirmative. 

And  the  question  was  thereupon  put. 

Shall  said  bill  be  engrossed  for  a  third  reading? 

And  on  this  question. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Carnan,  Chamberlain, 
Chamberr,  Chiles,  Clark  of  Washington.  Cc!lin?,Cr.-:ig  of  M.,  Craig  of 
P.,  Curtis,  Cushm;;n,  Davis,  Donning,  Evai>s,  Gregg-,  Hinnaman,  Har- 
row, Harri?,  Hubbard.  Huntington,  Johnston.  Jones,  Kilgore,  Lee  of 
B.,  Lee  of  M.  and  C,  IJston,  Maccy,  M;ison,  McCarty,  Militrr,  Moore, 
Morris,  Murray,  Myers,  Posey,  Ray,  Ristine,  Stapp,  Storm,  Strain, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L-,  Van- 
deveer.  Walker  of  D.,  Walker  of  S.,  Walt,  Whitman,  Willett,  and 
Smith,  Speaker — 55. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennetf,  Carr,  Clark  of  Wnyne,  Cole,  Edmon- 
ston, E'lwsirds,  Kgiilertnn,  Grjiham,  Hnv.ard,  Howell,  Huckleberry, 
Jackson,  N.ivr,  Phclj)?,  Sinilh,  Sterle,  "\Vi!son,  Mnd  Zenor — 19. 

And  so  said  molion  nas  d8ci(if(i  in  the  alhrmHlivo. 

Mr.  Evans  then  m-n-ed  that,  the  rules  of  the  House  be  dispencsd 
with  and  that  said  bill  be  considered  as  engrossed  and  read  a  third 
time  now. 

And  the  ayes  ana  noes  being  requested  thereon  by  two  members, 

TiiQce  v:ho  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Boone,  Brown,  Burll,  Carnan,  Chamberlain, 
Chambers,  Chile?,  Clark  of  Wayne,  Claik  of  Washingfon,  Collins, 
Craig  of  M.,  Crag  of  P.,  Curtis,  Cushman,  Davi.*,  Dunniig,  Evans, 
Gregg,  Hannaman,  Harrow,  Harris,  Hubbard,  Huntington,  Johnston, 
Jones',  Lee  of  B.,  Lee  of  M.  and  C,  Liston,  Maccy,  Mason,  McCarty, 
Miller,  Moore,  Morris,  Murray,  Myers,  Posey,  Ray,  Ristine,  Siapp, 
Storm,  Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thomp- 
son of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt, 
Whitman,  and  Smith,  Speaker — 64. 
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And  those  Ttiho  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Cole,  Edmonston,  Edwards, Eggleston, 
Graluim,  Howard,  HowpH,  Huckleberry,  Jackson,  Kilgore,  Nave, 
Phelps,  Smith,  Steele,  Willeil,  Wilson,  and  Zenor— 20. 

And  so  said  bill  was  considered  as  engrossed  and  read  a  third  time; 
When, 

Mr.  Huckleberry  moved  tore-commit  said  bill  to  the  committee  on 
canals  fUid  inlcrnal  improvemenls,  wiih  instructions  to  make  the  fol- 
lowing amondmeftt  thereto,  viz: 

That  the  Ohio  and  Indi-snapolis  Rail  Road  Company  shall  have  the 
credit  of  the  state  to  the  amount  of  $500,000,  on  the  same  terms  as  the 
credit  of  the  state  is  given  to  t'^*'  Lawrcncebiiriih  and  Indianapolis 
Rail  Rond  Company,  by  the  26th,  27th,  28lh,  and  29ih  sections  otthis 
act,  and  said  company  shall  have  the  right  to  commence  the  work  on 
said  road  at  the  OI>io  river  and  to  intersrct  the  Madison,  Indianapolis, 
and  Lafayette  Rail  Road  at  the  tovs'n  of  Columbus  or  such  other  point 
as  said  company  may  deem  expedient. 

Mr.  Willett  moved  to  amend  s.iiu  instruclionsas  follows: 

Strike  out  that  part  wliich  provides  for  the  appointment  by  the  Go- 
vernor and  Senate  and  provide  for  electing  the  commissioners  by  joint 
ballot  of  the  General  Assembly;  to  abolish  the  oflice  of  fund  commis- 
sioners and  vest  the  fiscal  powers  in  the  State  Board  of  Internal  Im- 
provemenf. 

Mr.  Kilgore  moved  to  lay  said  bill  with  appending  amendments  on 
the  table; 

Which  motion  did  not  prevail. 

Mr.  Hmklebcrry  then  moved  that  the  House  adjourn  until  to-mor- 
row morniriii; 

And  on  this  question, 

Those  who  voted  in  the  offmnative  crc^ 

Messrs.  Armstrong,   Bennett,  Carr,  Clark  of  Washington,  Edmon^ 
eton,  Ezt^leston.    Graham,  Howard.  H'.'V.'ell,    Hucklcl>erry,  Kilgore 
Miller,  "Nave,  Phelps,  Smith,  Steele,  Walker  of  D.,  Wilson,  and  Ze- 
nor—20. 

And  those  who  voted  iii  ihe  negative  are, 

Messrs.  Bardweil,  Boone,  Brown,  Bucll,  Carnan,  Chamberlain 
Chiles,  Clark  of  Wayne,  Cole,  Collins,  Craig  ofM.,  Craig  of  P.,  Cur- 
tis, Cushman,  Davis,  Dunning,  Evans,  Gregg,  Hannaman,  Harrow 
Harris,  Hubbaid,  Huntington,  Jackson,  Johnston,  Jones,  Lee  of  B. 
Lee  of  M.  and  C.,  Listen,  Macey,  Mason,  McCarty,  Moore.  Morris 
Murray,  Myers,  Posey,  Rr,y,  Ristinc,  SUpp,  Stcrn:^,  Strain,  Temple- 
ton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer 
Vawter,  Walker  of  S.,  Watt,  Whitman,  Willett,  and  Smith,  Speak- 
er— 54. 

And  so  said  motion  to  adjourn  was  decided  in  the  negative. 
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Mr.  Dunning  called  for  the  previous  question; 

Which  call  was  seconded  by  a  majority  of  all  the  members  present, 

And  was  thereupon  put, 

Shall  the  main  question  be  now  put? 

Which  was  decided  in  the  aflirmative; 

And  the  question  was  thereupon  put, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Bennett,  Boone.  Brown,  Buell,  Carnan,  Chamber- 
Iain,  Chambers,  Chile?,  Clark  of  Wayne,  Clark  of  Washington,  Col- 
lins, Craig  of  M.,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Dunning,  Ev- 
ans, Gregg,  Hannaman,  Harrow,  Harris,  Hubbard,  Hnnliugton, 
Johnston,  Jones,  Ki'gcre,  Lee  of  B.,  Lee  cfM.  and  C,  Lirton,  Ma- 
cey.  Mason,  McCarty,  Miller,  Moore,  Morris,  Myers,  Posey,  Ray, 
Ristine,  Siapp,  Storm,  Strain,  Templeton,  fhompson  of  A.,  Thomp- 
son of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of  D., 
Walker  of  S.,  Watt,  W^bitman,  Willett,  and   Smith,  Sneajier — 56. 

And  those  who  voted  in  the  negative  are, 

v' 

Messrs.  Armstrong,  Carr,  Cole,  Edmonston,  Edwards,  Eggleston, 
Graham,  Howard,  Howell,  Huckicberry,  Jackson,  Murray,  Nave, 
Phelps,  Smith,  Steele,  Wilson,  and  Zenor — 18. 

And  so  said  bill  pasc-ed. 

Ordered,  That  it  be  entitled  an  act,  and  that  Mr,  Evans  carry  it  to 
the  Senaie  and  ask  their  concurrence  therein. 
When, 
Oil  motion  of  Mr.  Huntinglon, 

The  title  of  said  bill  was  amended  by  striking  out  thereof  the  words 
"the  commencem.ent  and  completion  of." 

Mr.  Kilgore  having  obtained  leave,  moved  the  following  resolution: 

JResolved,  That  the  Hon.  G.  A.  Everts  be  allowed  (o  appear  before 
the  committee  on  the  judiciary,  by  himself  or  counsel,  for  tiie  purpose 
of  examining  and  cross-examining  witnesses  in  relation  to  the  charges 
preferred  against  him. 

Which  was  read  and  adopted. 

And  the  House  adjourned. 
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WEDNESDAY,  January,  13, 1836. 


Th3  House  met. 

Mr.  Dunning  presented  the  petitions  of  James  C.  Lynn  and  Abra- 
ham Buskirk,  and  others,  citizens  of  (he  counties  of  Lawrti'co  and 
Monroe,  praying  a  change  in  that  part  of  (he  Lr;aven\voith  st.ite  road 
ashes  between  Bedford,  Bloomington,  and  J\jariii.5V.i!le; 

Which  was  referred  (o  a  select  comnnittee  of  iMe.'srs.  Dunning,  Craig 
of  M.,  Boone,  and  Thompson  ofL.,  wilhout  reading. 

Mr.  Davis  presented  (he  petition  of  Lewis  Buskirk,  praying  for  cer* 
tain  relief  therein  named; 
Which, 

On  motion  of  Mr.  Davis, 
Was  referred  to  the  judiciary  committee,  without  reading. 

On  motion  of  Mr.  Evans, 
The  vote  taken  on  yesterday  evening  on  the  adoption  of  (he  resolu- 
tion proposed  by  Mr.  Kilgore,  permitting  the  Hon.  G.  A,  Everts, pres- 
ident judge  of  the  8th  judicial  circuit  of  this  state,  to  appear  by  him- 
self or  counsel,  before  the  judiciary  committee,  during  the  iiivesiiga- 
tion  of  certain  charges  preferred  against  him,  was  re-considered ;  when, 
On  motion  of  Mr,  Stapp, 
Said  resolution  was  amended  by  striking  out  the  words  "by  himself 
and  counsel," 

Mr.  Evans  moved  to  further  amend  it  by  striking  out  the  word  "ex- 
amine;" , 
Which  motion  did  not  prevail. 

And  the  question  then  recurring  on  the  adoption  of  the  resolution  as 
amended,  was  decided  in  the  affirmative. 
On  motion  of  Mr.  Stapp, 
Leave  of  absence  was  granted  to  the  judiciary  committee  during  the 
day  for  the  purpose  of  investigating  certain  charges  against  the  Hon. 
G.  A.  Everts. 

Mr.  Storm  presented  the  petitions  of  Thomas  Warnick  and  others, 
citizens  of  Greene  county,  praying  an  act  declaring  Richland  creek  in 
said  county,  as  far  up  as  Berry's  Deposit,  a  navigable  stream; 
Which, 

On  motion  of  Mr.  Storm, 
Was  referred  to  a  select  committee,  without  reading. 
Ordered,  That  Messrs.  Storm,  Moore,  and  Dunning  be  that  corn 
mittee. 

Mr.  Bardwell  presented  the  petition  of  0.  H.  Swim,  praying  Cer- 
tain relief  therein  named; 
Which, 

On  motion  of  Mr.  Bardwell, 
Was  referred  to  the  judiciary  committee,  without  reading. 
Mr.  Gregg  presented  the  petition  of  William  Rodney  and  olber.*, 
citizens  of  Dearborn  county,  praying  an  act  of  incorporaliua  io  a  eoai- 
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panjr  to  construct  a  bridge  across  the  Miami  river  at  or  near  its  tnouth, 
Wbich^as  read  and  referred  to  a  select  committee  of  Messrs,  Gregg, 
Walker  of  D.,  and  Howard. 

Mr.  Hubbard  presented  the  petition  of  the  citizens  of  the  town  of 
Milton  in  Wayne  county,  praying  an  act  incorporating  said  town; 

Which  was  referred  to  a  select  committee  of  Messrs.  Hubbard,  Ray, 
and  Curtis  without  reading. 

Mr.  Collins  presented  the  petition  of  H.  Barnes  and  others,  citizens 
of  the  counties  of  Clark  and  Floyd,  praying  the  construction  of  a  ca- 
nal around  the  fails  of  Ohio; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Col- 
lins, Armstrong,  and  Huckleberry. 

Mr.  Graham  presented  the  petition  ofC.  A.  Hall  and  others,  citizens 
of  Warrick  county,  praying  a  change  in  the  state  road  from  Princeton 
in  Gibson  county  to  the  Ohio  river,  opposite  the  Yellow  Banks; 
Which, 

On  motion  of  Mr.  Graham, 
Was  referred  to  the  committee  on  roads,  without  reading. 
Mr.  Brown  presented  the  petition  of  Samuel  Howard  and  others, 
citizens  of  Switzerland  county,  praying  an  alteration  and  extension  of 
the  state  road  from  New  York  on  the  Ohio  river,  to  the  Bark  works 
in  Switzerland  county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Brown,  Eggle- 
tton,  and  Howard,  without  reading. 

Mr.  Brown  also  presented  the  petition  of  Daniel  Kelso  and  others, 
praying  for  the  incorporation  of  the  townof  New  York  in  Switzerland 
county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Brown,  Eggle- 
ston,  and-Howard  without  reading. 

Mr.  Huntington  having  first  obtained  leave,  presented 
A  bilP(No.  1 24)  to  establish  a  state  road  from  a  point  in  the  county  of 
Clay  t«  the  Wabash  river,  near  the  mouth  of  Honey  creek  in  Vigo 
connty  and  thence  to  the  state  line; 

Which  was  three  times  read  (the  rules  of  the  House  having  first 
been 'dispensed  with),  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Hubbard  presented  the  petition  of  the  citizens  of  the  town  of 
Washington  in  Wayne  county,  praying  an  act  to  vacate  a  certain  street 
therein  named; 

Which  was  referred  to  a  select  committee  of  Messrs.  Hubbard, 
Clark  of  Wayne,  and  Curtis,  without  reading. 

Mr.  Whitman  presented  the  petition  of  Israel  Crane  and  others,  of 
the  town  of  New  Albany  in  Floyd  county,  praying  an  act  incorpora- 
ting said  town; 

Which  wag  read  and  referred  to  a  select  committee  of  Messrs.  Whit- 
man, Collins,  and  Huckleberry. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  the  enrolled  with  the  engrossed  bills  which 
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originated  in  the  House  of  Representatives,  of  the  following  titlei, 
to-wit: 

No.  35— An  act  to  locate  a  state  road  from  South  Bend  in  the  direc- 
tion of  Bertrand; 

No.  36 — An  act  to  locate  a  state  road  from  Portage  Point  to  the 
state  line; 

No.  37— An  act  to  locate  a  state  road  from  South  Bend  to  the  north 
line  of  the  state;  and, 

No.  38.— An  act  to  locate  a  state  road  from  the  north  line  of  the 
state^in  the  direction  of  Chicago;   ' 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  Clerk  carry  them  to  the  Senate  for  the  signa- 
ture  of  their  President. 

Mr.  Walker  of  D.  presented  the  petition  of  Daniel  Roberta  and 
others,  citizens  of  Dearborn  county,  praying  the  location  of  a  certaid 
state  road  therein  named; 

Which  was  referred  to  a  select  committee  of  Messrs.  Walker  of  D., 
Howard,  and  Gregg,  without  reading. 

Mr.  Craig  of  P.  presented  the  petition  of  W.  E.  Stewart  and  oth- 
ers, citizens  of  Posey  county,  praying  the  location  of  a  certain  statd 
road  therein  named; 

Which  was  read,  and,. 

On  motion  of  Mr.  Craig  of  P.. 

Referred  to  the  committee  on  roads. 

Mr.  Thompson  of  A.  presented  the  petition  of  Philip  C.  Cook  and 
others,  citizens  of  Allen  county,  praying  the  repeal  of  a  portion  of 
the  law  regulating  the  jurisdiction  and  duties  of  justices  of  the  peace 
so  far  as  the  provisions  thereof  extend  to  the  county  of  Allen; 

Which  was  read  and, 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  judiciary  committee. 

Mr.  Morris  presented  the  petition  of  Joseph  Straton  and  otheri, 
citizens  of  Marion  county,  praying  the  location  of  a  certain  state  road 
therein  named  in  the  county  of  Marion ; 

Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Pesej, 
and  Willetl,  without  reading. 

Mr.  Wilson,  from  the  committee  of  ways  and  means,  made  the  fol-- 
owing  report:  • 

Mr.  Speaker — 

The  committee  of  ways  and  means  (o  which  was  referred  a'resolu^ 
tion  directing  them  to  inquire  into  the  expediency  of  so  changing  the 
ad  valorem  system  of  taxation,  passed  the  last  session  of  the  legisJature 
ot  this  state,  as  to  exempt  persons  of  this  state  from  paying  a  tax  on  IS 
head  of  hogs  aud  $50  worth  ofhoueehould  furniture,  have  bad  the 
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snme  nndcr  consideration,  and  directed  me  to  report  that  iegislatioD 
upon  ihis  subject  is  inexpedient. 

Which  was  read  and  concurred  in  by  the  House. 
Mr.  Johi)?ton  froni  the  joint  committee  on  enrolled  bills,  reported  that 
it\f\  have  compared  the  enrolled  with  the  engrossed  bills  which  origi- 
nntvri  hi  the  Senate  of  the  following  titles,  to  wit: 

!"■•  .  2l — An  act  to  inscrporale  the  Perrjsville  and  Danville  Rail 
^     Hi  Comi>nny; 

."'^^:-.  11 — To  incorporate  the  Newport  Steam  Mill  Company; 
:>  ■>.  7 — To  repeal  the  act  approved  24th  December,  1834,  author- 
tli3  re-locaiion  of  a  cerlain  purt  of  the  Vincennes  and  New  Alba- 
MfH  road,  at  or  near  Fredericksburgh  in  Washington  county; 
■>  1.  3 — A  memorial  of  the  General  Assembly  of  the  Slate  of  Indiana 
,  Cangrt.'S*  of  ilie  Uni(ed  States,  praying  further  appropriations 
he  Niition-^l  Road  within  the  limits  of  Indiana. 
Jo,   5 — '{'»>  legalize  a  certain  act  of  James  Davis,  school  commis- 
■if^r  of  Siillivan  county; 

'{o.  1:25— An  act  to  legalize  the  official  acts  of  Josiah  Reeder; 
/aIuI  iiiid  the  sdme  truly  enrolled. 

Whereupon, 
llv'iJSpeaker  signed  said  bills. 

■"'  r'.ercd.  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
r  President. 
3rown,  from  the  judiciary  committee,  to  which  was  referred 
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iUpc'j  ted  the  same  to  the  House  with  one  amendment; 

Wiiich  was  read  and  concurred  in,  when, 
Oo  motion  of  Mr.  Brown, 

S'\id  bill  was  considered  as  engrossed,  read  a  third  time  and  passed^ 
(the  rules  of  the  Hou?e  having  first  been  dispensed  with.) 

C'rJrm/,  That  ii  be  entitled  an    act,  and  that  the   Clerk   carry   it 
■r  St^nate  and  ask  their  concurrence  therein. 
ir.  Blown,  frcm  the  judiciary  committee   to  which  was  referred 
:  ..'dry  resolutions  on  that  subject,  reported 

A  bill  (No.  125)  to  amend  an  act  entitled  an  act  relative  to  crime 
snd  punishment,  approved  Feb.  10,  1831; 

VVhich  was  twice  read  (the  rules  of  the  House  having  been  dispensed 
iviih.)  and, 

On  motion  of  Mr.  Morris, 

Committed  to  a  committee  of  the  whole  House,  and  made  the  order 
of  the  day  on  to  morrow. 

Mr.  r.lcCarty,  from  the  judiciary  committee,  to  which  was  referred  a 
i'csoluiion  on  that  subject,  reported 

A  Irill  (No.  12G}  to  amend  an  act  in  furtherance  of  an  act  to  provide 
a  fu&d  to  incourage  common  schools; 
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Which  was  twice  read  (the  rules  of  the  House  having  first  been 
dispensed  with,)  and, 

On  motion  of  Mr.  Vawter, 

Committed  to  a  sleet  committee. 

Ordered,  That  Messrs.  Vawter,  McCarty,  and  Whitman  be  that 
committee. 

Mr.  Carnan,  from  the  judiciary  committee,  to  which  was  referred 
the  bill, 

No.  58 — respecting  the  borough  of  Vincennes,  reported  the  same  to 
the  Honse  with  one  amendment. 

Ordered,  That  said  bill  be  engrossed  for  a  third  reading,  when, 
On  motion  of  Mr.  Willett, 

Said  biil  was  considered  as  engrossed,  read  a  third  time  and  passed, 
(the  rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Gregg,  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  127)  to  incorprate  the  Miami  bridge  company; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispensed 
with.) 

Mr.  Gregg  moved  the  rules  of  the  House  be  dispensed  with,  said 
bill  be  considered  as  engrossed,  and  read  a  third  time, 

And  before  the  question  thereon  was  had, 
On  motion  of  Mr.  Vandeveer, 

Said  bill  was  committed  to  the  judiciary  committee. 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  report; 

The  committee  on  roads  to  which  was  referred  the  petition  of  Thom- 
as Harlin  and  others,  praying  the  Legislature  to  authorize  the  laying 
out  a  state  road  commencing  in  the  S.  E.  quarter,  section  15,  townllS 
North,  of  range  10  West,  also  the  remonstrance  of  Elijah  Taylor  and 
others,  on  the  subject  of  said  road,  under  their  consideration,  and 
find  the  remonstrators,  nearly  double  that  of  the  petitioners;  and  there- 
fore the  committee  have  directed  me  to  report  that  legislation  on  the 
subject  is  inexpedient. 

Which  was  read  and  concurred  in. 

Mr.  Vawter,  from  the  committee  on  roads,  also  made  the  following 
report: 

The  committee  on  roads  to  which  was  referred  the  petition  of  Josh- 
ua Taylor,  praying  a  change  in  that  part  of  the  Martinsville  and  Indi- 
anapolis state  road  that  lies  between  said  town  of  Martinsville  and 
Cleir  creek,  also  the  remonstrance  of  Hiram  T.  Craig  and  others, 
against  any  change  in  said  road,  have  had  the  same  under  consideration, 
find  the  number  remonstrating  against  any  change  in  said  road  larger 
than  the  number  praying  an  act  authorizing  a  review.     And  as  the  act 


23S 

6f  the  Legislature,  approved  Feb.  3,  1832,  gives  the  circuit  court  fulJ 
and  complete  cognizance  of  the  case,  the  committee  have  directed  me 
to  report  that  legislation  in  relation  thereto  is  inexpedient. 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Liston,  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  128)  to  amend  an  act  entitled  an  act  to  incorporate  the 
St.  Joseph's  Iron  company ; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dis- 
pensed with)  and  ordered  to  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Kilgore,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  129)  authorizing  the  location  of  a  state  road,  from  Ma- 
rion in  Grant  county  to  Lagro  in  Wabash  county; 

Which  was  three  times  read,  (the  rules  of  the  House  having  been 
dispensed  with)  and  passed. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Davis,  from  the  select  committee  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  130)  to  locate  a  state  road  from  Logansport  in  Cass 
county  to  Squirrels  Village  in  Wabash  county; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dis- 
pensed with,)  and, 

On  motion  Mr.  Thompson  of  A., 

Committed  to  a  select  committee. 

Ordered,  That  Messrs.  Thompson  of  A.,  Morris,  and  Davis  be  that 
committee. 

Mr.  Jones,  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  131)  for  the  relief  of  Elizabeth  Hatfield; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Morris,  from  a  select  committee,  made  the  following  report; 

The  select  committee  to  which  was  referred  a  resolution  of  the 
House  inquiring  into  the  expediency  of  memoralizing  Congress  for  a 
bounty  in  land  for  the  United  States'  Rangers  who  served  in  the  late 
war  with  Great  Britain,  report: 

It  will  be  seen  by  a  reference  to  the  various  acts  of  Congress,  that  the 
principle  of  granting  bounties  in  land  for  faithful  military  services  has 
been  fully  recognized  by  that  body,  and  as  fully  approved  of  by  our  fel- 
low citizens  generally. 

It  is  believed  by  your  committee  that  no  class  of  troops  engaged  in 
the  military  service  of  the  United  States,  during  the  last  war  with 
Great  Britain,  performed  their  duty  more  faithfully,  or  rendered  ser- 
vices more  hazardous  in  their  nature,  or  more  beneficial  in  their  results 
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to  the  country,  than  those  organized  malitia  men,  mounted  malitia  men, 
and  rangers  who  Hefended  the  frontier  of  Indiana,  Illinois,  and  Missouri. 
During  the  last  session  of  Congress  the  claims  of  these  brave  men 
were  for  the  first  time  presented  to  Congress  by  a  memorial  from  the 
state  of  Illinois,  and  although  almost  last  among  the  defenders  of  our 
country  who  have  asked  Congress  for  remuneration;  it  is  believed,  judg- 
ing from  the  favorable  action  of  that  body,  that  they  are  not  considered 
the  least  deserving  the  aid  of  the  general  government. 

Their  claims  upon  the  justice  and  liberality  of  the  nation,  it  is  hoped, 
are  known  to  and  appreciated  by  all. 

To  us  it  is  well  known  that  previous  to  1812,  the  settlements  of  the 
western  country  were  confined  principally  to  the  margin  of  the  Ohio 
and  Mississippi,  whilst  all  between,  even  the  ground  on  which  stands 
the  flourishing  capitol  of  our  state,  was  a  wilderness,  but  little  fre- 
quented by  the  whites,  and  the  constant  abode  of  the  Indian,  and 
when  the  late  war  broke  out,  the  frontier  settlements  were  exposed  to, 
and  in  too  many  instances  made  to  feel  the  effects  of  their  perpetual 
hostility. 

The  consequence  was,  that  the  inhabitants  of  the  frontier  left  (heir 
homes  and  erected  stutions,  and  in  many  instances  abandoned  all  they 
had  on  earth,  enrolled  themselves  as  rangers,  and  devoted  their  whole 
time  and  energy  to  the  defence  of  the  frontier.  In  this  way  they  were 
of  great  service  to  the  adjacent  states,  who  but  for  their  bravery,  must 
have  been  more  or  less  exposed.  "They  formed  (he  advanced  guard 
of  the  country,"  during  a  time  when  the  energies  of  the  government 
were  put  in  requisition  for  the  defence  of  the  more  populous  parts  of 
the  Union.  And  what  is  now  Indiana,  Illinois,  and  Missouri,  was  left 
during  a  great  portion  of  that  struggle  with  no  other  defence  than 
these  citizen  soldiers.  To  the  few  brave  men  who  yet  remain  of  the 
ten  companies  of  rangers  then  in  service,  it  must  be,  as  it  is  to  us,  a 
proud  reflection  that  they  did  not  only  defend  their  own  widely  spread 
frontier,  but  also  the  citizens  and  property  of  the  adjoining  states. 

The  service  of  these  men  differed  in  many  respects  from  that  of  the 
regular  soldiers  who  long  since  have  been  liberally  provided  for  by 
government.  They  were  citizen  soldiers;  acting  against  powerful  and 
war  like  tribes  of  Indians  on  an  extensive  frontier; — many  of  them  ex- 
pended all  they  possessed  in  equipping  themselves.  Their  pay  was 
only  one  dollar  per  day  for  mounted  and  seventy-five  cents  for  dis- 
mounted rangers. 

Out  of  these  small  wages,  at  war  prices,  the  ranger  was  to  furnish 
himself  with  clothing,  arms,  ammunition,  horse's  forage,  and  his  own 
provisions.  It  should  be  borne  in  mind  too  that  many  of  these  men  had 
families  whose  reliance  for  support  was  upon  those  who  were  on  duty. 
While  in  service  they  were  prohibited  from  cultivating  their  farms, 
and  the  loss  of  a  crop  at  that  time  was  a  loss  of  no  ordinary  magnitude. 
After  making  inese  deductions  for  necessaries  of  lite — to  say  nothinfr 
of  the  fact  kncv/n  to  all,  that  during  the  whole  period  of  their  service 
which  was  not  less  than  one  year,  and  iu  inany  instances  during  the 
whole  war:  they  were  engaged  in  a  most  hazardous  service  "swim- 
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ming  rivers,  living  in  bark  huts,  hauling  timbers  with  their  own  hands 
for  blockhoQses  and  forts" — and  in  short,  undergoing  every  privation 
that  man  could  bear.  We  ask  what  had  they  left?  Nothing!  No- 
thing, except  indeed  as  in  too  many  instances  was  the  fact,  but  broken 
constitutions. 

In  conclusion  your  committee  cannot  hut  believe  that  if  application 
be  made,  Congress  will  in  the  same  spirit  of  justice  and  liberality 
which  has  heretofore  characterized  its  course  towards  otijer  branches 
of  the  service  not  more  deserving;  grant  a  small  remuneration  in  land 
to  the  remaining  few  of  these  deserving  men.  The  public  debt  is  ex- 
tinguished; the  public  lands,  of  which  government  has  over  two  hun- 
dred millions  of  acres  under  her  control,  stands  no  longer  pledged  for 
that  object.  They  are  free  from  all  encumbrances.  A  liberal  boun- 
ty in  land  to  these  brave  men  would  be  of  great  advantage  to  them, 
and  an  easy  method  of  remunerating  such  signal  services. 

Your  committee  therefore,  though  opposed  to  memorializing  Con- 
gress upon  subjects  exclusively  belonging  to  that  body,  believing  that 
the  Legislature  of  this  Slate  will  unite  with  that  of  Illinois,  upon  this 
subject,  report  herewith  a  memorial  and  joint  resolution  entitled,  "a 
memorial  and  joint  resolution  of  the  State  of  Indiana,  to  the  Congress 
of  the  United  States,  on  the  subject  of  granting  a  bounty  in  land  to  the 
organized  militia  men,  mounted  militia  men,  and  rangers  of  the  last 
war." 

The  memorial  and  joint  resolution 

No.  132  named  in  said  report,  was  twice  read  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Mr.  Willetl  moved  to  amend  said  memorial  and  joint  resolution  so  as 
to  include  the  soldiers  in  Black  Hawk's  war; 

Which  motion  was  lost;  when. 
On  motion  of  Mr.  Morris, 

Said  joint  resolution  was  laid  on  the  table. 

And  the  House  adjourned. 


3  o'clock  P,  M, 


The  House  met. 


Mr.  Howell  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  Daniel 
Harris,  praying  this  House  to  legalize  a  certain  marriage  therein  na- 
med, have  had  the  same  under  consideration  and  have  directed  me  to 
report  that  the  marriage  therein  prayed  to  be  legalized  has  heretofore 
been  legalized  by  an  act  of  legislation  of  the  State  of  Indiana,  they 
therefore  pray  to  be  discharged  from  the  further  consideration  thereof; 

Whieh  was  read  and  concurred  in  by  the  House. 
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Mr.  Hubbard  from  the  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  133)  to  locate  a  state  road  therein  named; 

Which  was  twice  read,  (the  rules  of  the  House  having  been  dis- 
pensed with)  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment,  the  engrossed  bill  from 
the  House  of  Representatives,  entitled 

No.  97 — An  act  to  change  the  name  of  the  town  of  Greensboro  in 
Franklin  county,  to  that  of  Blooming  Grove; 

And  an  engrossed  bill  of  the  Senate,  entitled 

No.  32 — An  act  to  provide  for  a  justice  of  the  peace  in  Rockford, 
Jackson  county ; 

In  which  bill  of  the  Senate,  the  concurrence  of  the  House  of  Repre* 
sentatives  is  requested. 

The  Senate  has  disagreed  to  the  amendment  proposed  by  the  House 
of  Representatives  to  the  3d  amendment  of  the  Senate,  to  the  memori- 
al and  joint  resolution  from  the  House  of  Representatives 

No.  59— on  the  subject  of  the  purchase  of  a  tract  of  land  of  the  Uni- 
ted States. 

The  engrossed  bill  of  the  Senate 

No.  32 — to  provide  for  a  justice  of  the  peace  in  Rockford,  Jackson 
county,  was  twice  read,  (the  rules  of  the  House  being  dispensed  with) 
and. 

On  motion  of  Mr.  Carr, 

Committed  to  a  select  committee. 

Ordered,  That  Mescrs.  Carr,  Jackson,  and  Armstrong  be  that  com- 
mittee. 

Mr.  Buell  moved  that  the  House  recede  from  their  amendment  to 
the  amendment  of  the  Senate  to  the  memorial  and  joint  resolution  of 
the  House,  named  in  said  message, 

No.  59 — on  the  subject  of  a  purchase  of  a  tract  of  land  of  the  Uni- 
ted States; 

Which  motion  was  decided  in  the  affirmative. 

The  following  additional  message  was  received  from  the  Senate  by 
Mr,  Morrison  their  principal  Secretary: 

Mr.  Speaker — 

The  Senate  has  passed  with  amendments,  the  engrossed  bill  from  the 
House  of  Representatives,  entitled, 

31 
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No.  73— An  act  (o  Incorporate  the  Evansville  aod  Vincennea  Rail 
Road  Company. 

Also  engrossed  bills  of  the  Senate,  entitled  as  follows,  viz: 

No.  3C — An  net  to  incorporate  the  town  of  Rome  in  Perry  county; 

No.  34 — An  act  declaring  a  certain  county  road  therein  named,  a 
slate  road; 

No.  36 — An  act  to  amend  the  act  for  opening  and  repairing  public 
roads  and  highways,  app'd.  Feb.  10,  1 83! ; 

In  which  bills  of  the  Senate  and  amendments  of  the  Senate  to  the  bill 
of  the  House,  the  concurrence  of  the  House  of  Representatives  is  re- 
quested. 

The  amendment  of  the  Senate  to  the  engrossed  bill  of  the  House  of 
Represenratives  named  therein, 

No.  76 — to  incorporate  the  Evansville  and  Vincennes  Rail  Road 
Company,  was  read  and  concurred  in  by  the  House. 

The  engroesed  bill  of  the  Senate  named  in  said  message, 

No.  33 — to  incorporate  the  town  of  Rome  in  Perry  county,  was 
twice  r-'ad  (the  rules  o{  the  Hoi!?e  bcine;  dispensed  with.) 

Wr,  Howell  moved  that  the  rules  of  the  House  be  further  dispensed 
with,  said  bill  considered  as  engrossed  and  read  a  third  time. 

Mr.  Morris  moved  to  commit  said  bill  to  the  judiciary  committee; 

Which  motion  was  lost. 

And  the  question  then  recurring  on  the  motion  of  Mr.  Howell,  it 
was  derided  in  the  negative;  when. 

Said  bill  was  ordered  to  be  engrossed  and  read  a  third  time  to-mor- 
row. 

The  engrossed  bill  of  the  Senate, 

No.  34 — named  in  enid  message,  declaring  a  certain  county  road 
therein  named  a  state  road,  was  read  the  first  time  and  passed  tea  se- 
cond reading;  wlien, 

On  motion  of  Mr.  Edmonston, 

The  rules  of  the  House  were  dispensed  with,  said  bill  read  a  second 
4ime  by  its  title  and  ordered  to  be  engrossed  and  read  a  third  lime  to- 
morrow. 

The  engrossed  bill  of  the  Senate, 

No.  36 — Jiamed  in  said  message,  to  amend  an  act  for  opening  and  re- 
pairing public  roads  and  highways,  approved  10th  Feb.  1831,  was 
twice  read  (the  rules  of  the  House  having  first  been  dispensed  with.) 

Mr.  Vandeveer  moved  to  strike  out  so  much  thereof  as  relates  to 
poll  tax; 

And  before  the  question  thereon  was  bad, 
On  motion  of  Mr.  Howell, 

It  was  laid  on  the  table. 

Mr,  Strain  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  [No.  134]  for  the  location  of  a  state  road  from  Livonia  to  Mill- 
town; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to^ 
morrow. 
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On  motion  of  Mr.  Craig  cf  M., 
Resolved,  That  the  commitlee  of  ways  and  means  be  instructed  to  in- 
quire in(o  the  expediency  of  devising  some  measure  by  which  school 
commissioners  and  constables  shall  be  furnished  with  the  laws  of  this 
state,  to  report  by  bill  or  otherwise, 

Mr.  Walker  of  S.  moved  the  adoption  cf  the  following  reso'ufion: 

Resolved,  That  the  committee  on  roads  be  instructed  to  report  a  bill 
to  this  House  transferring  the  business  of  land  commi?sioner  on  the 
Michigan  road  to  the  Auditor  and  Treasurer  of  Slate,  and  that  the  im- 
provemement  of  the  road  be  vested  in  the  commissioners  of  the  several 
counties  through  which  the  road  passes; 

Which  was  read,  and, 

On  motion  of  Mr.  Vawter; 

Laid  on  the  table. 

On  motion  of  Mr.  McCarty, 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  fo  in- 
quire into  the  expediency  of  fixing  by  law,  the  rate  per  cent,  to  be 
charged  by  administrators  and  executors  for  their  services  in  (he  ad- 
ministration of  decedent  estates,  to  be  varied  according  io  the  amount 
of  said  estate,  and  that  said  commitleeo  report  by  biii  or  otherwise. 
On  motion  of  iMr.  Tlinmpson  of  L., 

Resolved,  That  the  judiciary  commiltee  be  instructed  to  inquire 
into  the  expediency  of  making  some  provision  by  i;nv,  which  will  au- 
thorize the  Governor  to  offer  a  reward  or  take  some  oilier  steps  for 
the  apprehension  of  fugitives  from  justice  for  the  crime  of  murder;  and 
also  what  special  measure  is  best  calculated  to  procure  the  arrest  and 
delivery  of  Harrison  B^irger  to  the  proper  authority  of  Johnson  coun- 
ty, for  the  murder  of  Joseph  Baker  in  said  county,  and  report  by  bill 
or  otherwise. 

Mr.  Thompson  of  A.  presented  a  joint  resolution 

No.  135 — oa  the  subject  of  furttishing  Allen  county  with  an  addition- 
al number  of  copies  of  the  revised  code ; 

Which  was  twice  read  (the  rules  of  the  House  being  dispensed 
with)  and, 

On  motion  of  Mr.  Thompson  of  A., 

Referred  to  the  committee  on  the  state  library. 

Mr.  Buoll  presented 

A  bill  [No.  136]  to  incorporate  the  judicial  townships  in  Warren 
county; 

Which  was  twice  read  (the  rules  of  the  House  first  having  been  dis- 
pensed with)  and, 

On  motion  of  Mr.  Buell, 

Committed  to  a  select  committee. 

Ordered,  That  Messrs.  Buell,  Evans,  and  Bro^vn  bethat  ccmmittee. 

Mr.  Kilijore  presented 

A  bill  [No.  137]  to  legalize  the  proceedings  of  Reason  Malolt,  a 
school  commissioner; 

Which  was  twice  read  (the  rules  of  the  House  baviog  ^kt  been  dis« 
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pensed  with),  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

Mr.  Dunning  presented 

A  bill  [No.  138]  to  amend  an  act  declaratory  of  the  powers  of  nota- 
ries public; 

Which  was  twice  read,  (the  rules  of  the  House  having  been  dispen- 
sed with);  when, 

On  motion  of  Mr.  Morris, 

The  House  resolved  itself  into  committee  of  the  whole  thereon, 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  Chair,  and 

Mr.  Davis  reported  said  bill  to  the  House  with  one  amendment, 
bj  striking  the  same  out  from  the  enacting  clause; 

Which  was  concurred  in  by  the  House. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  excellency  the  Governor,  for  his 
approval  and  signature,  a  bill  which  originated  in  the  Senate  of  the 
following  title,  to  wit; 

No.  15 — An  act  for  the  apportionment  of  Senators  and  Representa. 
lives  in  the  General  Assembly  of  this  State. 

Mr.  Thompson  of  L.  presented 

A  bill  (No.  139)  amendatory  of  an  act  entitled  an  act  regulating  the 
practice  in  suits  at  law; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with.) 

Ordered^  That  said  bill  be  engrossed  and  read  a  third  time  tomor- 
row. 

And  the  House  adjourned. 


THURSDAY,  January  14,  1836. 


The  House  met. 

On  motion  of  Mr.  Evans, 

The  committee  on  canals  and  internal  improvements  to  which  was 
hertofore  referred  two  several  petitions,  which  were  properly  directed 
to  the  Senate,  was  discharged  from  a  further  consideration  thereof ; 
Whereupon, 

Mr.  Evans  (having  obtained  leave)  withdrew  the  same. 

Mr.  Hannaman  presented  the  petition  of  John  D.  Stephenson  and 
others,  citizens  of  the  county  of  Hamilton,  praying  the  location  of  a 
Btate  road  frem  Noblesville  in  Hamilton  county  to  Andersontown  in 
Madison  county ; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs.  Han- 
naman, Bardwell,  and  Kilgore  without  reading. 
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Mr.  Vandeveer  presented  the  petition  of  sundry  citizens  of  Orange 
county,  praying  the  construction  of  a  McAdamized  road  from  New 
Albany  to  Vincennes ; 
Which, 
On  motion  of  Mr.  Vandeveer, 

Was  referred  to  the  committee  on  canals  and  internal  improvements 
without  reading. 

Mr.  Ray  presented  the  petition  of  C.  B.  Smith  and  others,  praying 
amendments  to  the  law  regulating  crimes  and  punishments; 

Which  was  read,  and, 

On  motion  of  Mr.  Ray, 

Referred  to  the  judiciary  committee. 

Mr.  Liston  presented  the  petition  of  D.  W.  Pierce  and  others,  citi- 
zens of  St.  Joseph  county,  praying  an  act  incorporating  a  mutual  in- 
surance company  in  said  county; 

Which  was  referred  to  a  select  committee  of  Messrs.  Liston,  Cham- 
berlain, and  Thompson  of  A. 

Mr.  Murray  presented  the  petition  of  sundry  citizens  of  Orange 
county,  praying  the  construction  of  a  McAdamized  road  from  New 
Albany  to  Vincennes; 

Which  was  read,  and, 

On  motion  of  Mr.  Murray, 

Referred  to  the  committee  on  canals  and  mternal  improvements. 

Mr.  Armstrong  presented  the  petition  of  Andrew  Fite  and  others, 
citizens  of  Clark  county,  praying  the  incorporation  of  a  company  to 
construct  a  canal  around  the  falls  of  Ohio,  from  Jefiersonville  to  New 
Albany; 

Read  and  referred  to  scrme  select  committee  as  petition  heretofore  on 
the  same  subject. 

Mr.  Chiles  presented  the  petition  of  D.  E.  Allen  and  others,  citizens 
of  Carthage  in  Putnam  county,  praying  an  act  to  change  the  name  of 
said  town  from  Carthage  to  that  of  Mount  Meridian; 

Which  was  referred  to  a  select  committee  of  Messrs,  Chiles  and 
Harrow  without  reading. 

Mr.  Johtiston,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bill,  origina- 
ting in  the  House  of.  Representatives  of  the  following  title  to  wit: 

No.  9 — An  act  to  incorporate  the  Madison  savings  institution; 

And  find  the  same  truly  enrolled. 

When  the  Speaker  signed  said  bill. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  for  the  signature  of 
their  President. 

Mr.  Edwards,  from  the  committee  on  elections,  made  the  following 
jeport: 

The  committee  on  elections,  to  which  was  referred  a  resolution  of 
the  House  directing  them  to  inquire  into  the  expediency  of  amending 
the  act  regulating  the  mode  of  doing  county  business,  have  had  the 
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same  under  consideration,  and  have  directed  me  to  report  that  any  fur- 
ther legislation,  at  this  time,  is  deemed  inexpedient. 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Miller,  from  the  committee  of  ways  and  means,  to  T'^hich  was 
referred  a  resolution  on  that  subject,  reported 

A  bill  (No.  140)  to  amend  an  act  entitled  an  act  for  assessing  and 
collecting  the  revenue,  approved  Feb.  10,  183G: 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispens- 
ed with,)  and, 

On  motion  of  Mr.  Stapp, 

Ordered,  That  said  bill  do  lie  on  the  table. 

Mr.  Stapp,  from  the  judiciary  committee,  made  the  following  report: 
Mr.  Speaker — 

The  judiciary  committee  to  which  was  referred  sundry  resolutions 
and  portions  of  the  Governor's  message  relating  to  a  uniform  mode  of 
doing  county  business,  as  also  relating  to  amendments  to  the  attach- 
ment law,  as  well  as  to  the  act  regulating  the  fees  and  salaries  of  the 
several  officers  and  persons  therein  named,  have  had  the  same  under 
consideration,  and  directed  me  to  report  three  several  bills  on  the  sub- 
jects referred  to. 

A  bill  (No.  I4i)  to  amend  an  act,  entitled  an  act  regulating  the  fees 
and  salaries  of  the  several  officers  and  persons  therein  named; 

A  bill  (No.  142)  to  amend  an  act  entitled  an  act  regulating  the  mode 
of  doing  county  business  in  the  several  counties  in  this  state,  approved 
Jan.  19,1831; 

A  bill  (No.  143)  to  amendjan  act  relative  to  foreign  attachments,  ap- 
proved Jan.  20,  1831; 

Which  were  severally  read  the  first  time  and  passed  to  a  second 
reading  on  to  morrow. 

Mr.  Nave,  from  the  judiciary  committee,  to  which  was  referred 
the  bill, 

-^Q^  g8 — to  give  the  circuit  court  of  Hendricks  county  jurisdictica 
in  a  certain  case; 

Reported  the  same  to  the  House  with  one  amendment; 

Which  was  read  and  concurred  in. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Collins,  from  the  judiciary  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  1 14)  to  incorporate  the  New  Albany  savings  institution; 

Which  was  twice  read,  (the  rules  of  the  House  having  been  dispens- 
ed with,)  and, 

On  motion  of  Mr.  Armstrong, 

Amended  as  follows: 

That  no  person  shall  be  director  or  officer  of  this  institutioDj  who  is 
a  director  of  any  branch  of  the  state  bank  of  Indiana. 

Mr.  Phelps  moved  to  further  amend  said  bill  as  follows: 
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The  directors  shall  at  no  time  be  allowed  to  borrow  money  out  of 
any  of  the  branches  of  the  state  bank,  in  their  corporate  capacity; 

And  on  the  question  being  put  thereon,  it  was  decided  in  the  affir- 
mative. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Ray,  from  the  committee  on  the  affairs  of  the  town  of  Indiana- 
polis, made  the  folowing  report: 

Mr.  Speaker — 

The  committee  on  the  affairs  of  Ihe  town  of  IndianapoHs,  to  which 
was  referred  so  much  of  Ihc  Governor's  message  as  relates  to  the  sale 
of  the  Governor's  Circle  and  the  building  thereon  in  said  town,  have 
according  lo  order,  had  that  subject  under  consideration  and  directed 
mc  lo  report  that  legislation  upon  that  subject  at  this  time  is  inexpe- 
dient, and  ask  to  be  discharged  from  the  further  consideration  of  the  ' 
same; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Bennett  from  the  committee  on  claims,  made  the  following  re- 
port: 

The  committee  on  claims,  to  which  was  referred  the  petition  of  Jo- 
seph Holman,  for  himself  and  on  behalf  of  the  citizens  of  Miamisport 
and  its  vicinity,  for  damages  by  them  sustained,  in  the  construction  of 
the  Wabash  and  Erie  Canal,  have  had  that  subject  under  their  consid- 
eration and  have  directed  me  to  report,  that  in  the  opinion  of  your 
committee,  ample  menns  are  provided  for  the  assessment  and  payment 
of  damages  occasioned  by  the  construction  of  said  canal,  by  the  act  of 
the  Legislature  at  their  last  session,  entitled  "an  act  to  provide  for  the 
further  prosecution  of  ihc  Wabash  and  Erie  Canril  and  other  purpos. 
es,"  and  therefore  report,  that  it  is  inexpedient  to  legislate  on  (hat  sub- 
ject at  this  lime,  and  ask  to  be  discharged  from  the  further  considera- 
4ion  of  the  same; 

Which  was  concurred  in  by  the  House. 

Mr.  Bennett  from  the  committee  on  claims,  made  the  following  ad- 
ditional report: 

The  committee  on  claims,  to  which  was  referred  the  claim  of 
Charles  T.  Noble,  collector  of  Vigo  county,  for  money  by  him  impro- 
perly paid  into  the  Treasury  of  State,  having  examined  said  claim,  re- 
spectfully recommend  to  the  House  the  adoption  of  the  following  reso- 
lution: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
allow  in  the  specific  appropriation  bill  to  Charles  T.  Noble  the  sum  of 
^l4  28  for  moo^y  so  improperly  paid. 
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Which  said  resolution  wag  read  and  adopted. 

Mr.  Dunning  from  a  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  145)  to  revive  and  amend  an  act  entitled  an  act  to  pro- 
vide for  the  sale  of  certain  lands  therein  named,  approved  February 
10,  1833; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Collins  from  a  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  (No.  146)  to  attach  part  of  the  county  of  Harrison  to  the  coun- 
ty of  Floyd; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Hubbard  from  a  select  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  147)  to  vacate  part  of  a  certain  street  in  the  town  of 
Washington  in  Wayne  county, 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Whitman  from  the  select  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  148)  to  incorporate  the  town  of  New  Albany; 

Whicii  was  twice  read,  (the  rules  of  the  House  having  been  first  dis- 
pensed with),  and, 

On  motion  of  Mr.  Hannaman, 

Committed  to  the  j'Tdioiary  committee, 

Mr.  Huntington  moved  the  adoption  of  the  following  resolution; 

Which  was  read,  and, 
On  his  motion. 

Laid  on  the  tnblc: 

Resohed,  That  the  committee  of  ways  and  means  be  instructed  to  in- 
corporate a  provision  iu  the  general  revenue  bill,  by  which  per 
cent,  on  the  whole  amount  of  the  state  revenue,  collected  in  each  coun- 
ty, shall  be  set  aside  for  the  use  of  common  schools  in  the  respective 
counties,  to  be  divided  among  the  several  school  districts  in  the  proper 
county,  in  proportion  to  the  amount  of  state  tax  paid  by  such  townships. 
On  motion  of  Mr.  Kilgore, 

Resohed,  That  the  committee  on  the  judiciary  be  instructed  to  re- 
port a  bill  to  this  House,  appointing  a  committee  of  revision  of  the  laws, 
whose  duty  it  shall  be  to  prepare  a  bill  to  organize  a  probate  court  and 
prescribing  the  duties  thereof;  a  bill  to  regulate  the  practice  in  suits 
at  law  and  in  chancery,  and  a  digest  of  the  statute  laws  of  this  state, 
of  a  general  character,  to  be  by  said  committee  reported  to  the  legis- 
lature of  this  state  at  its  next  session. 
On  motion  of  Mr.  Gregg, 

Resolvedf  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  amending  the  act  regulating  damages  on  protested 
bills  of  exchange  so  as  to  make  the  parties  to  bills,  all  of  whom  may  be 
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residents  of  this  slate,  subject  to  damages,  in  case  of  protest  on  those 

bills,  payable  at  a  place  without  (he  state. 
On  motion  of  Mr.  Walker  of  S., 
The  resolution  by  him  moved  on  yesterday,  proposing  to  abolish  the 
office  of  Commissioner  on  the  Michigan  Road,  and  laid  on  the  table,  xw 
taken  up,  and, 

On  motion  of  Mr.  Ristine, 
So  amended  as  to  make  it  the  duty  of  the  connmitlee  to  inquire  into 
the  expediency  of  the  proposition  only;  when, 
Said  resolution  as  amended  was  adopted. 
Mr.  Vandeveer  moved  the  adoption  of  the  following  resolution: 
Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
provide  in  the  bill  regulating  the  revenue,  a  provision  that  the  tax  to 
be  paid  on  foreign  and  domestic  groceries  and  upon  merchandize,  shall 
be  proportioned  to  the  amount  of  capital  employed; 
Which, 

On  motion  of  Mr.  Howell, 
Was  amended  by  striking  out  the  word  "provide"  and  insert  in  lieu 
thereof  the  words  "inquire  into  the  expediency  of  providing;" 
And  then  said  resolution  as  amended  was  adopted. 

Oil  motion  of  Mr.  Boone, 
Resolved,  Tliat  the  committee  on  roads  be  instructed  to  inquire  into 
the  expediency  of  having  a  sufficient  number  of  the  road  laws  printed 
as  Ih.'it  each  supervisor  in  the  respective  counties  in  this  state,  be  fur- 
nished with  a  copy  thereof,  and  to  make  it  the  duty  of  the  sheriffi  of  the 
respective  counties  to  distribute  the  same. 
On  motion  of  Mr.  Thompson  of  J., 
Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  so  nltering  the  law  regulating  the  fees  of    grand 
and  petit  jurors  as  to  aiiow  them  one  dollar  per  day,  with  leave  to  re- 
port by  bill  or  otherwise. 

On  motion  of  Mr.  Lee  of  M.  and  C, 
Resolved,  That  the  juuiciary  committee  be  instructed  io  so  amend 
the  law  respecting  mistakes  made  by  assessors,  as  to  authorize  the 
clerks  of  the  respective  counties  to  correct  the  same. 
On  motion  of  Mr.  Morris, 
The  annual  report  of  the  Slate  Agric'jlt'.;ral  Society,  heretofore  laid 
on  the  table,  was  taken  up,  and  togtither  with  that  part  of  the  Gi'Vcrn- 
or's  message  and  accompanying  documents  as  rel'^.^es  to  Si»Jd  society, 
heretofore  referred  to  the  committee  of  ways  and  means,  was  rcfefred 
to  the  committee  on  agriculture. 

Mr.  Huckleberry  presented  a  joint  resolution  (No.  149)of  ihe  Gen- 
eral Assembly  of  the  Stale  of  Indiana; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispen- 
sed with.) 

Mr.  Dunning  moved  to  amend  the  same  by  inserting  the  wordi  *^b0 
instructed"  after  the  word  "Senators;" 
And  before  the  question  thereon  was  had, 
On  motion  of  Mr.  Huckleberry, 


250 

Said  joint  resolation  was  laid  on  the  table. 

Mr.  Storm  presented 

A  bill  (No.  150)  for  tlie  location  of  a  state  road  from  William  BrUGtJ^ 
-mits  in  Greene  counly,by  way  of  Scotland  in  said  county,  Owl  Prairie 
in  Daviess  county, thence  to  Vincennes  in  Knox  county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Moore  presented 

A  bill  (No.  i5l)  to  incorporate  the  Eel  river  Steam  Mill  Company; 

"Which  was  twice  read  by  its  title,  (the  rules  of  the  House  having 
been  dispensed  with),  and. 

On  motion  of  Mr.  Moore, 

Referred  to  the  judiciary  committee. 

Mr.  Lisfon  presented 

A  bill  (No.  152)  to  locate  a  state  road  from  Mishawaka  to  Mottsville; 

-Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with),  and. 

On  motion  of  Mr.  Chamberlain, 

Committed  to  a  select  committee. 

Ordered^  That  Messrs.  Chamberlain,  Liston,  and  Thompson  of  A. 
be  that  committee. 

Mr.  Mason  presented 

A  bill  (No.  153)  to  give  the  Fayette  circuit  court  jurisdiction  in  a 
certain  case; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Ray  presented 

A  bill  [No.  154]  to  provide  for  cancelling  and  entering  satisfaction 
of  mortgages; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with);  when, 

On  motion  of  Mr.  Ray, 

Said  bill  was  committed  to  the  judiciary  committee. 

And  the  House  adjourned. 


2  o\locky  P.  M. 

ThQ  House  met 

Mr.  Morris  presented 

A  bill  [No.  155]  for  the  relief  of  John  G.  Brown;  / 

Which  was  twice  read  (the  rules  of  the  House  having  first  been 
dispensed  witli),  and, 

On  motion  of  Mr.  Morris, 

Referred  to  the  judiciary  committee. 

Mr.  Jones  presented 

A  bill  [No.  Ibol  io  revive  and  continue  in  force  an  act  to  incorpo- 
rat2  the  towti  of  Washington  ir,  JD-vit?':  county,  aporovoi  January  31, 
1832.  '  "      ' 
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Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Buell  presented 

A  bill  [No.  158]  to  repeal  the  law  allowing  a  premium  on  wolf 
scalps; 

Which  was  twice  read  (the  rules  of.the  House  having  been  dispensed 
with.) 

And  the  question  was  then  put, 

Shall  said  bill  be  engrossed? 

Which  was  decided  in  the  negative. 

Mr.  Storm  presented 

A  bill  (No:  157)  to  locate  a  state  road  from  Bowlinggreen  in  Clay 
countj,  via  Freedom  in  Owen  county,  so  as  to  intersect  ihe  Eel  rirer 
road  at  or  near  Solomon  Stone's  in  Greene  county: 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on< 
to  morrow. 

Mr.  Chamberlain  presented 

A  bill  (No,  159)  to  establish  a  state  road  from  the  town  of  Elkhart 
via  Jamestown  to  the  Michigan  road; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  ta-^ 
morrow. 

The  House  then  proceeded  to  consider  the  orders  of  the  day. 

The  bill  (No.  75)  concerning  Guardians,  was  read  the  second  time 
and  referred  to  the  judiciary  committee; 

The  bill  (No.  78)  amendatory  of  an  act  entitled  "an  act  relative  to^ 
county  seminaries,  approved  February  ilth,  1831,  was  read  the  se- 
cond time,  and 

On  motion  of  Mr.  Willet,  referred  to  the  committee  on  education: 

The  bill  (No.  79)  to  amend  an  act  entitled,  "an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  county,  via  Washington  in  Daviesa 
county,  to  the  rapids  of  the  Wabash  river,  at  or  near  the  mouth  of  White 
river,  approved  January  20th,  1834,  was  read  the  second  time,  and 
ordered  to  be  engrossed  for  a  third  reading;  when 

On  motion  of  Mr.  Boone,  said  bill  was  considered  as  engrossed,  read' 
a  third  time  and  passed,  (the  rules  of  tlie  House  having  first  been  dis- 
pensed with.) 

Ordered^  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein. 

The  bill  [No.  80]  to  anvend  an  act  entitled  "an  act  to  amend  an  act 
to  regulate  the  mode  of  doing  county  business,  was  read  the  second 
time,  and 

On  motion  of  Mr.  Stapp,  laid  on  ihe  table. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  Secretary: 

Mr.  Speaker — 

The  Senate  has  passed  an  engrossed  bill  from  the  House  of  Repre- 
sentatives [No.  81]  amendatory  of  an  act  entitled  "an  act  establishing 
a  state  bank,"  approved  January  28, 1834,  with  amendments,  in  which 
the  concurrence  of  the  House  of  Representative'  is  requested. 
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The  let,  2d,  3d,  4th,  5th  and  7th  amendments  of  the  Senate  to  said 
hill,  were  read  and  concurred  in. 

On  motion  of  Mr.  Willett,  the  House  disagreed  to  the  6th  amend- 
ment; 

The  8th  amendment  of  the  Senate, 

On  motion  of  Mr.  Thompson  of  L.,  was  amended,  and  then  con- 
curred in  by  the  House. 

Mr.  Kilgore  moved  to  amend  the  9th  amendment  of  the  Senate  to 
said  bill,  as  follows,  viz: 

Nor  shall  onj  branch  of  the  said  State  Bank,  either  directly  or  in- 
directly, purchase  or  in  any  wise  receive,  either  in  payment  of  debts 
or  by  way  of  exchange  or  otherwise,  any  note  or  paper,  issued  by  any 
Bank  of  this  stale,  or  any  other  state,  for  less  than  the  amount  for 
Tvhich  said  note  calls  for;  but  in  ail  cr.ses  when  any  such  paper  is  re- 
ceived by  said  branches,  the  same  shaii  be  received  at  its  par  value. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Chamberlain,  Chiles,  Clark  of  Washington,  Howard,  Kilgore,, 
Moore,  Phelps,  Posey,  Steele,  Whitman,  Willett,  Wilson,  and  Zenor 
—13. 

>^nd  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Brown,  Buell,  Carr, 
Chambers,  Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis, 
Davis,  Dunning,  Edmonston,  Edwards,  Eggleston,  Graham,  Gregg, 
Hannaman,  H.irrow,  -Harris,  Howell,  Hubbard,  Huntington,  Jackson, 
Johnston,  Jones,  Lee  of  B.,  Lee  of  M.  &  C.,Liston,Macey,  Mason, 
McCarty,  Miller,  Morris,  Murray,  Nave,  Ray,  Ristine,  Smith,  Stapp, 
Storm,  Strain,  Templeton,  Thompson  of  A..  Thonr.p£on  of  J.,  Thompson 
of  L.,  Vandeveer,  Vawter,  Walker  ofS.,  Watt,  and  Smith,  Speaker 
—53. 

And  so  said  amendment  was  lost. 

And  the  House  adjourned* 


FRIDAY,  January  15,  18S6» 


Ths  House  met. 

The  House  resumed  the  consideration  of  the  amendments  of  the 
Senate  to  the  bill  of  the  House,  pending  when  the  House  adjourned  ob 
yesterday  efening, 
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J. 

No,  81 — amendatory  of  an  act  entitled  an  act  establishing  a  State 
Bank,  approved  January  28, 1834. 

Mr,  Brown  moved  to  concur  in  the  9th  amendment  of  the  Senate  to 
said  bill  with  the  following  amendment: 

And  provided  that  the  said  President  and  Directors  be,  and  they 
are  hereby  compelled  to  increase  the  capitals  and  privileges  to  discount 
of  each  and  every  branch  to  the  same  amount  and  at  the  same  time,  if 
any  such  branch  desire  it. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zoho  voted  in  the  ajjirmative  are, 

Messrs.  Brown,  Chamberlain,  Chiles,  Cushman,  Davis, Harrow,  Kil- 
gore,  I.ee  of  M.  and  C,  Moore,  Phelps,  Smith,  Templeton,  Thompson 
of  J.,  Willeti,  Wilson,  and  Zenor — 16, 

And  those  who  voted  in  the  negative  are, 

Messrs,  Bardwell,  Bennett,  Boone,  Buell,  Chambers,  Clark  of  Wash- 
ington, Clark  of  Wayne,  Collins,  Craig  of  M.,  Curtis,  Edmonston,  Ed- 
wards, Eggleston,  Evans,  Graham,  Gregg,  Harris,  Howard,  Howell, 
Hubbard,  Huckleberry,  Jackson,  Johns'on,  Jones,  Lee  of  B.,  Listen, 
Macey,  McCarty,  Miller,  Morris,  Murray,  Myers,  Nave,  Posey,  Ray, 
Ristiue,  Slapp,  Storm,  Templeton,  Thoii.pson  of  A.,  Thompson  of  L.^ 
Vawter,  Walker  of  D.,  Watt,  and  Smith,  Speaker— 44. 

And  so  said  amendment  was  not  adopted. 

And  the  House  adjourned. 


a  o'clock  P.  M. 

The  House  met 

And  resumed  the  consideration  of  ths  9th  amendment  of  the  Senate 
pending  before  the  House  when  it  adjourned  this  morning;  when 

Mr.  Vaudcveer  moved  .that  the  House  adjourn  until  to-morning,  9 
o'clock. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zoho  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Brown,  Buell,  Chamberlain,  Chiles,  Cole,  Craig  of 
P.,  Cushman,  Davis,  Dunning,  Evans,  Gregg,  Hannaman,  Plarrow, 
Huntington,  Jackson,  Johnston,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C, 
Macey,  McCarty,  Miller,  Moore,  Murray,  Myers,  Phelps,  Ray,  Stapp, 
Storm,  Templeton,  Thompson  of  J.,  Thompson  of  L.,  Vandereer 
Vawter,  Walker  of  D.,  Watt,  Wilson,  and  Zenor — 39 

And  those  -who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,   Boone,  Carr,   Chambers,  Clark  of 
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Wayne,  Clark  of  Washington,  Collins,  Craig  of  M.,  Edmonston,  Ed- 
wards, Graham,  Harris,  Howard,  Huckleberry,  Jones,  Liston,  Nave, 
Posey,  Ristine,  Smith,  Steele,  Thompson  of  A,,  Walker  of  S.,  WilletV 
and  Smith,  Speaker — 26, 
And  the  House  adjourned. 


SATURDAY,  January  16, 1836. 

The  House  met. 

The  House  resumed  the  condsideration  of  the  message  from  the  Se- 
nate, pending  before  the  House  when  it  adjourned  on  yesterday  eve- 
ning, when, 

On  motion  of  Mr.  Morris, 

Said  message  was  laid  on  the  table. 

Mr.  Craig  of  M.  presented  the  petition  of  Solomon  Dunnagan  and- 
others,  citizens  of  Morgan  countj,  praying  a  state  road  from  ScottV 
ferry  in  Morgan  cov.nty,  by  the  way  of  Hadley's  mill  in  said  county,  to- 
Bellville  in  Hendricks  county;  which. 
On  motion  of  Mr.  Craig  of  M., 

Was  referred  to  a  select  comrr/ittee  without  reading. 

Ordered,  That  Messrs.  Craig  of  M.,  Nave,  and  Jones  be  that  com»^ 
mittee. 

Mr.  Lee   of  M.  and   C.  presented   the  petition  of  James   Scott  of 
Clinton  county,  praying  certain  relief  therein  named; 
Which, 
On  motion  of  Mr.  Lee  of  M-  and  C, 

Was  referred  to  the  commiiiee  on  roads  without  reading. 

Mr.  Templeton  presented  thcpeuilon  of  sundry  citizen  of  Fountain* 
county,   praying  the  organization  of  said   county  by  authorizing  the 
eleciion  of  township  trustees,  clerks,  *»c.;  which 
On  motion  of  Mr.  Templeton, 

Was  referred  to  the  same  select  committee  to  which  was  heretofore 
referred  a  petition  on  the  same  subject. 

A  message  from  the  Senate  by  Mr.  Morrison^their  principal  Secre- 
tary: 

Mr.  Speaker— 

The  Senate  has  passed  without  amendment,  bills  from  the  House  of 
Representatives  entitled  as  follows,  viz: 

No.  22 — An  act  to  amend  an  act  entitled  an  act  for  the  appointment 
of  persons  to  receive  deeds  for  lots  or  lands  given  or  purchased  for  the 
use  of  schools,  meeting  houses,  and  masonic  lodges. 
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Ko  23 — An  act  to  locate  a  state  road  from  Delphi  in  Carroll  coun 
tj,  to  Dayton  in  Tippecanoe  county. 

No.  24 — An  act  establishing  as  a  state  road  the  county  road  leading 
from  Livonia  to  George  Becks. 

No.  25 — An  act  declaring  a  certain  road  therein  named,  a  state  road; 

No.  26 — An  act  to  incorporate  the  Vincennes  academy; 

No.  27 — An  act  to  repeal  the  act  to  incorporate  the  Crawfords- 
ville    Seminary; 

No.  29 — An  act  to  organize  the  county  of  Adams; 

No.  30 — An  act  to  organize  the  county  of  Fulton; 

No.  31 — An  act  to  legalize  the  sale  of  the  west  half  of  the  public 
square  in  the  town  of  New  Castle; 

No.  34 — An  act  concerning  the  reserved  township  of  lands  in 
Monroe  county; 

No.  39 — An  act  to  vacate  a  part  of  the  Indianapolis,  Centreville, 
and  Richmond  state  road  in  Wajne  county ; 

No.  41 — An  act  to  amend  the  act  entitled  an  act  to  incorporate  the 
Lexington  Steam  Mill  Company,  approved    February  7,  1835; 

No.  43 — An  act  to,  change  the  time  of  holding  the  probate  courts 
in  Daviess  county; 

No.  44 — An  act  to  establish  a  certain  state  road  therein  named; 

No.  50 — An  act  declaring  the  county  road  from  Owensville  to  the 
mouth  of  the  Patoka  in  Gibson  county,  a  state  road; 

No.  61 — An  act  authorizing  the  sale  of  the  residue  of  one  of  the 
reserved  townships  of  land  in  Monroe  county; 

No.  98 — An  act  to  change  the  name  of  the  town  of  Somerset; 

No.  106— An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
town  of  Leavenworth,  approved  Feb.  7th  1835; 

Also  bills  and  a  memorial  of  the  Senate, entitled  as  follows,  viz: 

No.  40 — An  act  to  incorporate  the  Rockville  steam  mill  company; 

No.  44 — An  act  to  provide  for  a  special  session  of  the  Jefferson  cir- 
cuit court 

No.  45 — Amemorial  of  the  General  Assembly  of  the  state  of  Indi- 
ana, praying  an  appropriation  for  the  construction  of  a  harbor  at  the 
mouth  of  Trail  creek; 

In  which  bills  and  memorial  of  the  Senate,  the  concurrence  of  the 
House  of  Representatives  is  requested. 

The  engrossed  bill  of  the  Senate  (No.  40)  to  incorporate  the  Rock- 
ville steam  mill  company,  named  in  said  message,  was  twice  read  (the 
rules  of  the  House  having  been  dispensed  with,)  and, 
On  motion  of  Mr.  .Steele, 

Referred  to  the  judiciary  committee. 

The  engrossed  bill  of  the  Senate  (No.  44)  therein  named,  to  provide 
for  a  special  session  of  the  Jefferson  circuit  court,  was  twice  read,  (the 
rules  of  the  House  having  been  dispensed  with,)  and, 
On  motion  of  Mr.  Buell, 

Referred  to  the  iudiciary  committee. 

The  engrossed  memorial  from  the  Senate  (No.  45)  of  ths  General 
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Assembly  of  the  state  of  Indiana,  praying  an  appropriation  for  the  con- 
struction of  a  harbor  at  the  mouth  of  Trail  creek; 

Was  three  times  read  and  passed,  (the  rules  of  the  House  having 
first  been  dispensed  with.) 

Mr.  Smith  presented  the  petitions  of  sundry  citizens  of  the  county  of 
Ripley,  praying  an  act  incorporating  a  company  to  construct  a  McAd- 
amized  road  from  Vevav  to  Napoleon; 
Which, 

On  mofon  of  Mr.  Smith, 
Were  referred  to  a  select  committee  without  reading. 
Ordered,  That  Messrs.  Smith,  Kggleston,  and  Gregg  be  that  com- 
mittee. 

Mr.  Strain  presented  the  petition  of  Jacob  Harner  and  others,  pray- 
ing the  vacation  of  a  part  of  a  certain  state  road  therein  referred  to; 
Which, 

On  motion  of  Mr.  Strain^ 
Was  referred  to  the  committee  on  roads  without  reading. 
Mr.  Jv-,nes  presented  the  petition  of  sundry  cilizens  of  Daviess  coun- 
ty, praying  the  construction  of  a  McAdamized  road  from  New  Albany 
to  Yincennes; 
Which, 

On  motion  of  Mr.  Jones, 
Was  referred  to  the  committee  on  canals  and  internal  improvements 
without  reading. 

Mr.  Smilh  presented  the  petition  of  Henry  J.  Bowers  and  others, 
cilizens  of  Ripley  county,  praying  the  location  of  a  state  road  cnm- 
mencing  at  (he  to'.vn  of  Versailles  in  said  county  to  Manchester  in 
Dearborn  county; 

Which  was  read  and  referred  to]a  select  committee  of  Messrs.  Smith, 
Howard,  and  Walker  of  D. 

Mr.  Temp!cton  presented  the  petition  of  G.  W.  Hicks  and  others, 
of  the  town  of  Newton  in  Fountain  county,  praying  an  act  incorpora- 
ting said  town; 
Which, 

On  motion  of  Mr.  Tcmpleton, 
Was  referred  to  a  select  committee  without  reading. 
Ordered,  That  Mr.  Templeton  be  that  committee. 
Mr.  Eggleston  presented  the  petition  of  sundry  citizens  of  Switzer- 
land county,  praying  the  location  of  a  certain  state  road  therein  named 
in  the  said  countj  of  Switzerland; 

Which  was  referred  to  a  select  committee,  without  reading. 
Mr.  Chamberlain  presented  the  petition  of  sundry  citizens  of  the 
county  of  Lagrange,  praying  a  change  of  the  county  seat  of  Lagrange 
county;    and  also  the   remonstrance   of   James  Kelly  and  others, 
citizens  of  said  county,  against  said  petition; 
Which, 

On  motion  of  Mr.  Chamberlain, 
Were  referred  to  the  committee  on  the  judiciary  without  reading. 
Mr.  Morris  presented  the  remonstrance  of  James  Bridges  and  oth- 
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ers,  against  a  petition  heretofore  presented,  praying  a  state  road  com- 
mencing at  or  near  John  Newland's,  on  the  Michigan  road  in  Marion 
county,  to  intersect  the  Michigan  road,  at  or  near  Adam  Metskers  ia 
said  county  of  Marion; 

Which, 

On  motion  of  Mr.  Morris, 
Was  referred  to  the  same  select  committee,  to  which  was  heretofore 
referred  the  petition  on  the  same  subject. 

Mr.  Thompson  of  L.,  from  the  judiciary  comm/ittee,  to  which  was 
referred  certain  charges  preferred  against  Gustavus  A.  Everts,  presi- 
dent judge  of  the  8lh  judicial  circuit,  made  the  following  report: 

Mr.  Speaker — 

The  judiciary  committee,  to  whom  was  referred  charges  against 
Gustavus  A.  Everts,  president  judge  of  the  8th  judicial  circuit,  have 
had  the  same  under  consideration  and  have  instructed  me  to  report  to 
the  House,  the  testimony  submitted  to  them,  and  the  following  resolu- 
tion for  adoption: 

Resolved,  That  articles  of  impeachment  be  preferred  against  Gusta- 
vus A.  Everts,  president  judge  of  the  8th  judicial  circuit  in  the  State 
of  Indiana,  on  the  second  and  third  speciticaLions  in  the  charges  prefer- 
red, and  that  the  Speaker  appoint  managers  on  the  part  of  this  House, 
to  prepare  and  prosecute  the  same  before  the  high  court  of  impeach- 
ment— the  Senate  of  Indiana. 

Mr.  Stapp  moved  to  amend  said  resolution  by  striking  it  out  from 
its  resolving  clause  and  insert  the  following: 

That  in  the  opinion  of  tliis  Ilonse,  the  testimony  presented  by  the 
judiciary  committee,  on  the  charges  against  Judge  Everts  is  not  suffi- 
cient to  sustain  an  impeachment  against  him ; 

And  a  division  of  the  question  being  called  for. 

The  question  was  then  put  on  the  first  branch  thereof  to-wit: 

On  striking  out  the  resolution  from  the  resolving  clause;  and 

Those  zoko  voted  in  the  affirmative  are, 

Messrs.  Bennett,  Brown,  Howard,  Hubbard,  Kilgore,  Macey,  My- 
ers, Nave,  Phelps,  Ray,  Stapp,  Vawter,  Walker  of  S.,  andZenor — 14. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Boone,  Buell,  Carr,  Chamberlain, 
Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Cole,  Col- 
lins, Craig  of  M,  dng  of  P.,  Curtis,  Cushman,  Davis.  Dunning,  Ed- 
monston,  EdwarJ^,  Egglcston,  Evans,  Graham,  Gregg,  Harrow,  Har- 
ris, Huckleberry,  Huntington,  Jackson,  Johnston,  Jones,  Lee  of  M. 
and  C,  Liston,  Mason,  McCarty,  Miller,  Moore,  Morris,  Murray,  Po- 
sey, Ristine,  Smith,  Steele,  Storm,  Strain,  Templeton,  Thompson  of 
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A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Walker  of  D., 
Whitman,  Willetl,  Wilson,  and  Smith,  Speaker — 56. 

So  said  motion  was  decided  in  the  negative. 

And  the  House  adjourned. 


2  o'clock^  P.  M. 

The  House  met. 

The  House  resumed  the  consideration  of  the  resolution  pending 
when  the  House  adjourned  this  morning-, 
And  the  question  was  then  put, 
Shall  said  resolution  be  adopted? 
And  the  ajes  and  noes  being  called  for  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Boone,  Buell,  Carr,  Cham- 
berlain,  Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Washington, 
Cole,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Dun- 
ning, Edmonston,  Edwards,  Eggleston,  Evans,  Graham,  Gregg,  Har- 
row, Harris,  Huckleberry,  Huntington,  Jackson,  Johnston,  Jones,  Lee 
of  B.,  Lee  of  M.  and  C,  liiston.  Mason,  McCarty,  Miller,  Moore,  Mor- 
ris, Murray,  Myers,  Posey,  Ristine,  Smith,  Steele,  Storm,  Strain, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Van- 
deveer, Walker  of  D.,  Whitman,  Willett,  Wilson,  and  Smith,  Spea= 
ker— 57. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Brown,  Howard,  Hubbard.  Kilgore,  Maccy,  Nave, 
Phelps,  Ray,  Stapp,  Vawter,  Walker  of  S.,  and  Zenor — 13. 

And  so  said  resolution  was  adopted. 
Whereupon, 

The  Speaker  appointed  Messrs.  Liston,  Huntington,  Evans,  and 
Thompson  of  L.,  managers  on  the  part  of  this  House,  (o  prepare  and 
prosecute  articles  of  impeachment  against  the  said  Gustavis  A.  Everts, 
president  judge  of  the  8th  judicial  circuit  of  this  state,  before  the  high 
court  of  impeachment — the  Senate  of  Indiana,  on  the  2d  and  3d  speci- 
fications in  the  charges  preferred  against  him. 

Mr.  Thompson  of  L.  having  first  obtained  leave,  moved  for  adoption 
the  following  resolution: 

Whereas,  The  Honorable  G.  A.  Everts  hath  agreed  that  the  evidence 
of  John  H.  Bradley,  a  witness  on  behalf  of  the  State,  as  reduced  to  wri- 
ting by  the  judiciary  committee  of  this  House,  shall  be  taken  as  the  de- 
position of  said  witness,  and  read  in  evidence  on  the  trial  of  said  im- 
peachment before  the^Senate,  which  agreement  in  writing  is  in  the 
hands  of  the  said  judiciary  committee: 
Therefore, 
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Resolved,  That  the  said  John  H.  Bradley  be  and  is  hereby  dis- 
charged from  any  further  attendance  as  a  witness  in  the  said  case; 

Which  was  read  and  adopted. 

The  Speaker  laid  before  the  House  a  communication  from  N.  B. 
Palmer,  Treasurer  of  State,  on  the  subject  of  the  non-resident  lands 
and  town  lots  in  this  state; 
Which, 
On  motion  of  Mr.  Morris, 

Was  read  and  referred  to  the  committee  on  education. 

Mr.  Thompson  of  L.  having  obtained  leave,  moved  the  adoption  of 
the  following  resolution: 

Resolved,  That  Lathrop  M.  Taylor,  John  H.  Bradley,  and  John  B. 
Durett,  witnesses  subpcenaed  to  give  evidence  before  the  judicary  com- 
mittee, be  discharged  from  any  further  attendance,  and  that  they  be 
each  allowed  the  sum  of  §2  00  per  day  for  every  day  necessarily  en- 
gaged as  such  witnesses,  while  at  the  capitol  and  in  travelling  to  and 
returning  from  the  same; 

Which  was  read  and  referred  to  the  committee  on  claims. 

And  the  House  adjourned  until  Monday  morning. 


MONDAY,  January  18,  1836. 

The  House  met. 

On  motion  of  Mr.  Morris, 

Ordered,  That  1000  copies  ofthe  report  of  the  Treasarer  of  Slate 
on  the  subject  ofthe  non-resident  lands  and  town  lots  in  this  state,  be 
printed. 

Mr.  Brown  presented  the  petition  of  Henry  Ensminger  and  others,  ci- 
tizens of  Tippecanoe  county,  praying  the  passage  of  a  law  in  relation 
to  certain  rail  roads,  and  the  incorporation  of  a  rail  road  company, 
which  was  referred  to  a  select  committee  of  Messrs.  Brown,  Davis, 
Morris,  Nave  and  Templeton,  without  reading. 

Mr.  Zenor  presented  the  remonstrances  of  William  Applegate  and 
Franklin  McKae  and  others,  citizens  of  Harrison  county,  against  a  pe- 
tition heretofore  presented,  praying  that  a  part  of  the  county  of  Harri- 
son may  be  attached  to  the  county  of  Floyd,  which 
On  motion  of  Mr.  Zenor, 

Was  referred  to  the  same  select  committee  to  which  the  said  peti 
tion  was  referred. 

Mr.  Eggleston  presented  the  petition  of  John  Miller  and  others,  citi- 
zens of  the  counties  of  Switzerland  and  Ripley,  praying  the  construc- 
tion of  a  turnpike  road  from  Vevay,  to  intersect  the  Michigan  road  at 
or  near  Napoleon;  which 

On  motion  of  Mr.  Eggleston,  ■    . 
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Was  referred  to  the  same  select  committee  to  which  was  heretofore 
referred  a  petition  on  the  game  subject. 

Mr.  Bardwell  presented  the  petition  of  T.  D.  Walpole  and  others, 
citizens  of  Hancock  county,  prayinej  a  repeal  of  part  of  the  law  regu- 
lating the  jurisdiction  an  !  duties  of  justices  of  the  peace,  as  to  confine 
the  same  to  respective  townships  in  civil  cases:  and  also  the  remon- 
strance of  J.  C.  Chapman  and  others,  against  said  petition;  which 
On  motion  of  Mr.  Bardwell, 

Were  referred  to  the  judiciary  committee  without  reading. 

Mr.  Chamberlain  presented  the  petition  of  John  McConnell  andotb- 
ers,  citizens  of  the  county  of  Kosciusko,  praying  that  six  miles  may  be 
detached  from  the  south  end  of  said  county;  which  was  referred  to  the 
select  committee  of  Messrs.  Vawter,Listoij,  and  Chamberlain,  without 
reading. 

Mr.  Hannaman  presented  the  petition  of  John  S.  Forsyth  and  oth- 
ers, citizens  of  Hamilton  and  Boone  counties,  praying  the  relocation  of 
a  part  of  the  Newcastle  and  Crawfordsville  state  road,  wbioh  r/as  re- 
ferred to  a  select  committee  of  Messrs.  Hanoaman,  Morris,  and  Jones, 
without  reading. 

Mr.  Edwards  presented  the  petition  of  sundry  citizens  of  the  coun- 
ties of  Wayne  and  Randolph,  praying  the  location  of  a  state  road  from 
Economy  in  Wayne  county,  to'4he  Flint  Springs,  on  the  Wabash  and 
Erie  canal,  which  was  referred  to  a  select  commitieo  of  Messrs.  Ed-        J 
wards,  Macey,  Clark  of  Wayne,  and  Thompson  of  A.,  wiMiout  reading.        ■? 

Mr.  Thompson  of  L.,  having  first  obtained  leave,  moved  the  adoption 
of  the  following  resolution: 

Resolved,  That  Allan  Hamilton,  a  witness  subpcsnaed  to  give  evi- 
denre  before  the  judiciary  committee,  in  relation  (o  the  charges  pre- 
fej-red  against  the  Hon.  G.  A.  Everts,  be  discharged  from  further  at- 
tendance, and  that  he  be  allowed  the  sum  of  $2  00  per  day  for  every 
dav  necessaiily  engaged  as  such  witness,  while  at  the  capital  and  in 
trrivelliog  to  and  returning  from  the  same; 

Which  was  read  and  referred  to  the  committee  on  claim?. 

Mr.  Nave  presented  the  petition  of  James  Sigerson  of  Hendricks 
county,  preferring  charges  against  Noah  Harding,  a  justice  of  the  peace 
in  and  for  Hendricks  county; 

Which  was  read,  and 

On  motion  of  Mr.  Nave, 

Referred  to  the  judiciary  committee. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary. I 

Mr.  Speaker— 

The  Senate  has  passed  an  engrossed  bill  [No.  27,]  to  incorporate  th« 
Levenworth  Savings  Institution,  which  originated  in  the  Senate,  also 
Bills  from  the  House  of  Representatives,  entitled  as  follows,  viz: 
No.  124 — An  act  to  establish  a  state  road  from  a  point  in  the  county 
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of  Clay,  to  the  Wabash  river,  near  the  mouth  of  Honey  creek,  in  Vigo 
county,  and  thence  to  the  state  line; 

No.  108 — An  act  to  incorporate  the  lodiaoa  Baptist  Education  So- 
ciety andManual  Labor  Institution; 

No.  123 — An  act  to  provide  for  a  general  system  of  internal  improve- 
ments, 

With  amendments  to  the  bill?  No.  108  and  123, 
In  which|bill  of  the  Senate,  and  amendments  to  said  bills  of  (he  House, 
the  concurrence  of  the  House  of  Representatives  is  requested. 

The  House  refused  to  concur  in  the  first  and  second  amendments  of 
the  Senate  to  the  engrossed  bill  of  the  House  named  in  said  message 
(No.  123)  to  provide  for  a  general  system  of  internal  improvements. 

Mr.  Willett  moved  to  concur  in  the  third  amendment  of  the  Senate 
to  said  bill,  with  the  following  amendment:  "provided  that  if  said  board 
shall  deem  it  for  the  interest  of  the  State,  it  shall  be  their  duty  to  exa- 
mine and  survey  the  route  between  Bloomington  and  Greencastle  by 
way  of  Spencer  in  Owen  county; 

And  the  ayes  and  noes  being  requested  thereon  by  tw©  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwell,  Carr,  Clark  of  Washington,  Cole, 
Craig  of  P.,  Cusliman,  Davi?,  Edmonston,  Edwards,  Eggleston,  Gra- 
ham, Harris,  Howard,  Howell.  Huckleberry,  Jackson,  Jones,  Lee  of 
B.,  Mason,  Miller,  Moore,  Murray, Nave,  Phelps,  Smith,  Steele,  Strain, 
Walker  of  D.,  Walker  of  S.,  Willett,  Wilson,  and  Zenor— 33. 

And  those  who  voted  in  the  negative  arcj 

Messrs.  Bennett,  Boone,  Brown,  Chamberlain,  Chambers,  Chiles, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Curtis,  Dunning,  Evans,  Gregg, 
Hannaman,  Harrow,  Hubbard,  Huntington,  Johnston,  Kilgore,  Lee 
of  M.  and  C,  Liston,  Macey,  McCarty,  Morris,  Myers,  Posey,  Ray, 
Ristine,  Stapp,  Storm,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Vandeveer,  Vawter,  Watt,  and   Whitman— .39. 

And  so  said  motion  was  decided  in  the  negative. 

And  the  House  adjourned. 


2  o'clock,  P.  M, 

The  House  met 

And  resumed  the  consideration  of  the  amendments  of  the  Senate  to 
the  bill  of  the  House 

No.  123 — To  provide  for  a  general  system  of  internal  improvements, 
pending  when  the  House  adjourned  this  morning; 

And  the  question  then  recurring  on  the  concurrence  of  the  Ho^ise 
in  the  third  amendment  of  the  Senate  to  said  bill. 

It  was  put^ 
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And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone, Brown,  Chamberlain,  Chambers, 
Chiles,  Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis, 
Cushman,  Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Harrow, 
Hubbard,  Johnston,  Lee  of  M.  and  C,  Liston,  Macey,  Mason,  McCar- 
ty,  Myers,  Posey,  Ray,  Ristine,  Storm,  Templeton,  Thompson  of  J., 
Thompson  of  L.,  Vandeveer,  Vawter,  Watt,  Whitman,  and  Smith, 
Speaker — 39. 

Mnd  those  who  voted  in  the  negative  are, 

Messrs.  Carr,  Clark  of  Washington,  Cole,  Davis,  Edmonston,  Eggle- 
ston,  Graham,  Harris,  Howard,  Howell,  Huckleberry,  Jones,  Mil- 
ler, Moore,  Murray,  Nave,  Phelps,  Smith,  Steele,  Strain,  Walker  of 
S.,  Willett,  and  Zenor— 23. 

And  so  the  House  concurred  in  said  amendment. 
On  motion  of  Mr.  Collins, 

The  House  disagreed  to  the  fourth  amendment  of  the  Senate  to  said 
bill. 

The  5th ,  6th,  7th,  8th,  and  9th  amendments  were  severally  read  and 
concurred  in  by  the  House. 

Mr.  Evans  moved  to  amend  the  10th  amendment  of  the  Senate  as 
follows,  to- wit: 

Add  after  the  word  "commissioner"  "or  engineer  employed  in  the 
construction  of  any  work  contemplated  in  this  act;" 

Which  motion  was  decided  in  the  affirmative. 
On  motion  of  Mr.  Chamberlain, 

Said  amendment  was  further  amended  as  follows,  viz:  by  adding 
thereto. 

Or  any  state  officers  holding  their  offices,  either  by  the  appointment 
of  the  Governor  or  by  joint  ballot  of  the  General  Assembly ; 

And  then  said  amendment  as  amended  was  concurred  in  by  the 
House. 

The  amendments  of  the  Senate  to  the  engrossed  bill  of  the  House 
of  Representatives, 

No.  108 — to  incorporate  the  Indiana  Baptist  Education  Society  and 
Manual  Labor  Institute; 

Were  severally  read  and  concurred  in  by  the  House. 

The  engrossed  bill  of  the  Senate,  [No.  27]  named  in  said  message, 
to  incorporate  the  Leavenworth  Savings'  Institution, 

Was  twice  read,  (the  rules  of  the  House  having  first  been  dispensed 
with,)  and, 

On  motion  of  Mr.  Phelps, 

Committed  to  the  judiciary  committee. 
On  motion  of  Mr.  Vawter, 

The  previous  orders  of  the  day  which  precede  the  bill 
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No.  62 — authorizing  a  loan  for  the  improvement  of  state  roads  and 
pledging  the  three  per  cent,  fund  for  the  payment  thereof,  were  for 
the  present  postponed,  and, 

The  House  resolved  itself  into  a  committee  of  the  whole  thereon, 
to  which  the  same  was  heretofore  referred, 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  Chair,  when 

Mr.  Stapp  reported  progress  and  asked  leave  to  sit  again; 

Which  leave  was  granted  by  the  House. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  had  compared  the  enrolled  with  the  engrossed  bill  which  origi- 
nated in  the  House  of  Representatives  of  the  following  title,  to  wit: 

No.  97 — An  act  to  change  the  name  of  the  town  of  Greensboro  in 
Franklin  county,  to  that  of  Blooming  Grove; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bill. 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  excellency  the  Governor,  for  his 
approval  and  signature,  a  bill  which  originated  in  the  House  of  Rep- 
resentatives, of  the  following  title,  to  wit: 

No.  9 — An  act  to  incorporate  the  Madison  savings  institution ; 

And  the  House  adjourned.     i 


TUESDAY,  January  19,  1836. 


The  House  met. 

Mr.  Gregg  presented  sundry  petitions  of  sundry  citizens  of  the  coun- 
ty of  Dearborn,  praying  a  division  of  said  county; 

Mr.  Howard  presented  sundry  petitions  of  citizens  of  said  county  on 
the  same  subject;  and, 

Mr.  Walker  of  D.  presented  sundry  remonstrances  of  citizens  of  said 
county  of  Dearborn  against  said  petitions, 

Which  were  severally  read,  and. 

On  motion  of  Mr.  Walker  oi  D., 

Referred  to  a  select  committee  of  Messrs.  Gregg,  Howard,  Walker 
of  D.,  Smith,  and  Eggleston. 

Mr.  Morris  presented  the  petition  of  W.  W.  Wick  and  others,  citi- 
zens of  Marion  county,  praying  the  location  of  a  state  road  from  Indi-. 
anapolis  to  Pendleton  in  Madison  county; 
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Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Han- 
naman,and  Bardwell  without  reading. 

Mr.  Morris  presented  the  petition  of  sundry  citizens  of  Marion  coun- 
ty, praying  the  location  of  a  certain  state  road  in  said  county  of  Marion 
therein  named; 

Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Han- 
uaman,  and  Bardwell  without  reading. 

Mr.  Morris  presented  the  petition  of  Wm.  Miller  and  others,  citizens 
of  Marion  county,  praying  the  construction  of  a  bridge  over  Little  Ea- 
gle creek; 

Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Han- 
naman,  and  Bardwell  without  reading. 

Mr.  Willett  presented  the  petition  of  Joseph  Nicholas   and  others, 
on  the  subject  of  the  road  law; 
Which, 
On  motion  of  Mr.  Willett, 

Was  referred  to  the  standing  committee  on  roads  without  reading. 

Mr.  Curtis  presented  the  petition  of  Joel  Hendricks  and  others, 
citizens  of  Wayne  county,  on  the  subject  of  the  rev  ^  ^ue  law ; 
Which, 
On  motion  of  Mr.  Curtis, 

Was  referred  to  the  committee  of  ways  and  means  without  reading. 

Mr.  Ray  from  the  judiciary  committee,  to  which  was  referred  the 

Bill  [No.  154]  to  provide  for  cancelling  and  entering  satisfaction  of 
mortgages,  reported  the  same  to  the  House  without  amendment. 
On  motion  of  Mr.  Ray, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  a  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Stapp,  from  the  judiciary  committee,  made  the  following  report: 

Mr.  Speaker — 

The  judiciary  committee,  to  which  "ivas  referred  resolutions, 

1st.  Relating  to  making  up  issues  in  the  crcuit  court  in  vacation; 

2d.  Relative  to  amending  the  estray  laws,  so  as  to  make  it  the  duty 
of  clerks  of  the  circuit  courts  to  make  out  copies  or  abstracts  of  the 
estrays  on  their  books  and  publish  them  monthly  in  a  paper  at  Indi- 
anapolis, a  copy  of  which  to  be  sent  to  each  clerk's  office  in  the  state ; 

3d.  Relative  to  the  rate  of  per  centum  to  be  charged  by  executora 
and  administrators  in  the  settlement  of  decedent's  estates; 

4lh.  Relative  to  damages  on  inland  bills  of  exchange; 

5th.  Relative  to  mistakes  made  by  assessors; 

Also  the  petition  of  Lewis  Buskirk,  praying  for  authority  to  sell  real 
estate,  have  had  the  same  under  consideration  and  have  instructed  me 
to  report  that  it  is  inexpedient  to  legislate  on  the  above  petition  and 
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the  four  first  resolutions,  and  to  recomnfiend  the  reference  of  the  fiftlr 
resolution  to  the  committee  of  ways  and  means. 

They  have  also  bad  uoder  their  consideration  the  following  bills, 
to- wit: 

1st.  An  engrossed  bill  of  the  Senate  entitled  an  act  to  provide  for  a 
special  session  of  the  Jefferson  circuit  court; 

2d.  An  engrossed  bill  of  the  Senate  entitled  an  act  to  incorporate 
the  Rockville  steam  mill  company; 

3d.  A  bill  concerning  guardians; 

4th.  A  bill  for  the  relief  of  John  G.  Brown; 

And  have  instructed  me  to  report  them  to  the  House;  the  1st  and 
3d  without  amendments,  and  the  2d  and  4th  with  amendments. 

The  amendments  of  the  commiHee  to  the  bill  of  the  Senate 

No.  40 — To  incorporate  the  Rockville  steam  mill  company,  were 
read  and  concurred  in  by  the  House;  when, 
On  motion  of  Mr.  Steele, 

Said  amendments  were  considered  as  engrossed,  and  with  eaidbill 
read  a  third  time  and  passed,  (the  rules  of  the  House  having  been 
dispensed  with.) 

Ordered^  That  the  clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence to  the  amendments  of  the  House  thereto. 

The  amenmdent  of  the  committee  to  the  bill  [No.  155]  for  the  re- 
lief of  John  Brown,  was  read  and  concurred  in;  when, 
On  motion  of  Mr.  Morris, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  aa 
engrossed,  read  a  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  Clerk  carrj  it 
to  the  Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  75]  named  in  said  report,  concerning  guardians,  was 
ordered  to  be  engrossed  for  a  third  reading;  when, 
On  motion 

Said  bill  was  considered  as  engrossed,  read  a  third  time  and  passed 
(the  rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  of  the  Senate  [No.  44]  to  provide  for  a  special 
session  of  the  Jefferson  circuit  court,  was  read  the  third  time  and  pass- 
ed (the  rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Leave  of  absence  was  granted  to  the  managers  to  prepare  articles 
of  impeachment  against  Gustavus  A.  Everts,  president  judge  of  the  8th 
judicial  circuit  of  Indiana. 

Mr.  Stapp  from  the  judiciary  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  !G0)  to  suspend  an  act  entitled  an  act  providing  for  the 
re-locti'ion  of  the  seat  of  justice  in  the  county  of  Dearborn,  and  for 
other  purposes,  approved  Feb.  6, 1835 ; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

■•■■■•■      34  .   ■■    ..   ■■-'  . 
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Mr.  JBrown  from  the  judiciary  committee,  to  which  was  committed 
the  engrossed  bill  of  the  Senate 

No.  27 — To  incorporate  the  Leavenworth  Savings'  Institution,  re- 
ported the  same  to  the  House  with  one  amendment,  in  which  the  House 
refused  to  concur;  when, 

On  motion  of  Mr.  Phelps, 

The  rules  of  the  House  were  dispensed  with,  said  bill  read  a  third 
time  and  passed. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Ray  from  the  judiciary  committee,  to  which  was  referred  the  bill 

No.  148 — To  incorporate  the  town  of  New  Albany,  reported  the 
same  to  the  House  with  two  amendments; 

Which  were  read  and  concurred  in  by  the  House. 

Ordered^  That  said  bill  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Collins  from  the  committee  on  the  judiciary,  made  the  follow- 
ing report: 

Mr.  Speaker-^ 

The  judiciary  committee  to  which  was  referred  a  resolution  in- 
structing said  committee  to  inquire  into  the  expediency  of  authorizing 
clerks  of  the  circuit  court  to  order  bail  in  certain  cases;  also  a  resolu- 
tion instructing  said  committee  to  inquire  into  the  expediency  of  au- 
thorizing the  clerks  of  the  circuit  couits  to  issue  writs  on  Sunday;  al- 
so a  resolution  instructing  said  committee  to  inquire  into  the  expedien- 
cy of  so  changing  the  practice  in  suits  at  law,  as  that  it  shall  not  be 
necessary  for  the  plaintiff  to  aver  and  prove  in  suits  founded  on  notes 
payable  at  a  particular  place,  a  demand  of  payment  at  such  place; 
have  had  said  resolutions  under  consideration,  and  report  a  bill  in  con- 
form.ity  with  the  instructions  contained  in  said  resolutions. 

A  bill  (No.  161)  supplemental  to  an  act  entitled  an  act  to  regulate 
the  practice  in  suits  at  law,  approved  Jan.  29,  1831; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  dis- 
pensed with.) 

Ordered,  That  it  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Collins,  from  the  judiciary  committee,  to  which  was  referred  a 
resolution  on  that  subject,  reported 

A  bill  (No.  162)  to  subject  equitable  interest  and  choses  in  action  to 
execution; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and, 

On  motion  of  Mr.  Willett, 

Laid  on  the  tale. 

Mr.  Johnston,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills,  which 
originated  in  the  House  of  Representatives  of  the  following  titles,  to 
wit: 

No.  25 — An  act  declaring  a  cet tain  road  therein  named,  a  state  road  j 
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No.  41— An  act  to  amend  the  act  entitled  an  act  to  incorporate  the 
Lexington  Steam  Mill  Company,  approved   February  7,  lS35; ' 

No.  22 — An  act  to  amend  an  act  entitlsd  an  act  for  the  appointment 
of  persons  to  receive  deeds  for  lots  or  lands  given  or  purchased  for  the 
use  of  schools,  meeting  houses,  and  masonic  lodges. 

No.  34 — An  act  concerning  the  reserved  towiiship  of  lands  in 
Monroe  county; 

No  23 — An  act  to  locate  a  state  road  frojn  Delphi  in  Carroll  coun 
ty,  to  Dayton  in  Tippecanoe  county. 

No.  50 — An  act  declaring  the  county  road  from  Owensville  to  the 
mouth  of  the  Patoka  in  Gibson  county,  a  state  road ; 

No.  59 —A  memorial  and  joint  resolution  on  the  subject  of  a  pur- 
chase of  a  tract  of  land  from  ihe  United  States  for  the  purpose  of  con- 
structing a  canal  from  Fort  Wayne  to  Muncietown; 

No.  29 — An  act  to  organize  the  county  of  Adamsj. 

No.  30 — An  act  to  organize  the  county  of  Fulton; 

No.  61 — An  act  authorizing  the  sale  of  the  residue  of  one  of  the 
reserved  sections  of  land  in  the  reserved  township  of  land  in  Monroe 
county; 

No.  27 — An  act  to  repeal  the  act  to  incorporate  the  Crawfords- 
ville    Seminary; 

No.  98 — An  act  to  change  the  name  of  tfie  town  of  Somerset; 

No,  106 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
town  of  Leavenworth,  approved  Feb.  7th  1835; 

No.  45 — Amemorial  of  the  General  Assembly  of  the  state  of  Indi- 
ana, praying  an  appropriation  for  the  construction  of  a  harbor  at  the 
mouth  of  Trail  creek;  which  originated  in  the  Senate. 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Huntington,  from  the  committee  on  education,  made  the  follow- 
ing report: 

Mr.  Speaker — 

The  committee  on  education  to  which  was  referred  so  much  of  the 
Governor's  message  as  relates  to  a  geological  survey  of  this  state,  have 
had  the  same  under  consideration,  and  having  bestowed  upon  it  that  at- 
tention which  its  great  importance  deserves,  have  directed  me  to  report: 

That  they  regard  the  supjgestions  of  the  executive  upon  this  subject 
as  entitled  to  great  attention,  whether  as  connected  with  the  cause  of 
general  science,  or  of  public  usefulness.  So  far  as  the  first  mentioned 
object  is  concerned,  it  is  impossible  to  even  conjecture  how  many  inter- 
esting and  important  secrets  may  be  revealed  by  the  examinations 
recommended,  which  now  lie  scatterred  over  our  beautiful  territory, 
aad  hurried  beneath  its  teeming  and  exbuberant  surface.  To  the  lo- 
ycri  of  science  simply,  it  opens  a  rich  and  unexplored  field — to  the 
philanthropist,  objects  worthy  of  his  toils  and  equally  unlimited  in  €X- 


tent.  But  it  is  mainly  in  view  of  the  vast  and  incalculable  general 
benefits  which  must  result  from  a  measure  of  this  kind,  that  the  com- 
mittee press  its  favorable  consideration  upon  the  legislature  at  this 
time. 

Indiana  is  just  launching  into  a  general  system  of  internal  improve- 
ments, which  if  properly  prosecuted  must  shortly  give  her  an  elevated 
rank  in  the  Union.  Her  local  position  is  a  proud  one — her  out  lines 
such  as  to  secure  lor  her,  under  wise  legislation,  and  at  no  distant  day, 
a  decided  prominence  as  an  independent:  state.  We  are  about  to  ex- 
pend millions  in  the  construction  of  canal?,  rail  roads,  turnpikes,  <kc.5 
and  in  the  improvement  of  our  rivers,  and  have  adopted  a  scheme, 
which  cannot  fail  to  have  a  decided  influence  on  our  prosperity  in  all 
time  to  come.  Connected  with  this,  it  occurs  to  your  committee  that 
an  accurate  examination  of  the  geology  of  the  country  is  absolutely 
essential  to  the  successful  prosecution  of  our  public  works.  Such  an 
examination  would  impart  life  and  vigor  to  the  plan — indeed  without  it 
we  should  labcr  under  a  thousand  ditficuUies  which  such  a  survey  would 
diminish  if  not  remove.  The  peculiar  character  of  the  country  and 
soil  on  the  various  routes  selected  for  improvement,  "the  presence  of 
valuable  ores,  with  the  localities  and  extent  of  quarries,  and  of  coal  and 
lime  formations,  objects  of  enquiry  so  essential  to  internal  improvements, 
and  the  advancment  of  domestic  prosperty,  would  be  discovered,  and  the 
possession  and  advantages  of  them  given  to  the  public."  Massachu- 
setts, New  York,  and  other  states  have  reaped  innumerable  benefits 
from  the  information  derived  from  their  geological  surveys,  and  it 
has  now  come  to  be  regarded  in  all  the  states  that  have  entered  upon 
a  system  of  internal  improvements,  to  be  a  necessary  part  of  such  a 
system.  In  the  states  of  Ohio,  Tennessee,  and  Kentucky,  the  public 
attention  has  been  awakened  to  the  subject  of  late,  and  in  Tennessee 
especially  it  has  already  engaged  the  action  of  her  legislature. 

The  State  of  Indiana  in  many  parts,  presents  strong  indications  of  mi- 
neral wealth,  such  as  iron,  lead,  zinc,  copper,  and  even  gold  and  silver. 
There  are  similar  indications  of  the  existence  of  gypsum,  marble,  and 
alabaster.  Stone  coal  exists  in  great  quantities,  and  might  be  render- 
ed a  source  of  profitable  trade,  especially  when  our  commercial  facili- 
ties shall  furnish  the  means  of  its  exportation.  But  whether  our  ex- 
pectations in  regard  to  the  natural  resources  of  our  state  are  well  found- 
ed or  not,  it  cannot  surely  be  deemed  an  object  unworthy  of  an  inde- 
pendent state  to  ascertain  through  the  means  recommended,  her  actu- 
al condition.  To  those  whose  enterprise  impels  them  forward  in  the 
race  of  honorable  competition  after  wealth  and  independence,  it  would 
afford  a  certain  light  to  direct  their  toils,  and  to  the  dreaming  and  vi- 
sionary enthusiast,  who  is  often  led  to  spend  his  substance  in  vainly  at- 
tempting the  discovery  of  some  hidden  treasure  (and  there  are  many 
such)  an  invaluable  check  upon  his  too  credulous  avarice. 

In  every  point  of  view,  this  subject  is  regarded  by  your  committee, 
as  important.  Without  however,  entering  into  detail,  they  would,  in 
addition  to  the  suggestions  already  presented,  observe,  that  there  is 
^reat  necessity  for  a  comprehensive  and  accurate  msp  of  our  state. 


By  requiring  the  individual  to  whom  such  a  survey  should  be  entrust* 
ed,  to  make  such  geographical  and  topographical  examinations  of  the 
country  also,  as  would  furnish  the  materials  for  such  a  map,  this  im- 
portant object  could  also  be  effected. 

The  committee  therefore,  iu  confornjity  with  the  foregoing  views, 
report 

A  Joint  Resolution  authorizing  a  geological  and  topographical  sur- 
vey of  the  state. 

A  joint  resolution  [No.  163J  authorizing  a  geological  and  topograph- 
ical survey  of  the  state; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Vandeveer,  from  the  committee  on  military  affairs,  to  which  was 
referred  sundry  petitions  and  resolutions,  reported 

A  bill  [No.  164]  to  amend  the  act  entitled  "an  act  to  organize  and 
regulate  the  militia  of  the  State  of  Indiana,"  approved  Feb.  2,  1831, 

Which  was  twice  read  (the  rules  of  the  House  being  dispensed 
with)  and  on  motion,  committed  to  a  committee  of  the  whole  House 
and  made  the  order  of  the  day  on  to-morrow. 

Mr.  Morris,  from  the  committee  on  the  affairs  of  the  town  of  Indian- 
apolis, made  the  following  report: 

Mr.  Speaker — 

The  committee  on  the  affairs  of  the  town  of  Indianapolis,  to  which 
was  referred  the  resolution  of  the  House,  relative  to  the  Marion  county 
library  moneys,  report  a  joint  resolutiononthat  subject,  entitled  "a  joint 
resolution  in  relation  to  the  Marion  county  library  moneys. 

The  joint  resolution  [No.  165]  therein  named,  in  relation  to  the  Ma- 
rion county  library  moneys,  was  three  times  read,  the  rules  of  the 
House  having  first  been  dispensed  with,  and  passed. 

Ordered,  That   the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein, 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  reports 

Mr.  Speaker— 

The  committee  on  roads  to  which  was  referred  that  part  of  the  mes- 
sage of  the  Governor  relative  to  the  Michigan  road,  and  road  fund — 
also  the  report  of  the  Michigan  road  commissioner;  also  sundry  resolu- 
tionsof  the  House,  have  had  all  those  subjects  and  matters  therein  nam- 
ed, under  their  consideration,  and  the  committee  now  report  by  bill 
and  joint  resolution: 

A  bill  [No.  166]  relative  to  the  Michigan  road  fund; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been 
dispensed  with);  when. 

On  motion  of  Mr.  Morris, 

Said  bill  was  referred  to  a  select  committee. 
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Orderid  fThAt  Messrs.  Morris,  Liston,  Hannaman,  Walker  of  S.,  Bry* 
an,  Smith,  Stapp,  aud  Chambers,  be  that  committee. 

A  joint  resolution  [No.  167]  relaliveto  the  Michigan  road  lands. 

Which  was  read  three  times  and  passed  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered,  That  the  Clerk  carrj  it  to  the  Senate,  and  ask  their  con- 
currence therein. 

Mr.  Vawter,  from  the  committee  on  roads,  to  which  was  referred 
a  petition  on  (hat  subject,  reported 

A  joint  resolution  [No.  168]  of  the  General  Assembly  of  the  State  of 
ludlana  for  the  relief  of  James  Scott; 

Which  was  three  limes  read  (the  rules  of  the  House  having  first  been 
dispensed  with)  and  passed. 

Ordered,  That  the  clerk  carrj  it  to  the  Senate  and  ask  there  concur- 
rence therein. 

Mr.  Vawter,  from  the  committee  on  roads,  made  the  following  ad- 
ditional report: 

The  committee  on  roads  to  which  was  referred  a  resolution  direct- 
ing an  inquiry  into  the  expediency  of  so  amending  the  present  system 
of  improving  roads  as  to  make  it  the  duty  of  the  supervisors,  to  let  out 
to  any  person  or  persons,  the  repairing  of  any  particular  part  of  a  road 
requiring  repair  or  opening,  &c.  &c.,  have  iiad  the  same  under  consi- 
deration, and  have  directed  me  to  report,  that  legislation  on  the  subject 
matter  of  said  resolution  is  at  this  time  inexpedient; 

Which  was  read  and  concurred  in. 

Mr.  Thompson  of  L.,  from  the  committee  on  the  State  Bank,  made 
the  following  report: 

Mr.  Speaker — 

The  committee  on  the  State  Bank  to  whom  was  referred  the  peti- 
tion of  Walter  Wilson  and  other  citizens  of  Cass  county,  prayiug  that 
provision  be  made  for  the  establishment  of  an  additional  branch  bank, 
to  be  located  at  some  proper  point  north  of  the  Wabash  river,  east  of 
Lafayette  and  west  of  Fort  Wayne,  have  had  the  same  under  consider- 
ation, and  have  directed  me  to  report,  that  legislation  on  that  subject, 
is,  at  this  time,  inexpedient,  and  ask  to  be  discharged  from  the  further 
consideration  thereof; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Dunning,  from  the  committee  on  the  State  Library  to  which  was 
referred  the  joint  resolution  [No.  135]  on  the  subject  of  furnishing  Al- 
ien county  with  an  additional  number  of  copies  of  the  Revised  Code, 
reported  the  same  to  the  House  without  amendment. 

Ordered,  That  said  joint  resolution  be  engrossed  and  read  a  third 
time  to-morrow. 

Mr.  Dunning,  from  a  select  committee,  made  the  following  report: 
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Mb.  Speaker— 

The  select  committee  to  which  was  referred  several  petitions  of  the 
citizens  of  Bartholomew,  Morgan,  Monroe,  and  Jackson  counties,  pray- 
ing  the  formation  of  a  new  county,  and  also  a  remonstrance  of  the  citi- 
zens of  Morgan  county  against  the  same,  have  had  those  several  sub- 
jects under  consideration,  and  from  mature  deliberation  thereon,  have 
come  to  the  conclusion  that  the  prayer  of  the  peiitioners  is  a  reasona- 
ble one,  and  a  majority  of  said  committee  have  directed  me  to  report 
a  bill  in  accordance  with  the  prayer  of  the  petitioners,  entitled 

A  bill  for  the  formation  of  the  county  of  Brown. 

The  bill  [No.  169]  named  in  said  report,  was  three  times  read  (the 
rules  of  the  House  having  first  been  dispensed  with)  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Hubbard  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  [No.  170J  to  incorporate  the  town  of  Milton  in  Wayne  county; 

AVhich  was  twice  read  (the  rules  of  the  House  having  been  dispensed 
with),  and, 

On  motion  of  Mr.  Hubbard, 

Referred  to  the  judiciary  committee. 

Mr.  Thompson  of  A.  from  the  select  committee,  to  which  was  refer- 
red the 

Bill  [No.  130]  to 'establish  certain  state  roads  in  the  counties  of  Cass, 
Miami,  and  Madison,  reported  said  bill  to  the  House  with  two  amend- 
ments; 

Which  were  read  and  concurred  in. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to-mor- 
row. 

Mr.  Thompson  of  A.  from  the  select  committee,  to  which  was  refer- 
red a  petition  on  that  subject,  reported 

A  bill  [No.  17 1]  authorizing  the  location  of  a  state  road  from  the 
county  seat  of  Adams  county  to  the  centre  of  Steuben  county; 

Which  was  twice  read,  and, 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Thompson  of  A.  from  the  select  committee  to  which  was  refer. 
red  a  petition  on  that  subject,  reported 

A  bill  [No.  172]  to  establish  a  certain  state  road  in  Wabash  county; 

Which   was   twice  read,  and. 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Chamberlain  from  the  select  committee,  to  which  was  referred 

The  bill  [No.  83]  for  the  establishment  of  a  slate  road  from  Misha- 
waka  in  St.  Joseph  county,  in  a  noith  eastern  directions  to  the  state 
line,  reported  the  same  to  the  House  with  two  amendments; 

Which  were  read  and  concurred  in  by  the  House. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to- 
morrow. 
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Mr.  Storm  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

The  select  cominittee  to  which  was  referred  thepetition  of  Ruel  Lear- 
ned, prayinc;  the  passage  of  a  law  declaring  Richland  creek  a  navigable 
stream;  and  also  the  remonstrance  of  Thomas  Warnick  on  the  same 
subject,  have  had  the  same  under  consideration  and  have  directed  me 
to  report  that  legislation  upon  that  subject  at  this  time  is  inexpedient, 
and  ask  to  be  discharged  from  the  further  consideration  thereof. 

Which  was  read  and  concurred  in. 

Mr.  Chamberlain  from  the  select  committee,  to  which  was  referred 

The  bill  [No.  152]  to  locate  a  state  road  from  Mishawaka  to  Motts- 
ville,  reported  the  same  to  the  House  without  amendment;  when, 
On  motion  of  Mr.  Chamberlain, 

Said  bill  was  laid  on  the  table. 

Mr.  Eggleston  from  the  judiciary  committee  to  which  was  referred 

The  bill  [No.  127]  to  incorporate  the  Miami  bridge  company,  having 
first  obtained  leave,  reported  said  bill  to  the  House  with  one  amend- 
ment; 

Which  was  read  and  concurred  in  by  the  House;  when. 
On  motion  of  Mr.  Gregg, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered 
as  engrossed,  read  a  third  time  and  passed. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

Mr.  Hannaman  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  [No.  173]  to  locate  a  state  road  from  Noblesville  to  Ander- 
sontown; 

Which  was  twice  read  (the  rules  of  the  House  having  firstbeen  dis- 
pensed with);  and 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Vawter  from  the  select  committee  to  which  was  referred 

The  bill  [No.  126]  to  amend  an  act  entitled  an  act  to  provide  a  fund 
to  encourage  common  schools,  reported  the  same  to  the  House  with 
amendments; 

Which  were  severally  read  and  concurred  in. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to- 
morrow. 

Mr.  Liston  one  of  the  managers  appointed  on  the  part  of  the  House 
of  Representatives  to  prepare  and  prosecute  articles  of  impeachment 
against  Gustavus  A.  Kverts,  president  judge  of  the  8th  jucicial  circuit 
of  Indiana,  reported  the  following  articles  of  impeachmeut,  for  the  con- 
sideration and  adoption  of  the  House,  to-wnt: 

STATE  OF  IJ\DMNA,  SCT, 
Arikks  of  Impeachment  exhibited  by  the  House  of  Representatives  of  said 
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Slatey  in  the  name  of  themselves  and  of  said  State^  against  GusTiVus 
A.  Everts,  the  President  Judge  of  the  Eighth  Judicial  Circuilj  of  tht 
State  of  Indiana^  to  the  Senate  of  said  State. 

.    ARTICLE  I. 

That  the  said  Gustavus  A.  Everts,  the  President  Judge  of  the  Eighth 
Judicial  Circuit  of  the  State  of  Indiana,  has  been^  and  is  guilty  of  high 
misdemeanors,  and  also  corruption  and  malfeasance  in  his  said  office 
of  President  Judge  of  said  circuit,  to-wit:  at  the  county  of  Laporte, 
and  state  aforesaid. 

Specification  1st, 

That  on  the  day  of  January,  A.  D.  1835,  Gustavus  A.  Evertg, 
then  and  there  being  President  Judge  of  the  Eighth  Judicial  Circuit 
of  the  Slate  of  Indiana  as  aforesaid,  in  violation  of  his  official  duly  as 
such  Judge,  acted  as  the  attorney  and  agent  of  one  Charles  Ervan,  ia 
aiding  him  the  said  Charles  Ervan,  and  in  counselling  and  advising  the 
said  Charles  Ervan  as  an  agent  and  attorney  as  aforesaid,  by  then  and 
there  preparing  a  claim  of  him  the  said  Charles  Ervan,  to  a  certain 
tract  of  Land  then  belonging  to  the  United  States,  situate  in  the  coun- 
ty of  Kosciusko,  which  he  the  said  Ervan  claimed  by  right  of  pre-emp- 
tion, under  and  bv  virtue  of  two  several  acts  of  Congress,  the  one  of 
the  29lh  of  May  A.  D.  1830,  and  the  other  of  the  19th  of  June  A.  D. 
1834 — that  on  the  d«j'  of  Mcj  A.  i>.  isas,  he  the  said  Gustavus 
A.  Everts,  President  Judge  as  aforesaid,  to-wit:  at  the  county  of  La- 
porte in  said  circuit  in  violation  of  his  official  duty  as  such  judge,  did 
then  and  there  appear  before  the  Register  and  Receiver  of  the  Land 
Office  of  the  United  States  at  the  town  of  Laporte  in  said  circuit,  and 
did  then  and  there  act  as  the  agent  and  attorney  of  the  said  Chr.rles 
Ervan,  before  the  said  Register  and  Receiver  at  Laporte,  and  during 
the  time  that  said  Register  and  Receiver  were  investigating  the  pre- 
emption claim  of  the  said  Charles  Ervan,  which  said  claim  was  then 
and  there  contested  by  one  Joseph  Hall;  and  that  the  said  Gustavus 
A.  Everts,  then  and  there  being  the  President  Judge  of  said  circuit,  did 
then  and  there  receive  of  and  from  the  said  Charles  Ervan  for  his  said 
professional  services  as  aforesaid,  as  a  fee  and  compensation  therefor, 
the  sum  of  five  dollars;  which  said  conduct  is  in  violation  of  his  official 
duty  as  such  Judge — is  a  high  misdemeanor  of  him  the  said  Gustavus 
A.  Everts,  President  Judge  as  aforesaid,  and  is  contrary  to  the  letter 
and  spirit  of  the  constitution  and  laws,  and  against  the  peace  and  digoi- 
ty  of  the  State  of  Indiana. 

Specification  2d. 

That  the  said  Gustavus  A.  Everts,  President  Judge  of  the  Eighth 
Judicial  Circuit  of  the  State  of  Indiana,  on  the  day  of  May  A.  D. 
1835,  to-wit:  at  the  county  cf  Laporte,  and  within  the  circait  aforesaid, 
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did  then  and  there  appear  before  the  Register  and  Receiver  of  the 
Land  Office  of  the  United  States  at  the  town  of  Laporte,  and  did  then 
and  there,  iii  violation  of  his  ofikial  dnt^^  as  such  Judj^e,  act  as  the 
agentand  altorney  of  one  George  Beai,  before  lll^•  r.tiJ  Ilc^gistcr  rmd 
Receiver  at  the  s.iid  (own  of  L«p'>rtc,  in  and  defei'.diug  the  chiim  of 
the  said  George  Deal,  and  during  (he  investigation  thereof  to  a  right 
of  pre-emption  (o  a  certain  Iritci  oi'liiS.d  situate  in  ihe  county  of  Kos- 
ciusko and  state  aforesaid,  whicii  said  right  of  pre-emption  the  said 
George  Bea!  claimed  by  virtue  of  two  seA'eral  acts  of  Congress,  the 
one  of  the  29th  of  May  A.  D.  1830, and  the  other  the  act  of  revival  of 
19th  of  June  1834,  and  that  the  said  Guslavus  A.  Everts,  then  and  there 
being  the  Prtsident  Judge  of  said  cir^-uit,  did  then  and  there,  in  viola- 
tion of  his  official  duty  as  such  Judge,  demand  and  receive  of  and  from 
the  said  George  Deal,  for  his  said  services  as  aforesaid,  as  a  compen- 
sation and  fee  ihcretor,  the  sum  of  five  dcllars,  whirh  said  conduct  is  a 
high  misdemeanor  of  the  said  Gnstavus  A.  Everts,  President  Judge  as 
aforesaid,  and  which  is  aliso  contrary  to  the  constitution  and  laws,  and 
against  the  peace  and  dignity  of  the  State  of  Indiana. 

Specification  3d. 

That  on  the  day  of  May  1835,  the  said  Gustavus  A.  Everts, 

then  and  there  being  president  Judge  of  the  Eighth  Judicial  Circuit 
of  the  State  of  Indiana,  to  wit:  at  the  county  of  Laporte,  and  circuit 
aforesad,  did  then  and  there  appear  before  the  Register  and  Receiver 
of  the  Land  Office  of  the  United  Slates  at  the  town  of  Laporte  afore- 
said, in  said  circuit,  nnd  Hid  thou  nnH  il-iorp.  ill  violation  of  his  official 
duty  as  said  Judge,  act  as  an  agent  and  attorney  for  one  Michael  Bil- 
lings, before  the  said  Ilcgist<?r  and  Receiver,  at  the  said  town  of  I^a- 
porte,  in  preparing  the  pre-emption  claim  of  said  Micjiael  Billings, 
and  in  advocating  and  defending  it,  during  the  investigation  thereof, 
to  a  right  of  prc-cmtion,  to  a  certain  tract  of  land  situate  in  the  county 
of  Laporte,  circuit  and  state  .-.foresaid,  v.liich  said  right  of  pre  em- 
tion  the  said  Michael  Billings  claimed  by  virtue  of  two  several  acts  of 
Congress,  the  one  of  the  29th  of  May  A.  D.  1830,  and  the  other  of  the 
19th  of  .iune  1834;  and  that  ths  sfiid  Gnstavus  A.  Everts,  then  and 
there  being  President  Judge  of  said  Circuit,  did  then  and  there,  in  vi- 
olation of  his  ofiicial  duty  as  such  Judge,  did  demand  and  receive  for 
his  said  professional  services,  and  as  a  compensation  therfor,  a  fee  ot 
one  cloath  coat  of  great  value,  to  wit:  of  the  Vrilue  of  twenty  dollars.  It 
is  further  averred  that  the  said  Michael  Billings  now  stands  indicted 
forpeijury  in  the  Laporte  Circuit  Court  for  taking  a  false  oath  in  sus- 
taining his  pre-emption  claim  as  aforesaid,  th.at  at  the  time  of  making 
•uch  cath,  the  said  Gustavus  A.  Everts  then  and  there  Kcteii  as  attor- 
ney and  agent  for  said  Eiiiings  in  prosecuting  ar.d  defending  said  claim 
under  the  oath  of  said  Billings,  in  which  oath  he  the  said  Bdlings,  is 
charged  with  having  comnutled  perjury  as  aforesaid,  he  l!ie  said  Ev- 
erts then  and  there  being  President  Judge  of  the  circuit  aforesaid,  and 
in  which  circuit  said  Indictment  is  now  pending  and  undecided,  which 
£aid  conduct  is  a   high  misdemeanor  of  the  said  Gustavus  A.  Everts, 
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President  Judge  of  the  circuit  aforesaid,  and  is  al?o  contrary  to  the 
constitutions  and  laws  of  our  country,  and  against  the  peace  and  dig- 
nity of  the  State  o(  Indiana. 

SPECICATION  4XH. 

That  on  the  day  of  January  A.  D.  1835.  Gustaus  A.  Everts, 

then  and  there  being  the  President  Judge  of  the  Eighth  Judicial  Cir- 
cuit of  the  state  of  Indiana,  in  violation  of  hU  oiiicial  duly  us  such 
Judge,  then  and  there  acted  as  the  agent  and  a'aoincy  of  Joseph  Nor- 
ris;  John  Morris,  Miciiaei  Norris,  George  Norri?,  and  Phillip  Mor- 
ris, in  assisting  them,  and  in  counselling  and  a  ivi^ing  them  in  prepar- 
ing their  preemption  claims  to  cerlain  tracts  of  land  then  belong- 
ing to  the  United  State,  situate  in  the  county  of  Kosciusko  and  circuit 
aforesaid,  claimed  by  them  under  and  by  virtue  of  two  several  acts  of 
(Joflgress,  the  one  of  29th  of  May  iS3*J,  and  the  other  of  the  PJth  of 
June,  1834,  and  that  on  the  day  of  May  A.  D.  1S35,  helhesaid 

Gustavus  A.  Everts,  then  and  there  being  President  Judge  of  said  cir- 
cuit, to  v;it:  at  the  county  of  L-iporte  aforesaid,  in  violation  of  his  ofli- 
cial  duty  as  such  Judge,  did  then  and  there  appear  before  the  Regis- 
ter and  Receiver  of  the  Land  Office  of  the  United  States  at  the  town  of 
Laportc  in  said  circuit,  did  then  and  there  act  as  the  agt-nt  and  attor- 
ney of  the  s^id  Joseph,  John,  Michael,  George,  and  Pliillip  Norris,  be- 
fore the  said  Lan  1  Othcersat  Laporte  aforesaid,  during  the  time  when 
said  officers  were  investigating  the  pre-emption  claims  oC  said  claim- 
ants, and  that  the  siid  Gustavus  A.  Everts  then  and  there  being  the 
President  JuJ-c;  uf  the  Circuit  aioresaiU,  did  then  and  there  purchase 
of  and  from  the  said  Joseph,  George,  and  Phillip  Norris,  three  floating 
pre-emption  claims  to  cigthty  acres  of  land  each,  which  three  last  men- 
tioned floating  pre-emption  claims  were  sold  to  the  said  Gustavus  A, 
Everts  by  the  said  Joseph,  George,  and  Phillip  Norris,  at  and  for  the 
reduced  prices  of  eighty  dollars  for  one,  seventy-five  for  the  second,  and 
fifty  dollars  for  the  the  third,  in  consideration  of  the  services  of  the  said 
Everts  as  agent  and  attorney  for  them  the  said  Joseph,  John,  Michael, 
George,  and  Phillip  Norris,  in  obtaining  their  pre-eniption  claims  as 
aforesaid,  which  said  conduct  of  ttie  said  Gustavus  A.  Everts,  is  con- 
trary to  his  official  duty  as  such  Judge,  is  a  high  misdemeanor,  and  is 
contrary  to  the  constitution  and  laws,  and  against  the  peace  and  dignity 
of  the  State  of  Indiana. 

ARTICLE  IL 

That  the  said  Gustavus  A.  Everts,  the  President  Judge  of  the  Eighth 
Judicial  Circuit  of  the  State  of  Indiana,  has  been  and  is  guilty  of  high 
misdemeanors,  and  also  corruption  and  malfeasance  in  the  said  office 
of  President  Judge  of  said  Circuit,  to  wit:  in  wiifuliy  and  corruptly  ab- 
senting himself  in  term  time  from  the  counties  of  Allen,  Lagrange,  and 
Elkhart,  during  the  fall  terms  of  the  said  circuit,  in  the  year  1835; 
Trhich  said  counties  are  situate  in  said  circuit. 
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Specification  1st. 

That  at  the  fall  terms  of  the  Circuit  Courts  in  the  Eighth  Judicial 
Circuit  of  the  State  of  Indiana,  in  the  year  1835,  Gustavus  A.  Everts 
then  and  there  being  President  Judge  of  &aid  circ.nt,  appeared  at  the 
Allen  Circuit  Court, in  said  circuit,  and  sat  upon  the  Bench  until  the 
Saturday  at  noon  of  the  first  week  of  said  court,  (said  court  being  au- 
thorized to  sit   iwo  weeks,  if  the  business  therein  should  require  it,) 
at  which  said  time  the  said  Everts,  Judge  as  aforesaid,  then  and  there 
adjourned  said  Alien  Circuit  Court  until  court  in  course,  without  as- 
signing any  other  or  better  reason  therefor,  than  that  it  was  necessary 
for  him,  the  said  Everts,  to  attend  the  land  sales  at  the  Laporte  land 
offices;  that  at  the  said  term  of  said  court,  there  was  but  one  Associate 
Judge  in  commission,  which  he  the  said  Everts  well  knew;   and  at  the 
time  of  said  adjournment,  there  were  then  and  there  pending  and  un- 
determined in  said  court,  a  large  number  of  suits  at  law,  at  issue,  and 
ready  for  trial,  which  were   unavoidably  laid  over  by  reason  of  said 
adjournment,  and  also  in  attendance  upon  said  court,  wittnesses,  and 
parties  litigant  in  said  court,  who  were  ready  and  anxious  for  the  trial 
of  their  causes  at  said  term:  such  adjournment,  thus  operating  as  a  de- 
nial of  justice  to  said  suitors,  which  said  conduct  of  said  Everts  in  so 
adjourning  said  court,  was  a  wilful  and  corrupt  vioalation  of  his  official 
duty  as  such  Judge,  a  high  misdemeanor,  contrary  to  the  constitution 
and  laws,  and  against  the  peace  and  dignity  of  the  State  of  Indiana. 

Specification  2d. 

That  at  the  September  term,  1835,  of  the  Lagrange  circuit  court, 
aaid  county  being  in  the  eighth  judicial  circuit  of  the  State  of  Indiana, 
Gustavus  A.  Everts,  the  President  Judge  of  said  circuit,  did  not  ap- 
pear at  said  court,  but  wilfully  and  corruptly  absented  himself  there- 
from during  the  term  aforesaid,  for  the  purpose  of  attending  the  land 
sales  at  Laporte  in  said  circuit;  that  at  the  term  aforesaid  of  said  La- 
grange circuit  court,  there  were  pending,  undetermined  and  ready  for 
trial,  a  number  of  important  suits,  which  together  with  all  the  business 
of  said  court,  were  necessarily  continued  on  account  of  the  absence  of 
said  Evertf,  president  judge  as  aforesaid,  to  the  great  detriment  and 
injury  of  suitors  in  said  court,  and  to  tlie  public;  which  said  conduct 
was  and  is  a  direct,  wilful,  and  corrupt  violation  of  his  official  duty  aa 
guch  judge,  contrary  to  the  constitution  and  laws,  and  against  the  peace 
and  dignity  of  the  State  of  Indiana. 

Specification  3d, 

That  at  the  September  term  of  the  Elkhart  circuit  court  (said  couD" 
ty  being  in  the  eighth  judicial  circuit  of  the  State  of  Indiana,)  Gusta- 
vus A.  Everts,  the  president  judge  of  said  circuit,  failed  to  appear  at 
8aid  term  of  said  circuit,  but  wilfully  and  corruptly  absented  himself 
therefrom  during  said  term,  for  the  avowed  purpose  of  attending  the 


land  sales  at  the  Laporte  land  offices  in  oaid  circuit;  that  during  the 
said  term  of  said  court,  there  was  but  one  associate  judge  of  said  court 
in  commission,  as  he  (he  said  everts  well  knew:  that  there  were  then 
and  there  pending  and  undetermined  in  said  court,  as  he  the  said  Ev- 
erls  well  knew,  a  large  number  of  suits  ready  for  trial,  which  said  suits 
by  reason  of  the  absence  of  said  Everts,  were  unavoidably  continued 
until  the  then  next  term  of  said  court—that  a  large  number  of  witness- 
es and  suitors  were  in  attendance,  which  said  suitors  were  then  and 
there  ready  for  trial,  but  owing  to  the  absence  of  said  Everts  as  afore- 
said, said  suitors  were  delayed  in  the  trial  of  their  said  suits  until  a  sub- 
sequent term,  to  (he  great  injury  of  the  public,  and  the  manifest  det- 
riment of  said  suitors,  parties  litigant  in  said  court;  which  said  con- 
duct of  the  said  Gustavus  A.  Everts,  is  a  high  misdemeanor — contrary 
to  the  constitution  and  laws  of  the  land,  and  against  the  peace  and  dig- 
nity of  the  State  of  Indiana. 

.  CALEB  B.  SMITH, 

^  Speaker  House  Reps, 

Which  were  read,  and, 

On  motion, 
^e-commitled  to  said  managers. 
Vnd  the  House  adjourned. 


2  o'clock,  P.  M, 

Tt;  House  met. 

MrBrown  from  the  select  committee,  to  which  was  referred  a  peti- 
tion oithat  subject,  reported 

A  bl  (No.  174)  for  the  appointment  of  commissioners  to  re-locate 
and  ex^nd  a  state  road  in  the  county  of  Switzerland; 

\yhi(»  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  trst  been  dispensed  with.) 

Orderly  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  io 
the  Sena>  and  ask  their  concurrence  therein. 

Mr.  Hi-ris  from  the  select  committe  to  which  was  referred  a  petition 
on  that  siject,  reported 

A  bill  (o.  176)  to  vacate  a  part  of  a  state  road  therein  named  and 
for  other  ^irposes; 

Which  \\s  three  times  read  and  passed,  (the  rules  of  the  House  hav- 
ing tirst  be^  dispensed  with.) 

Ordered,  hat  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  i,^  ask  their  concurrence  therein. 

Mr.  Harrifrom  the  select  committee  to  which  was  referred  a  peti- 
tion on  that  sbject,  reported 

A  bill  (No.|76)  to  authorize  the  location  of  a  state  road  from  the 
mouth  of  Eel  ver  in  Greene  county  to  Bowlinggreen  in  Clay  county; 
Which  was  Vree  times  read  and  passed,  (the  rules  of  the  House  hav- 
iog  first  been  dpensed  with.) 
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drderedf  That  it  be  entitled  an  act,  and  that  the  clerk  carfy  it  t6 
the  Senale  and  ask  their  concurrence  therein. 

Mr.  EgglesloD  from  a  select  committee,  made  the  following  report: 

A  majority  of  the  select  committee,  to  which  was  referred  a  petition 
of  sundry  citizens  of  Terre  Haute,  praying  an  extension  of  the  limits 
of  the  corporation  so  as  to  embrace  certain  out-lots,  together  7.ith  a 
remonstrance  on  the  same  subject,  have  directed  me  to  report  that  it 
is  inexpedient  to  legislate  on  that  subject,  and  ask  to  be  discharged 
from  the  further  consideration  thereof; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Liston,  one  of  the  managers  appointed  to  prepare  and  prosecute 
articles  of  impeachment  against  Gustavus  A.  Everts,  made  the  follow- 
ing report: 

The  managers  heretofore  appointed  by  the  House  to  draft  articl* 
of  impeachment  against  Gustavus  A.  Evert?,  the  President  Judge>r 
the  Eighth  Judicial  Circuit,  for  curruption  and  malfeasance  in  offie, 
now  report  articles  of  impeachment  accordingly,  and  recommend  ne 
adoption  of  the  following  resolution: 

Resolved,  Tnatthls  House  agree  to  the  said  articles  of  impeachn^nt, 
and  tiiat  the  managers  heretofore  appointed  on  behalf  of  (his  Huse, 
exhibit  the  same  to  the  Senale  and  demand  (hat  the  said  Gustav3  A. 
Everts  be  required  to  appear  before  that  body  as  a  h'gh  court  f  im- 
peaciiment,  to  answer  to  the  eame,  and  learn  cf  the  Senate  a  what 
time  it  will  be  convenient  for  them  to  enter  into  said  trial. 

J.  A.  LISTON, 
E.  M.  H  UN  riNGT(X, 
T.  J.  EVANS, 
R.  VV.  THOMPSON 

And  the  ayes  and  noes  being  requested  thereon  by  two  maibers, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Boone,  Buell,  Chamberlain,  Chancers,  Clark 
of  Wayne,  Clark  of  Washington,  Collins,  Craig  of  M,  'rap  of  P., 
Curtis,  Cusbman,  Davis,  Dunning,  Eumonston,  Edward  Eggleston, 
Graham,  Gregg,  Harris,  Howell,  Huntington,  JacksorJones,  Lee 
of  B.,  Lee  of  M.  and  C,  Liston,  i\Iason,  McCart",  JV-ler,  ]VIorri3, 
Murray,  Myers,  Posey,  Ristine,  Smith,  Storm,  Strait  Templeton, 
Thompson  of  J.,  Thompson  of  L.,  Walker  of  D.,  Wit,  Whitman, 
Willett,  Wilson,  and  Smith,  Speaker — 47. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Cardwell,  Brown,  Howard,  Hubbard,,  llgore,  Macey, 
Nave,  Phelps,  Ray,  Stapp,  Vawler,and  Zenor— 12. 
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And  80  said  resolutioD  was  adopted. 

Mr.  Chamberlain  Irom  a  select  committee,  to  which  was  rsferred  a 
petitonon  that  subjecl,  repoiled 

A  bill  (No.  177)  iur  lijc  establishment  of  a  itate  road  from  Lima 
to  Huntington; 

Which  was  twice  read  (the  rules  of  the  Houge  having  first  been  dis- 
pensed with);  and, 

On  motion  of  Mr.  Chamberlain, 

Recommitted  to  the  same  select  committee,  from  which  the  same 
was  reported. 

Mr.  Craig  of  M.  from  the  select  committee,  to  which  w«8  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  178)  to  establish  a  state  road  from  Scott's  ferry,  in  Mor- 
gan county,  by  the  way  of  Hadley's  mill  in  said  county  to  Belville  in 
Hendrick<s  couniy; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  been  dispensed  with.) 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

Mr.  Chamberlain  moved  the  adoption  of  the  following  resolution, 
which  was  read,  and 

On  motion  of  ]\!r.  Vawler, 

Laid  on  the  table,  to  wit:  ■ 

Resohtd,  Th(it  the  committee  of  ways  and  means  inquire  into  the  ex- 
pediency of  so  am.onding  the  act  entitled  "an  act  to  provide  for  an 
equitable  mode  of  levying  taxes,"  as  to  provide  in  section  fust,  for  tax- 
ing all  llorsCiS  over  tlia   ngp  of  four   yp;ir.s;  fill  neat    cattle  of  tlie  nge  of 

three  years  and  upward?,  excepting  milch  cows;  all  hogs  over  one  year 
old,  excepting  six  to  each  family.  After  the  word  "carriages,"  add, 
in  a  good  serviceable  condition: — after  the  woord  "clocks,"  add,  "ex- 
cepting those  manufactured  in  this  state."  Sirike  out  the  words  "all 
side  boards,  sofa?,  secretaries, bureaus, and  desks,"  and  insert,  ail  house- 
hold furoiiure,  excepting  the  value  of  one  hundred  and  fifty  dollars,  to 
each  family."  Add  to  section  13th,  the  following  proviso:  "provided 
that  said  assessor,  in  the  assessment  contemplated  in  this  section,  shall 
not  take  into  consideration,  any  increase,  i(j  the  value  of  any  land  oc- 
casioned by  the  clearing  and  cultivation  thereof."  In  section  27,  af- 
ter the  words  and  figures  "a  sum  not  exceeding  374  cents,"  add,  "ex- 
cepting all  such  persons  as,  being  actual  residents,  and  having  families, 
shall  hti  the  owner  or  owners  of  50  dollars  worth  of  taxable  property." 
Mr.  Davis  moved  the  adoption  of  the  following  resolution,  viz: 
Resolved,  That  the  committee  on  canals  and  internal  impiovements 
be  instructed  to  report  a  bill  to  this  House,  supplemental  io  a  bill  to 
provide  for  a  general  system  of  internal  improvements,  making  it  the 
duty  of  the  board  of  internal  improvement,  to  make  out  a  list  of  all  bids 
received  by  said  board  for  contracts,  on  any  and  all  works  of  internal 
improvement  in  this  state,  and  report  the  same  to  the  General  Assem- 
bly, annually; 

Which  was  read,  and  . 


t 


S80 

On  motion  of  Mr.  Stapp, 

Laid  on  the  (able. 

Mr.  Kilgore  moved  the  adoption  of  the  following  resolution: 

Resolved^  That  this  House  will  hereafter  proceed,  to  take  up  the  or- 
ders of  the  day,  at  the  hour  of  3  o'clock  P.  M.  on  each  day ; 

Which  was  read,  and 

On  motion  of  Mr.  Dunning, 

Laid  on  the  table. 

Mr.  Gregg  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  authorizing/emes  covert,  being  minors,  to 
convey  real  estate,  by  and  with  the  consent  of  the  probate  court  of  the 
proper  county,  with  leave  to  report  by  bill  or  otherwise ; 

Which  was  read,  and  decided  in  the  negative. 

Mr.  Kilgore  moved  the  adoption  of  the  following  resolution,  viz: 

Resolved,  That  this  House  will,  the  Senate  concurring,  adjourn  sine 
die,  on  Saturday  the  6th  day  of  February  next. 

Mr.  Thompson  of  L.,  moved  to  lay  it  on  the  table; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Boone,Bryan,  Buell,  Chamberlain,  Clark  of  Wayne, 
Clark  of  Washington,  Collins,  Craig  of  M.,  Curtis,  Dunning,  Edmons- 
toD,  Edwards,  Eggleston,  Gregg,  Harris,  Howard,  Hubbard,  Hunt- 
ington, Jackson,  Jones,  Lee  of  M.  ar.d  C,  Mason,  Moore,  Morris,  Po- 
sey, Ray,  Ristine,  Stapp,  Steele,  Storm,  Thompson  of  J.,  Thompson 
of  L.,  Vawter,  Walker  of  S.,  Watt,  Whitman,  Willett,  Zenor--39. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Brown,  Carr,  Chambers,  Chiles,  Craig 
of  P.,  Cushman,  Davis,  Graham,  Harrow,  Howell,  Huckleberry, 
Killgore,  Lee  of  B.,  Liston,  Macey,  McCarty,  Miller,  Murray,  Myers, 
Nave,  Phelps,  Smith,  Strain,  Templeton,  Thompson  of  A.,  Vandeveer, 
Walker  of  D.,  and  Smith  Speaker — 30. 

And  60  said  resolution  was  laid  on  the  table. 

Mr.  Vandeveer  moved  the  adoption  of  the  following  resolution:  viz: 

Resolved,  That  the  commitee  on  the  judiciary  be  instructed  to  inquire 
into  the  expediency  of  so  amending  the  criminal  law,  that  any  person 
who  may  be  confined  in  any  county  jail,  on  a  charge  for  violating  the 
peace,  shall  be  discharged  from  such  confinement,  after  the  elapse  of 
the  period  for  which  they  were  committed,  and  that  they  be  not  fur- 
ther confined,  for  the  cost  of  the  suit,  but  be  subject  to  pay  the  same 
out  of  their  estates; 

Which  was  read,  and 

On  motion  of  Mr.  Moore, 

Laid  on  the  table. 
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Mr.  Clark  of  Washington,  moved  the  adoption  of  the  following  re- 
solution: 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  re- 
port a  bill,  stating  each  ollence  separately,  subjecting  officers  of  the  go- 
ven.menf  (o  impeachment. 

On  motin  of  Mr.  Thompson  of  Lawrence,  said  resolution  was  laid 
on  the  fable. 

Mr.  Evans  noved  the  adoption  of  the  following  resolution: 

Res'^oerJ^  That  the  SerG;eant-at-Arms  be  directed  to  contract  for 
the  bindhig  in  one  volume  at  (he  expense  of  the  State,  for  each  mem- 
ber and  officer  of  this  House,  the  reports  of  the  assistant  engineers  em- 
ployed by  the  Slate  during  the  year  1835,  and  60  additional  copies 
thereof  to  be  deposited  in  the  office  of  the  Secretary  of  Stale. 

Mr.  Clark,  of  Washington,  moved  to  lay  it  on  the  table; 

Which  motion  did  not  prevail. 

Mr.  Ray  moved  to  amend  it,  by  including  the  suiveys  and  estimates 
of  the  Whife-water  canal. 

Which  motion  was  lost. 

Mr.  Sfnilh  moved  to  amend  said  resolution,  by  striking  out  the  words 
"each  member,"  and  insert  "fifty-six  copies;" 

Which  WHS  decided  in  the  negative. 

Mr.  Chamberlain  moved  to  amend  the  same,  as  follows:  ''that  said 
binding  be  deferred  till  after  the  survey  of  the  Wabash  and  Michigan 
canal; 

Which  motion  was  negatived. 

Mr.  Huckleberry  then  moved  to  indefinitely  postpone  the  further 
consideration  ofsnid  resolution, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bennett,  Boone,  Carr,  Chamberlain,  Chileg, 
Clark  of  Washington,  Edmonston,  Eggleston,  Harris,  Howard,  Hub- 
bard, Hiokleherry,  Macey,  Moore,  Morris,  Nave,  Ray,  Smith,  Strain, 
Watt,  Willett,  and  Zenor— 23. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwcll,  Brown,  Bryan,  Buell,  Chambers,  Clark  of  Wayne, 
Colhns,  Craigof  M.,Cr'iigofP.,  Curtis,Cu8hman,  Davis,  Dunning,  Ed- 
wards, Evans,  Graham,  Gregg,  Harrow,  Howell,  Huntington,  Jackson, 
Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C,  Listen,  Masor,  McCarty, 
Miller,  Murray,  Myer?,  Piiflps,  Posey,  Risline,  Stapp,  Steele,  Storm, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Van- 
deveer,  Vawter,  Walker  of  S.,  Whitman,  and  Smith,  Speaker — 46» 

And  so  said  motion  did  not  prevail. 

Mr.  Howell  moved  to  amend  the  said  resolution  by  inserting  after 
the  word  "engineer,"  "and  also  one  copy  of  the  act  to  provide  for  a  §e- 
oeral system  of  iuternal  improvement; 
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Which  motion  was  negatived ; 

And  the  question  then  recurred  on  the  adoption  of  the  resolution, 
and  was  put; 

And  the  ayes  and  noes  being  called  for  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Chambers,  Clark  of  Wayne, 
Collins,  Craig  of  M.,  Cushman,  Davis,  Dunning,  Evans,  Graham  Har- 
row, Huntington,  Jackson,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C, 
Listen,  Mason,  McCarty,  Murray,  Phelps,  Posey,  Risline,  Stapp, 
Storm,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of 
L.,  Vandeveer,  Vawter,  Walker  of  S.,  Whitman,  and  Smith,  Speak- 
er—38. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Bryan,  Carr,  Chamberlain,  Chiles, 
Clark  of  Washington,  Curtis,  Edmonston,  Edwards,  Egeleston,  Gregg, 
Harris,  Howell,  Howard,  Hubbard,  Huckleberry.  Macey,  Miller, 
Moore,  Morris,  Myers,  Nave,  Ray,  Smith,  Steele,  Strain,  Walker  of 
D.,  Watt,  Willett,  and  Zenor— 31. 

And  so  said  resolution  wos  adopted. 

Mr.  Mason  presented 

A  joint  resolution  [No.  179]  concerning  a  donation  of  land  for  the 
education  of  poor  deaf,  dumb,  and  blind  persons; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow, 

Mr.  Myers  presented 

A  j'Unt  resolution  [No.  180]  relative  to  certain  unclaimed  lands  in 
the  Wabash  bottoms  below  Vincennes  in  Knox  county; 

Which  was  twice  read  ((he  rules  of  the  House  having  first  been 
dispensed  with)  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow 

On  motion  of  Mr.  Bennett, 

The  House  resolved  itself  into  committee  of  the  whole  to  which 
was  referred  the  bill  [No.  100]  to  suppress  gaming;  and  also  a  petition 
on  the  same  subject,  and  after  some  time  spent  theiein,  the  Speaker 
resumed  the  chair,  and 

Mr.  Armstrong  reported  progress  and  asked  leave  to  sit  again; 

Which  leave  was  granted  by  the  House. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary : 

Mb.  Speaker — 

The  Senate  has  receded  from  their  1st  and  2d  amendments  to  the 
engrossed  bill  from  the  House  of  Representatives  [No.  123]  to  pro- 
vide for  a  general  system  of  internal  improvements;  insisted  on  their 
4th  ameDdment,  and  concurred  in  the  Ist  and  3d  amendments  made 
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by  the  House  of  Representatives  to  the  lOtb  amendment  of  the  Senate 
to  said  bill,  and  Messrs.  Hacket  and  Daily  are  appointed  a  committee 
of  free  conferrence  on  the  part  of  the  Senate,  to  take  into  consideration, 
in  conjunction  with  a  similar  committee  to  be  appointed  on  the  part  of 
the  House  of  Representatives,  the  disagreement  of  the  two  Houses  on 
the  said  4th  amendment  of  the  Senate. 

Ordered,  That  Messrs.  Dunning  and  Collins  be  appointed  a  com* 
mittee  of  free  conferrence  on  the  part  of  the  House,  to  take  into  consi- 
deration,  in  conjunction  with  the  committee  on  the  part  of  the  Senate, 
the  disagreement  of  the  two  houses,  on  the  said  4th  amendment  of  th« 
Senate,  named  in  said  message* 

Ordered,  That  the  clerk  inform  the  Senate  thereof,. 

And  the  House  adjourned. 


WEDNESDAY,  January  20,  18S6. 

The  Speaker  laid  before  the  House  a  communication  from  the  en- 
gineers employed  to  survey  the  several  canal  and  rail  road  routes  in 
the  state  of  Indiana,  containing  a  table  of  the  altitudes  of  the  state. 
On  motion  of  Mr.  Evans, 

Ordered,  that  tho  s»me  ho  prinf-pr!. 

Mr.  Walker  of  D.  presented  the  petition  of  sundry  citizens  of  the 
count)-  of  Dearborn,  on  the  subject  of  the  county  seat  of  said  county; 
Which, 

On  motion  of  Mr.  Huntington, 
Was  laid  on  the  table. 

Mr.  Stapp,  presented  the  report  of  James  H.  Johnston,  President  of 
the  Indiana  Teachers  Seminary; 
Which, 

On  motion  of  Mr.  Stapp, 
Was  referred  to  the  committee,  on  education  without  reading. 
Mr.  Chamberlain  presented  the  petition  of  James  M.  McCord  and 
others,  citizens  of  Elkhart  county,  praying  an  appropriation  of  $7000 
on  the  Fort  Wayne  and  South  Bend  state  road ; 
Which  was  read,  and. 

On  motion  of  Mr.  Chamberlain, 
Referred  to  the  committee  on  roads. 

Mr.  Eggleston  presented  the  petition  of  A.  McCorkill  and  others, 
citizens  of  Switzerland  county,  praying  an  appropriation  of  the  three 
per  cent,  fund ; 

On  motion  of  Mr.  Eggleston, 
Was  laid  on  the  table. 
Mr.   Posey,  pre3ented  the  petition  of  sundry  citizen*  of  the  countj 


of  Rush,  praying  the  construction  of  two  bridges  over  Flat  rock  in  said 
county  of  Rush; 
Which, 

On  motion  of  Mr.  Posey, 
Was  committed  to  the  committee  on  roads. 

Mr.  Thompson  of  J.  presented  the  petition  of  Thomas  Williams  and 
otherp,  of  the  county  of  Johnson,  praying  a  change  in  a  certain  state 
road  therein  named; 

Which  was  referred  to  a  select  committee  of  Messrs.  Thompson  of 
J.,  Hannaman,  and  Thompson  of  A.,  without  reading. 

Mr.  Armstrong  presented  the  petition  of  sundry  citizens  of  the 
counties  of  Jefferson  and  Clark,  prating  a  change  in  the  county  line 
dividing  said  counties; 

Which  was  referred  to  a  select  committee  of  Messrs.  Armstrong, 

Huckleberry,  and . 

Mr.  Jackson  (having  first  obtained  leave)  moved  the  adoption  of  the 
following  resolution; 

Which  was  read  and  adopted: 

Resolved^  That  the  committee  on  canals  and  internal  improvements, 
be  instructed  to  inquire  into  the  expediency  of  reporting  a  bill  to  this 
House,  extending  the  credit  of  the  state  to  the  Ohio  and  Indianapolis 
rail  road  company  to  the  amount  of  $500,00aon  like  conditions  that  it 
is  extended  to  the  Lawrenceburgh  and  Indianapolis  rail  road  company, 
in  a  bill  that  passed  the  House  of  Representatives  the  present  session  of 
the  General  Assembly,  entitled  a  bill  to  provide  for  a  general  system 
of  internal  improvement. 

On  motion  of  Mr.  Thompson  of  L., 
Theprevious  orders  of  the  day  were  for  the  present  postponed,  and 
the  House  proceeded  to  consider  the  message  from  the  Senate,  relative 
to  the  amendments  of  the  Senate  to  the  bill  of  the  House, 

No.  81 — amendatory  of  an  act  entitled  an  act  establishing  a  Slate 
Bank,  approved  January  28,  1834; 

When  the  question  on  the  amendment  offered  by  Mr.  Nave,  to  the 
9th  amendment  of  the  Senate  to  said  bill,  pending  when  the  House 
adjourned  on  Friday  last,  was  put,  and  decided  in  the  negative. 

Mr.  Phelps  moved  to  amend  the  said  9th  amendment  of  the  Senate 
as  follows,  to  wit: 

In  making  loans,  the  board  of  directors  of  each  branch  bank  shall 
have  reference  to  the  accommodation  of  all  the  counties  in  such  branch 
district  in  proportion  to  the  population  of  each  county   in  the  district, 
when  satisfactory  notes  are  offered  to  such  board  of  directors; 
Which  was  decided  in  the  negative. 

And  the  question  then  recurred  on  concurring  in  the  said  amendment, 
and  was  put,  and  decided  in  the  negative. 

The  lOth  amendment  of  the  Senate  to  said  bill  was  read  and  con» 
curred  in  by  the  House. 

Ordered^  That  the  clerk  inform  the  Senate  tbereof» 
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A  message  from  the  Senate  by  Mr.  Foster  their  assistant  Secretary? 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment,  engrossed  bills  from  the 
House  of  Representatives  entitled  as  follows; 

No.  46 — 'An  act  to  legalize  the  proceedings  of  the  board  of  commis 
fiioners  of  the  county  of  Lawrence; 

No.  47 — An  act  to  locate  a  stale  road  from  Booneville  to  Jasper. 

No.  53 — An  act  to  establish  a  certain  state  road  therein  named ; 

No.  54 — An  act  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mriuk^port  in  Hariison  county; 

No.  55 — An  act  for  the  establishment  of  a  certain  state  road  therein 
named; 

No.  79 — An  act  to  amend  an  act  entitled  an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  county,  via  Washington  in  Daviess 
county  to  the  Rapids  of  the  Wabash  river,  at  or  near  the  mouth  of 
White  river,  approved,  January  120,  1831; 

No.  115 — An  act  authorizing  the  school  commissioner  of  Dearborn 
county  to  sell  and  convey  certain  school  lands  therein  mentioned; 

No.  i'2d — An  act  authorizing  the  location  of  a  stale  road,  from  Ma- 
rion in  Grant  county  to  Lagro  in  Wabash  county: 

Also  bills  of  the  Senate  entitled  as  follows,  viz: 

No  37 — An  act  to  amend  an  act  entitled  an  act  for  opening  and  re- 
pairing public  roads  and  highways,  approved  Feb.  10,  1831; 

No.  41 — An  act  to  incorporate  the  Parke  county  Seminary; 

No.  42 — An  act  authorizing  the  iniiabitants  of  town  8  S.,  Range  2 
W.,  to  sell  their  school  lands-, 

No.  43 — An  act  to  regulate  the  mode  of  petitioning  the  Legislature 
in  certain  cases; 

No.  47 — An  act  to  incorporate  the  Logansport  and  Eel  river  bridge 
company; 

No.  49— An  act  to  incorporate  the  President  and  Trustees  of  the 
Rush  county  Seminary; 

No.  51—  An  act  to  lay  out  a  state  road  in  the  counties  of  Ripley  and 
Dearborn. 

No.  52 — An  act  to  establish  a  state  road  from  Rome  in  Perry  countj 
to  Jasper  in  Dubois  county ; 

No,  53 — An  act  relative  to  county  orders  in  the  county  of  Parke; 

In  which  bills  of  the  Senate  the  concurence  of  the  House  of  Repre- 
sentatives is  requested. 

The  engrossed  bill  of  the  Senate 

No.  37 — Named  in  said  message  to  amend  an  act  entitled  an  act  for 
opening  and  repairing  public  roads  and  highways,  approved  Feb.  10, 
1831,  was  twice  read  (the  rules  of  the  House  having  been  dispensed 
with),  and, 

On  motion  of  Mr.  Smith, 

Referred  to  the  committee  on  roads. 

The  engrossed  bill  of  the  Senate 
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No.  41 — Therein  named  to  incorporate  the  Parke  county  Seminary, 

Was  twice  read,  (the  rules  of  the  House  having  first  been  dispensed 
with,)  and, 

On  motion  of  Mr.  Steele, 

Committed  to  the  committee  on  education. 

The  engrossed  bill  of  the  Senate 

No.  42 — In  said  message,  authorizing  (he  inhabitants  of  township  8^ 
south  of  range  2  west  to  sell  their  school  lands; 

Was  twice  read,  (the  rules  of  the  House  being  dispensed  with.) 

Ordered,  That  the  said  bill  be  read  a  third  time  to-morrow. 

The  engrossed  bill  of  the  Senate 

No.  43^To  regulate  the  mode  of  petitioning  the  legislature  in  cer- 
tain cases  named  in  said  message: 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with),  and, 

On  motion  of  Mr.  Vawter, 

Referred  to  the  judiciary  committee. 

The  engrossed  bill  of  the  Senate  named  in  sard  message. 

No.  47— To  incorporate  the  Logansport  and  Eel  river  bridge  Com- 
pany; 

Was  twice  read  by  its  title  and  referred  to  the  judiciary  committee^ 

The  engrossed  bill  of  the  Senate 

No.  49 — Therein  named,  to  incorporate  the   President  and  Trus- 
tees of  the  Rush  county  Seminary; 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with);  when, 

On  motion  of  Mr.  Posey, 

The  rules  of  the  House  were  further  dispensed  with,  said  bill  read 
a  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Leave  of  absence  was  granted  to  Mr.  Hubbard  until  Monday  morn- 
ing next. 

And  the  House  adjourned. 


2  o'clock  J  P,  M. 

The  House  met 

And  resumed  the  consideration  of  the  message  from  the  Senate  last 
named;  when, 

The  engrossed  bill  of  the  Senate, 

No.  51 — Named  in  said  message  to  lay  out  a  state  road  in  the  coun- 
ties of  Switzerland  and  Dearborn; 

Was  twice  read  (the  rules  of  the  House  having  for  that  purpose  been 
dispensed  with),  and, 

On  motion  of  Mr.  Smith  of  R., 

Referred  to  the  same  select  committee  to  which  a  petition  on  the 
same  subject  had  been  previously  referred. 

The  engrossed  bill  of  the  Senate, 
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No.  52 — Named  in  said  message,  to  establish  a  stale  road  from 
Rome  in  Perry  county  to  Jasper  in  Dubois  county; 

Was  read  three  times,  after  a  suspension  of  the  rules  of  the  House 
and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate, 

No.  53 — In  said  message,  relating  to  county  orders  in  the  county  of 
Parke; 

Was  twice  read  (the  rules  being  for  that  purpose  dispensed  with),  & 

On  motion  of  Mr.  Steele,  committed  to  the  judiciary  committee. 
On  motion  ofMr.  Liston, 

The  previous  orders  of  the  day  were  suspended,  and 

The  engrossed  bill  [No.  I28j  to  amend  an  act  entitled  an  act  to  in- 
corporate the  St.  Joseph  Iron  Company,  was  read  a  third  time  and 
passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof  and  ask  their  con- 
currence. 

Mr.  Evans  on  leave,  presented 

A  bill  [No.  181]  to  incorporate  the  Crawfordsvillo,  Covington,  and 
Illinois  Rail  Road; 

Which  was  twice  read  (the  rules  being  dispensed  with  for  the 
purpose),  and. 

On  motion, 

Referred  to  the  committee  on  the  judiciary 

Mr.  Craig  of  M.  from  the  committee  on  elections,  to  whom  was  re- 
ferred a  resolution  on  that  subject,  reported 

A  bill  [No.  182]  to  allow  additional  compensation  to  ofiicers  of  elec- 
tions; 

Which  was  read  the  first  time  and  ordered  to  a  second  reading  on  to- 
morrow. 

Mr.  Stapp  from  the  committee  on  the  judiciary  made  the  following 
report: 

Mr.  Speaker — 

The  judiciary^committee,  to  which  was  referred  petitions; 
1st.  Of  John  Milroy,  praying  that  the  sale  of  certain  lands  be  legal- 
ized; 

2d.  OfO.  H.  Sweem,  relating  to  the  delinquency  of  the  collector 
in  Hanrock  county; 

3d.  Of  the  citizens  of  the  county  of  Lagrange,  praying  a  change  of 
the  county  seat  in  said  county,  and  a  remonstrance  on  the  same  subject; 

4th.  Of  Nathaniel  Hobbs  and  Archibald  Allen,  preferring  charges 
against  Thomas  J.  Golden,  a  justice  of  the  peace  in  Crawford  county; 

Also  a  resolution  to  inquire  what  amendments  are  necessary  to  the 
law  providing  for  the  assessments  of  damages  done  to  individuals  bj  the 
construction  of  the  Wabash  and  Erie  Canal  and  other  public  works, 
have  had  the  same  under  consideration  and  have  instructed  me  to  re- 
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port  that  legislative  action  is  unnecessary  on  the  subjects  above  named, 
and  ask  to  be  discharged  from  the  further  consideration  thereof; 

Which  was  read  and  concurred  in  by  the  Hou^e. 

Pflr.  Brown  from  the  same  committee,  reported  back  to  the  House, 
the  bill  previously  referred  to  said  committee, 

No.  151 — To  incorporate  the  Eel  river  Steam  Mill  Company,  with 
three  amendments; 

Which  were  read  and  concurred  in  by  the  House,  and  said  bill  or- 
dered to  be  engrossed  for  a  third  reading  on  to-morrow. 

Mr.  Nave  from  ihe  same  committee,  made  the  following  report: 

Mr.  Speaker — 

The  judiciary  committee,  to  which  was  referred  the  memorial  and 
petition  of  James  Sigerson,  a  citizen  of  the  county  of  Hendricks,  and 
State  of  Indiana,  charging  Nonh  Harding,  an  acting  justice  of  the 
peace  in  and  for  Centre  township  in  (he  county  of  Hendricks  afore- 
said, with  malfeasance,  nnnfpasance,  and  rorrnptinn  in  hi?  ofhoe  as  such 
justice  of  the  peace,  have  had  that  subject  under  (heir  consideration, 
and  have  directed  me  to  report  that  an  inquiry  ought  to  be  instituted 
by  this  House  into  the  official  and  corrupt  conduct  of  uie  said  Noah 
Harding  as  such  justice  of  the  peace  aforesaid,  and  to  attain  (his  ob- 
ject the  committee  recommend  the  adoption  of  the  following  reso- 
lution: 

Resolved,  That  (he  judiciary  committee  be  and  they  are  hereby  au- 
thorized and  directed  to  send  for  ail  records,  tronscripte,  and  other  pa- 
pers that  may  by  them  be  deemed  necessary  and  requisite  to  prove 
and  sustain  said  charges,  and  that  said  committee  be  further  author- 
ized and  directed  to  prepare  all  suitable  process, to  have  brought  be- 
fore them  all  such  papers,  dockets,  and  records,  and  such  other  evi- 
dence as  they  may  deem  necessary,  and  also  to  compel  the  attendance 
before  themin  the  committee  room,  of  all  such  witnesses  as  may  by  them 
be  deemed  necessary  to  give  evidence  relative  to  the  said  charges  pre- 
ferred against  the  said  Noah  Harding,  by  the  said  James  Sigerson, 
and  to  effect  the  object  aforesaid,  the  said  committee  shall  be  entitled 
to  the  process  of  the  State  of  Indiana,  to  be  issued  by  the  Speaker  of 
this  House  and  by  him  signed,  directed  to  the  sergeant  at  arms  of  this 
House; 

Which  was  read  and  ordered  to  lie  on  the  (able. 

Mr.  Ray  from  said  committee,  to  which  was  referred  a  petition  on 
that  subject,  reported 

A  hill  [No.  183]  to  amend  the  9th  section  of  the  act  entitled  an  act 
relative  to  crimes  and  punishments,  appM.  Feb.  lO,  1831. 

Which  was  read  the  first  time  and  ordered  to  a  second  reading  on  to- 
morrow. 

Mr  Ray  from  the  same  committee,  reported  back  to  the  House  the 

Bill  [No.  17]  to  incorporate  the  town  of  Milton  in  Wayne  county, 
with  one  amendment; 
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Which  was  read  and  concurred  in,  and  the  bill  ordered  to  a  third 
reading  on  to-mprrow. 

Mr.  Vawter  made  the  following  reports: 

The  comnnittee  on  roads,  to  which  was  referrerl  the  petition  of  A. 
M.  Clark  and  oMier?,  praying  the  repeal  of  the  34th  section  of  the  act 
for  openinjT  public  roa<ls  nnd  highw^iy;.-,  approved  February  10,  1831, 
have  had  Ihf;  same  und«r  consideration  and  the  conimiUee  have  direct- 
ed mt!  to  report  that  iegislalion  on  that  s'.Tijecl  is  i.icxpedient. 

The  committee  on  roads,  to  which  was  refeired  llie  petition  of 
Clark  A.  Hali  and  other?,  praying  a  change  in  a  slate  road  in  Gib- 
son county,  have  had  the  same  under  consideration,  and  ina«mu(  h  as 
the  law  authorizes  the  circuit  courts  and  boards  of  county  commispion* 
ers  (o  m^iie  clianges  in  stnte  rnaHs,  surli  as  prayed  for,  the  committee 
have  directed  me  to  report  that  legislation  ou  that  subject  is  intxpe- 
dient. 

The  committee  on  roads  to  which  was  referred  the  petition  of  Ja- 
cob Woolory  rind  others,  pmyiDg  a  gsant  of  money  to  repair  the  lower 
Bloomington  road  tliroiigli  Leesville,  hnve  according  to  order,  had  the 
same  under  consideration,  and  tiie  committee  have  dir'jcted  me  fo  re- 
port, that  legislation  on  that  subject  at  this  time,  is  •nexpf'difni. 

The  comtnitice  on  roads  to  which  Wris  referred  the  pctit'onof  L.  A. 
Fowler  and  other?,  praying  the  location  ol  a  stale  road  from  or  near 
Sherwood's  fprry,  on  the  Kankakee,  across  Robison  prairie,  to  the  stale 
line  towards  Chicago,  have  according  lu  order  had  the  same  under  con- 
sideration. And  as  it  is  probable  tlie  county  of  Portor  will  be  orga- 
nized by  the  Legislature  tliis  winter-,  and  if  so,  the  county  board  will 
be  competent,  and  authorized  to  order  the  laying  out  all  necessary 
roads  within  that  section  of  country;  and  therefore  the  tommiuee  have 
directed  me  to  report,  that  Legislation,  in  relation  to  said  peiitioii,  is, 
at  this  time,  inexpedient. 

The  committee  on  roads  to  which  was  referred  the  petition  of  John 
C.  Kinney  and  others,  praying  a  special  grant  of  the  three  per  cent, 
fund,  on  thcst.ite  road  leading  throigh  the  northern  tier  of  totioties, 
have  had  the  same  petition  under  their  consideration,  and  the  commit- 
tee have  directed  me  to  report,  that  legislation  at  this  time,  on  the  sub- 
ject matter  of  said  petition,  is  inexpedient. 

The  committee  on  roads  to  which  was  referred  the  petition  of  Wm, 
Griffith,  praying  an  additional  allowance  (o  be  mnde  to  the  petitioner 
for  work  and  labor  done  on  the  Micitigan  road,  in  the  construction  of  a 
bridge,  have  according  to  order  had  the  same  under  their  considera- 
tion, and  are  of  opinion,  that  from  the  showing  of  the  petitioner  him- 
8eir,that  he  has  been  fiirly  dealt  by,  and  that  from  the  high  character 
o(  the  former  arbitrators,  it  is  not  probable  any  others  would,  if  ap- 
pointed, give  the  petitioner  what  he  would  consider  a  fair  compensa- 
tion: and  therefore  the  committee  have  directed  me  to  report,  that  the 
prayer  of  the  petitioner  ought  not  to  be  granted. 

The  committee  on  roads  to  which  waa  referred  the  petilioo  of  J»> 
3? 
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cob  Horner  and  others,  praying  the  vacation  of  a  state  road  therein 
nanned,  have  had  the  same  under  consideration,  and  the  committee 
have  directed  me  to  report  that  legislation  on  that  subject  is  inexpedi- 
enf. 

The  commitfee  on  roads  lo  which  was  referred  the  petition  of  An- 
drew Slinkard,  praying  an  appropriation  of  twenty-eight  dollars  and 
«ixty-six  cents,  to  aid  him  in  making  payment  for  the  building  of  a  bridge 
across  Slinkard's  creek,  have  according  to  order  had  the  same  under 
consideration,  and  on  reference  to  the  report  of  the  Treasurer  of  State, 
on  the  subject  of  the  three  per  cent,  fund,  it  will  be  seen  that  there  is 
due  the  county  of  Greene,  the  sum  of  600  dollars,  out  of  which  the  pe- 
titioner may  obtain  the  sum  prayed  for,  if  just,  on  application  to  the 
county  commissioners  of  said  county  of  Greene;  the  committee  there- 
fore ask  to  be  discharged  from  the  further  consideration  of  said  peti- 
tion; 

Whsch  were^everally  read  and  concurred  in  by  the  House. 

Mr.  Lisfnn  from  a  select  committee  on  petition,  reported 

A  bill  [No.  1  84]  to  locate  a  state  road  from  the  state  line  to  Laporte, 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Craig  of  P.,  from  (he  committee  on  roads,  on  petition,  reported 

A  bill  [No.  1 85]  lo  locate  a  state  road  from  New  Harmony  to  Black's 
bridge  on  Big  creek, 

Which  was  read  the  first  and  second  times,  and 

On  motion  of  Mr.  Eggleston, 

Referred  to  a  select  committee  of  Mr.  Stapp,  for  revision  &c. 

Mr.  Evan?,  from  the  committee  on  cajials  and  internal  improvements, 
to  which  was  referred  bill  No.  17,  to  incorporate  the  Lawrenceburgh 
and  Harrison  Turnpike  Company,  reported  the  same  to  the  House 
without  amendment;  when, 

On  motion  of  Mr.  Gregtj, 

Said  bill  was  amended;  and  the  said  bill,  on  his  further  motion,  was 
considered  as  enurossed,  read  the  third  time,  and  parsed. 

Orc/erer!,  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein. 

Mr.  Harrow,  from  a  select  committee, made  (he  following  report: 

The  select  committee  to  which  was  rpferred  sundry  petitions  from 
the  counties  of  Parke,  Putnam  and  Montgomery, upon  thesubjectofthe 
formation  of  a  new  county,  have  had  the  same  under  consideration,  and 
directed  me  lo  report,  that  it  is  inexpedient  lo  legislate  on  that  subject 
at  this  time,  and  ask  to  be  discharged  from  the  further  consideration  of 
that  subji  ct; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Thompson  of  A.,  from  the  select  committee  to  which  was  refer- 
red a  petition  on  (hat  subjfrt,  reported 

A  bill  [No.  186]  to  establish  a  state  road  from  Raccoon  village  to 
Yellow  river; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
P«Died  with,  and 
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On  motion,  referred  to  the  select  committee  of  Mr.  Stapp,  for  revi- 
sion &€. 

Mr.  Eggleston,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  fNo.  187]  to  incorporate  the  Vevay  and  Napoleon  Turnpike 
Company; 

Which  was  twice  read,  (after  a  suspension  of  the  rules  of  the  House) 
and  committed  to  the  judiciary  committee. 

Mr.  Carr,  from  the  select  committee  to  which  was  referred  the  en- 
grossed bill  of  the  Senate  No.  32,  to  provide  for  a  justice  of  the  peace 
in  Rockford,  Jackson  county,  reported  the  same  back  to  the  House 
with  one  amendment; 

Which  was  read  and  concurred  in  by  the  House,  when, 

On  motion,  said  amendment  was  considered  as  engrossed,  and 
with  the  bill,  read  a  third  time  and  passed. 

Ordered^  That  the  clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence  to  the  amendment  of  the  House  thereto. 

Mr.  Dunning,  from  the  select  committee  to  which  was  referred  two 
petitions  on  that  subject,  reported 

A  bill  [No.  188]  to  appropriate  a  part  of  the  three  per  cent,  fund, 
and  for  other  purposes; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with),  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

Mr.  Chamberlain,  from  the  select  committee,  to  which  was  hereto- 
fore referred  the  bill  No.  177,  for  the  establishment  of  a  slate  road 
from  Lima  to  Huntington,  reported  it  back  to  the  House  with  one 
amendment; 

Which  was  read  and  concurred  in  by  the  House,  when 

On  motion  of  Mr.  Vawter,  said  bill  was  referred  to  the  select  com- 
mittee of  Mr.  Stapp,  for  revision  &c. 

Mr.  Thompson  of  A.,  from  the  select  committee  to  which  was  re- 
ferred a  petition  on  that  subject,  reported 

A  bill  [No.  189]  to  incorporate  the  St.  Joseph  Mutual  Insurance 
Company; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispens- 
ed with,)  and  committed  to  the  judiciary  committee. 

On  motion  of  Mr.  Listen,  the  bill  No.  10,  to  incorporate  the  South 
Bend  Manufacturing  Company,  heretofore  hid  on  the  table,  was  tak- 
en up,  and  referred  to  a  select  committee  of  Messrs.  Listen,  Chamber- 
lain and  Thompson  of  A. 

Mr.  Dunning,  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  [No.  190]  to  amend  an  act  incorporating  congressional  town- 
ships and  providing  for  public  schools  therein,  approved  February  2d, 
1833; 

Which  was  three  times  read  (the  rules  of  the  House  hafiDg  first  been 
dispensed  with)  and  parsed. 
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Ordered^  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  W 

the  Senate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Howell, 
Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  (he  (xpodiency  nf  amending  "an  act  to  provide  for  the  in- 
spection of  Shtt,  beef,  flour,  and  tobacco,"  approved  January  26, 
ir35,  so  as  to  auil'.orize  the  board  doing  county  busines?,  to  ap. 
point  two  or  more  inspector?  in  each  counly:  and  also  to  inquire  whe- 
there  any  law  is  nccessHry  for  the  regulation  of  ware  house-keepers, 
and  r<po)t  by  bill  or  otherwisp. 

Mr.  Clark  of  Wayne,  moved  (he  adoption  of  the  following  resolu- 
tion: 

Resolved^  That  the  committpe  on  the  judiciary  be  instructed  to  in- 
quire into  the  expedienry  of  levying  a  tax  on  dogs  for  t!,e  encourage- 
ment of  raising  shtep&c  ,  and  report  by  bill  or  olheiwise. 

Mr.  Stapp  moved  lo  amend  said  resohiiion,  by  striking  out  the  word 
"judiciary,"  find  if>sert   the  words  ''of  wa^sand  meansj" 

When  a  d  vinon  was  called,  and  was  thereupon  put  on  the  first  branch 
thereof,  to  wii :  on  striking  out, 

And  drcided  in  the  atiirmaiivo.     And 

The  question  then  retuning  on  inserting  the  committee  of  ways 
and  means. 

Was  pui,and  decided  in  the  negative. 

Mr.  PoH'y  moved  to  lay  said  resolution  on  the  table, 

Whi»  h  motion  did  not  prevail. 

On  motion  of  Mr.  Ray,  the  blank  was  then  filled  by  inserlirg  the 
comrniitteon  agrirulinre.  And  the  question  then  recurring  on  the 
adoption  of  the  resoluiioD,  it  wn?  put. 

And  decided  in  the  aftirmative. 

On  motion  of  M'.  Posey, 

Resolved^  That  the,  comiriltee  on  the  judiciary  be  instrnctcd  to  in- 
quire into  the  expediency  of  so  amending  the  law,  rcfjulaivng  the  du- 
ties of  prison  kpeperf,as  to  fix  some  amount  as  a  compensation  for  thevr 
attendance  on  prisoners  when  confined  in  prison;  to  report  by  bill  or 
otherwise. 

Mr.  Jackso'i,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  the  enrolled  with  the  engrossed  bills  which 
originated  in  the  House  of  Representatives,  of  the  following  titles  lo- 
wif : 

No.  26  —  An  act  to  incorporate  the  Vincnnnes  academy; 

No.  76 — Ati  act  to  incorporate  the  Evansville  and  Vincennes  Rail 
Road  Compar^y, 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Kilgore  presented 
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A  joint  resolution  [No.  191 J  authorizing  the  publication  of  an  act  0/ 
Congress  therein  named, 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to  morrow. 

JVIr.  Whitcomb  presented 

A  joint  resolulion  [No.  192]  concerning  divorces; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Cl;»rk  of  Wayne,  presented 

A  memorial  and  joint  resolution  [No.  193]  to  the  Congress  of  the 
United  Slates; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Chambers  presented 

A  bill  [No.  194]  to  incorporate  the  Hanover  Sleam  Mill  Company, 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Storm  presented 

A  bill  [No.  195J  providing  for  the  incorporation  of  the  Freedonn 
Steam  Mill  Company; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Kilp;ore  presented 

A  bill  [No.  196]  regulating  the  jurisdiction  of  justices  of  the  peace 
in  Delaware  county; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis^ 
pensed  wiil»)  and 

On  motion  of  Mr.  Willelt,  committed   to  a  committee    of  th« 
whole,  and  made  the  order  of  the  day  for  to-morrow. 

Mr.  Brown  presented 

A  bill  [Nn.  197]  to  establish  a  state  road  from  Logansport  in  Cass 
county,  to  Monticello  in  White  county ; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with)  and  referred  to  the  select  committee  of  Mr.  Slapp, for  re- 
vision &c. 

Mr.  Collins  presented 

A  bill  [No.  198]  to  incorporate  the  New  Albany  Ferry  Company  5 

Which  was  twice  read  (the  ruins  of  the  Hou?e  having  first  been  diS" 
pen«ed  with)  and  committed  to  the  judiciary  committee. 

Mr.  Craig  of  P.,  presented 

A  bill  [No.  199]  to  amend  an  act  entitled  "an  act  cegulatinsr  the  ju- 
risdiction and  duties  of  justices  of  the  peace,"  approved,  February 
10th,  1831; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with),  and 

Oo  motion,  committed  to  the  judiciary  committee. 
And  the  House  adjourned. 
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THURSDAY,  January  2t,  1836. 

The  House  met. 

Mr.  Smith,  the  Speaker  of  the  House,  being  absent  owing  to  iodiV 
position, 

On  motion  of  Mr.  Morris,  Mr.  Stapp  was  appointed  Speaker 
pro  tempore. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary. 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment,  the  engrossed  bill  from 
the  House  of  Representatives 

No.  58 — entitled  An  act  respecting  the  borough  of  Vincennes; 

Also,  bills  from  the  House  of  Representatives,  entitled  as  follows,  viz: 

No.  64 — An  act  to  change  certain  alleys  in  the  town  of  Livonia, 

No.  66 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  the  town  of  Brownsville, 

No.  70 — An  act  to  incorporate  the  town  of  Vevay,  and 

A  joint  resolution  and  memorial  No.  28,  for  the  relief  of  Margaret 
Nation,  and  others,  with  amendments  to  the  bills  and  joint  resolution 
Nos.  C4,  66,  70  and  28:  also  a  bill  and  joint  resolution  of  the  Senate, 
entitled  as  lollows,  viz: 

No.  56 — An  act  to  amend  an  act  entitled,  "an  act  to  regulate  the 
mode  of  doing  county  business  in  the  several  counties  of  this  state, 

No.  48 — A  joint  resolution  respecting  Blackford's  reports, 

No.  50 — A  joint  resolution  on  the  subject  of  authorizing  the  Secre- 
tary of  State,  to  furnish  the  counties  of  Laporte  and  Allen,  with  copies 
of  the  revised  laws. 

In  which  bill  and  joint  resolutions  of  the  Senate,  and  amendments  of 
the  Senate  to  the  bills  and  joint  resolution  and  memorial  of  the  House, 
the  concurrence  of  the  House  of  Representatives  is  requested. 

The  amendments  of  the  Senate  to  the  engrossed  joint  resolution  of 
the  House  No.  28,  therein  named,  for  the  relief  of  Margaret  Naliong 
and  others, 

Were  severally  read  and  concurred  in. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  amendment  of  the  Senate  to  the  engrossed  bill  of  the  House 

No.  64 — to  change  certain  alleys  in  the  town  of  Livonia,  was  read 
and  concurred  in  by  the  House. 

Ordered,  That  the  clerk  inform  the  Senate. 

The  amendments  of  the  Senate  to  the  engrossed  bill  of  the  House, 
No.  66,  to  provide  for  the  election  of  a  justice  of  the  peace,  in  the  town 
of  Brownsville,  were  read  and  concurred  in. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  amendments  of  the  Senate  to  the  engrossed  bill  of  the  House 

No.  70 — to  incorporate  the  town  of  Vevay, 

Was  read  and  concurred  in  by  the  House. 

Ordered,,  That  the  clerk  inform  the  Senate, 
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The  engrossed  bill  of  the  Senate, 

No.  56 — To  amend  an  act  entitled  an  act  to  regulate  the  mode  of 
doing  county  business  in  the  several  counties  in  this  state, 

Was  twice  read  (the  rules  of  the  House  having  tirst  been  dispensed 
with),  and, 

On  motion  of  Mr.  Mason, 

Referred  to  the  judiciary  committee. 

The  engrossed  joint  resolution  of  the  Senate, 

No.  43 — Named  in  said  report,  respecting  Blackford's  Reports, 

Was  read  three  times  and  passed,  (the  rules  of  the  House  having 
first  been  dispensed  wilh.) 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

The  joint  resolution  of  (he  Senate, 

No.  50 — Named  in  said  message,  on  the  subject  of  authorizing  the 
Secretary  of  State  to  furnish  the  county  of  Allen  and  Laporte  copies 
of  the  revised  laws, 

Was  twice  read  and  referred  to  the  committee  on  the  State  Library, 
(the  rules  of  the  House  having  first  been  dispensed  with.) 

The  engrossed  bill  of  the  Senate, 

No.  58 — Therein  named,  to  locate  a  slate  road  in  Posey  and  Gibson 
counties, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with)  and  referred  to  the  select  committee  of  revision  of  Mr,  Staj>p. 

Mr.  Dunning  presented  the  petition  of  VV.  S.  Wright  and  others, 
citizens  of  Monroe  county,  praying  an  act  authorizing  the  sale  of  Jack- 
son's Salt  Lick  Reservation; 
Which, 
On  motion  of  Mr.  Dunning, 

Was  laid  on  the  table. 

Mr.  Morris  presented  the  remonstrance  of  William  Holmes  against 
a  state  road  passing  through  his  land ; 

Whirh  was  referied  to  a  select  committee  of  Messrs.  Morris,  Han- 
naman,  and  Thompson  of  J.  without  reading. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre* 
tary: 

Mr.  Spkaker— 

The  Senate  has  passed  the  following  resolution: 

Resolved,  That  the  Senate  will  on  the  22d  instant,  sit  as  a  court  of 
impeachment,  for  the  purpose  of  hearing  and  determining  the  charges 
exhibited  by  the  House  of  Representative?,  in  the  name  and  on  behalf 
of  the  State  of  Indiana,  against  the  Honorable  Gustavus  A.  Everts, 
President  Judge  of  the  Eeighth  Judicial  Circuit  of  the  State: — That 
the  the  President  of  the  Senate  be  authorized  to  issue  all  such  process 
or  orders,  (o  be  executed  by  the  sergeant  at  arms  of  the  Senate,  on  the 
accused  and  witnesses  as  may  be  deemed  proper,  and  that  the  House 
of  Representatives  be  informed  of  the  adoption  of  tbit  resolution.     v?f 
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Mr.  Chamberlain  presented  the  petition  of  sundry  citizens  of  the 
counties  of  Lagrange,  Elkhart,  and  Steuben  on  the  subject  of  a  canal 
or  rail  road  (herein  named; 
Which, 

On  molion  of  Mr.  Chamberlain, 
Was  referred  to  (he  standing  committee  on  canals  and  internal  im- 
provements, without  reading. 

Mr.  Jones  presented  the  petition  of  Silas  L.  Halbert  and  others,  cit- 
izens of  the  county  of  Martin,  praying  an  act  abolishing  the  county 
comnriis?ioners,  and  transferring  their  business  to  the  justices  of  the 
peace  in  the  respective  counties; 
Which, 
On  motion. 
Was  laid  on  the  (able. 

Mr.  Chamberlain  presented  the  petition  of  Robert  Latta  and  others, 
citizens  of  Lagrange  county,  praying  a  state  road  comimencing  at  or 
near  the  centre  of  Lagrange  county  and  running  fiom  thence  to  in- 
tersect the  Lima  and  Fort  Wayne  siate  road  where  it  crosses  the  mid- 
dle forkof  the  Great  b^lkhart  river; 
Which, 

On  motion  of  Mr.  Chamberlain, 
Was  referred  to  the  committee  on  roads  without  reading. 
Mr.  Chumberbiin  presented  the  petition  of  sundry  citizens  of  the 
county  of  Elkhart,  praying  an  appropriation  on  the  Vistula  road;  and 
also  (he  remonstrance  of  sundry  citizens  of  Lagrange  county  on  the 
same  subject; 
VVhich, 

On  molion   of  Mr.  Chamberlain, 
Were  referred  to  (he  committee  on  roads  without  reading. 
Mr.  Jones  from  the  committee  on  elections,  to  which  was  referred  a 
resolution  on  that  suhjoct,  reported 

A  hill  [No.  200]  to  amend  an  act  entitled  an  act  to  regulate  (he 
mode  of  duine  county  business  in  the  several  counties  in  this  stale,  ap- 
proved Jan.  19,  1831; 

Which  was  twice  read  (ihe  rules  of  the  House  having  first  been  dis- 
pensed with),  and. 

On  moticn  of  Mr.  Davis, 
Committed  to  the  committee  of  the  whole  on  lo-morrow. 

Mr^  Ed  wards  from  the  committee  on  elections  made  the  following  re- 
port: 

Mr.  Speakert— 

The  committee  on  elections,  to  which  was  referred  a  resolution  of 
the  House  to  inquire  into  the  expediency  of  confining  the  voters  of 
each  coun(y  to  vote  in  their  respective  townships,  has  had  that  subject 
under  consideration  and  directed  me  to  report  it  inexpedient  to  legia- 
kte  OD  that  aubject^: 
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Which  was  read  and  concurred  in  by  the  House. 

Mr.  Thompson  of  Johnson,  from  the  committee  on  the  judiciary,  (o 
which  was  referred  a  resolution  on  thfit  subject,  reported 

A  bill  [No.  201]  concerning  fugitives  from  justice; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  difr* 
pensed  with,)  and, 

On  motion  of  Mr.  Willett, 

Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  on  to-morrow. 

Mr.  Wilson  made  the  following  report: 

Mb.  Speaker — 

The  committee  of  ways  and  means  to  which  was  referred  a  resolu- 
tion directing  Ihem  to  inquire  into  the  expediency  of  devising  some 
measure  by  which  school  commissioners  and  constables  shall  be  fur« 
nished  with  the  laws  of  this  state ; 

Also  a  resolution  directing  an  inquiry  into  the  expediency  of  provi- 
ding by  law  for  the  publication  and  distribution  to  all  township  officers 
of  their  respective  duties  in  pamphlet  form; 

Also  a  resolution  directing  an  inquirj-  into  the  expediency  of  provi- 
ding for  the  publication  and  distribution  to  certain  county  officers  of 
their  respective  duties  in  pamphlet  form; 

Also  a  resolution  directing  an  inquiry  into  the  expediency  of  so 
amending  the  28th  sec.  of  the  act  of  last  session,  providing  for  an  equi- 
table mode  of  levying  taxes,  in  this  state,  as  that  the  pay  of  assessors  be 
fixed  at  a  certain  per  diem  allowance,  to  be  paid  out  of  the  county  treas- 
ury on  the  order  of  the  board  doing  county  business; 

Also  a  resolution  directing  an  inquiry  into  the  expediency  of  perfect- 
ing the  ad  valorem  system  of  taxation  so  as  to  make  it  bear  equal  od 
all  portions  of  community  in  this  state ; 

Also  a  resolution  directing  an  inquiry  into  the  expediency  of  appro- 
priating dollars  for  the  purpose  of  relieving  the  suflfering  poor 
in  the  city  of  New  York,  who  have  lost  their  houses  and  property  by 
fire  in  the  late  destruction  by  that  element  of  a  large  portion  of  the  city ; 

And  also  a  resolution  directing  an  inquiry  into  the  expediency  of 
providing  in  the  bill  regulating  the  revenue,  a  provision  that  the  (ax 
to  he  paid  on  foreign  and  domestic  groceries  and  upon  merchandize, 
shall  be  proportioned  to  the  amount  of  capital  employed ;  have  had  the 
same  under  consideration  and  directed  me  to  report  that  legislation 
upon  these  subjects  is  inexpedient; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Ray  from  the  committee  on  the  affairs  of  the  town  of  IndiaotpO" 
lis,  to  which  was  referred  a  petition  on  that  subject,  reported 
,     A  bill  [No.  202]  for  the  relief  of  Elizabeth  Nowland  and  others,  in 
regard  to  the  donation  lands  in  the  townof  lodiaGiapolis; 
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Which  was  twice  read  (the  rules  of  the  House  having  been  dis- 
pensed  with),  and. 
On  motion, 

Committed  to  the  committee  of  the  whole  and  made  the  order  of  the 
day  on  to-morrow. 

Mr.  Bennett  from  the  committee  on  claims,  made  the  following  re- 
port: 

The  commiltee  on  claims,  to  which  was  referred  the  claim  of  Wm. 
Johnson,  special  sheriff  of  Wabash  counly,  having  examined  said  chiim, 
have  directed  me  to  recommend  to  ihe  House  the  adoption  of  the  fol- 
lowintf  resohjtion: 

Resolved,  That  the  commit (ee  of  ways  and  means  be  instructed  to 
allow  said  Johnson,  in  the  specific  appropriation  bill,  (he  sum  of  seven- 
ty dojj.irs,  as  a  cofupensaiion  for  money  by  him  expended  in  the  appre- 
hension ot  one  Jeremiah  Sullivan,  who  had  been  sentenced  to  the  pen- 
itentiary; 

Which  wa«  read  and  adopted. 
On  motion  of  Mr.  Liston, 

Resolved,  That  the  use  of  this  House  be  tendered  to  the  Senate 
while  sitting  as  a  high  court  of  impeachment  for  the  trial  of  Gustavus 
A.  Everts,  the  President  Judge  of  the  8th  Judicial  Circuit  of  the  state 
of  Indiana. 

On  motion  of  Mr.  Phelps, 

Resolved,  That  the  commiltee  on  roads  be  instructed  to  inqure  in- 
to the  expediency  of  enacting  a  law  making  it  the  duty  of  every  a- 
gent  h«  retofore  appointed  to  expend  any  pnrt  of  the  3  per  cent  fund  to 
make  a  detailed  account  of  their  procedings  as  such  agent,  to  the 
Board  doing  county -bysiness  at  the  May  or  January  term  of  such  jear 
yntil  a  final  settlement  be  made  with  such  agent. 
On  motion  of  Mr.  Craig  of  P., 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to  in"! 
quire  into  the  expediency  of  directing  the  collectors  of  each  county  to 
advertise  in  two  or  three  of  the  most  public  places  in  each  township  that 
he  will  attend  on  a  day  certain,  at  the  usual  place  of  holding  elections, 
for  the  purpose  of  collecting  the  state  and  county  revenue,and  that  any 
person  or  persons  failing  to  pay  his  or  their  tax  on  or  before  such  day, 
the  collector  shall  be  authorized  to  collect  the  same  by  suit  before  some 
justice  of  the  peace  of  the  township  where  such  delinquent  actually 
resides,  or  may  be  found. 

On  motion  of  Mr.  Huntington) 

The  resolution  by  him  heretofore  moved,  and  laid  on  the  table,  pro- 
posing to  set  apart  per  cent,  of  the  state  revenue  for  the  use  of 
common  schools,  was  taken  from  the  table,  when 

Mr.  Huntington  moved  to  till  the  blank  therein  by  inserting  "five." 

Mr.  Yandeveer  moved  toindefinely  postpone  said  resolution. 

And  on  this  question, 

The  ayes  and  noes  being  requested  by  two  members, 


Those  who  toted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bennett,  Boone,  Carr,  Chambers,  Clark  of  Wash- 
ing  on,  Craig  of  M.,  Craig  of  P.,  Cushman,  Dunning,  Edmonston,  Har- 
row, Harris,  Huckleberry,  Lee  of  B.,  Lee  of  M.  &  C,  Miller,  Murray, 
Nave,  Smith,  Steele,  Strain,  Thompson  of  L.,  Vandeveer,  Watt,  and 
Zenor — 26. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bardwell,  Brown,  Bryan,  Buell,  Chamberlain,  Clark  of 
Waye,  Curtis,  Davis,  Edwards,  Eggleston,  Gregg,  Hannaman,  Howard, 
Howell,  Huntington,  Jackson,  Jones,  Kilgore,  Liston,  Macey,  JMason,^. 
McCarty,  Moore,  IMorris,  Myers,  Phelps,  Posey,  Ray,  Ristine,  Storm, 
Templeton,  Thompsonof  A.,Thompson  of  J.,  Vawter,  Walker  of  D., 
Walker  of  S.,  Whitman,  Willett,  Wilson,  and  Stapp,  Speaker  pro 
tern.— 40 

And  so  said  resolution  was  not  indefinitely  postponed. 

And  the  question  on  filling  the  blank  with  five,  was  put,  and  decided 
in  the  affirmative. 

And  the  question  then  recurring  on  the  adoption  of  said  resoultion, 

It  was  put; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajjirmative  are, 

Messrs.  Bardwell,  Brown,  Bryan,  Buell,  Chamberlain,  Clark  of 
Wayne,  Curtis,  Davis,  Dunning,  Edwards,  Eggleston,  Gregg,  Hanna= 
man,  Howard,  Howell,  Hunlington,  Jones,  Kilgore,  Liston,  Macej, 
Mason,  McCarty,  Moore,  Morris,  Myers,  Phelps,  Posey,  Ray,  Risti  le, 
Storm,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Vawter,  Walker 
of  D.,  Walker  of  S.,  Whitman,  .Willett,  Wilson,  and  Stapp,  Speaker 
pro  tern. — 40, 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Boone,  Carr,  Chambers, Clark  of  Wash- 
ington, Craig  of  M.,  Craig  of  P.,  Cushman,  Edmonston,  Harrow,  Har- 
ris, Huckleberry,  Jackson,  Lee  of  B.,  Lee  of  M.  and  C,  Miller,  Mur- 
ray, Nave,  Smith,  Steele,  Strain,  Thompson  of  L.  Vandeveer,  Watt, 
and  Zenor — 26. 

And  so  said  resolution  was  adopted. 

And  the  House  adjourned. 

2  o'clock,  P.  JH. 

The  House  met. 

Mr.  Morris,  from  a  select  committee,  to  which  was  referred  a  peti- 
tion oij  that  «>bbjert,  r^  ported 
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A  bill  (No.  203)  to  incorporate  the  Indianapolis  insurance  company^ 

Which  was  twice  read  and  referred  to  the  judiciary  comn^ittee,  (the 
rules  of  the  House  hnving  first  been  dispensed  with.) 
On  motion  of  Mr.  Wiilett, 

The  bill  (No.  80)  and  also  the  bill  (No.  142,)  heretofore  laid  on  the 
table,  was  taken  up,  and  committed  to  a  committee  of  the  whole  to 
which  a  bill  (No.  142)  was  heretofore  committed,  and  made  the  order 
of  the  day  on  to  morrow. 

Mr.  Morris  presented 

A  bill  (No.  204)  to  incorporat  the  White  river  bridge  company; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and, 
On  motion. 

Committed  to  the  same  committee  of  the  whole  to  which  was  hereto^ 
fore  referred  the  bill  (No.  166.) 

Mr.  Craig  of  P.  presented 

A  bill  (No.  205)  to  provide  for  transferring  causes  brought  before  jus- 
tices of  the  peace  to  the  circuit  court  where  the  title  to  real  property 
comes  in  question; 

Which  was  twice  read  and  referred  to  the  judiciary  committee. 

Mr.  Collins  presented 

A  bill  (No.  206)  to  authorize  the  holding  of  an  additional  term  of 
the  Floyd  circuit  court; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to* 
morrow. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Sec- 
retary: 

Mr.  Speaker — 

The  Senate  has  insisted  on  its  6th  and  9th  amendments  to  the  en- 
grossed bill  from  the  House  of  Representatives,  (No.  81)  amendatory 
of  an  act  entitled  an  act  establishing  a  State  Bank;  and  concur  in  the 
amendment  proposed  by  the  House  of  Representatives  to  the  8th  a- 
mendmentof  the  Senate  to  said  bill;  and  Messrs.  Dumont  and  Conwell 
are  appointed  by  the  Senate  a  committee  of  free  conferrence,  to  take  in- 
to consideration,  in  conjunction  with  a  similar  committee  to  be  appoint- 
ed by  the  House  of  Representatives,  the  disagreeing  votes  of  the  two 
Houses  on  said  bill. 

Ordered,  That  Messrs.  Liston  and  Thompson  of  L.  be  a  committee 
of  free  coferrence  on  the  part  of  the  House  of  Representatives,  to  take 
into  consideration,  in  conjunction  with  the  committee  on  the  part  of  the 
Senate,  the  disagreement  of  the  two  Houses  on  said  amendments  to 
said  bill. 

On  motion  of  Mr.  Huntington, 

The  previous  orders  of  the  day  were  for  the  present  postponed^  and 
the  House  proceeded  to  consider  bills  on  their  third  reading. 

The  engrossed  bill  of  the  Senate, 
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Nb.  33— to  incorporate  the  town  of  Rome  in  Perry  county,  was  read 
the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  (No.  72)  to  provide  for  changing  a  part  of  the 
state  road  leading  from  Martinsville  in  Morgan  county,  to  Danville  in 
Hendricks  county,  was  read  the  third  time  and  passed. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  (No.  88)  to  give  the  circuit  court  of  Hendricks 
county,  jurisdiction  in  a  certain  case,  was  read  the  third  time. 

Mr.  Huntington  moved  to  recommit  said  bill  to  the  same  select  com- 
mittee on  roads  and  revision  with  instructions  to  amend  the  same  as  to 
grant  a  divorce  to  the  party  for  whose  benefit  the  same  is  introduced; 

Which  motion  was  lost. 

And  the  question  then  recurring  on  the  passage  of  the  bill,  it  was 
decided  in  the  negative. 

The  engrossed  bills, 

No.  71 — declaring  a  county  road  leading  from  Mooresville,  Morgan 
county  to  Brite  Fruit's  farm,  a  state  road,  and  to  change  the  same  so  as 
to  make  the  town  of  Monrovia  a  point; 

No,  40 — to  locate  a  certain  state  road  therein  named; 

No.  133 — to  locate  a  state  road  therein  named; 

No.  83 — for  the  establisment  of  a  state  road  from  Mishawakain  St, 
Joseph  county  in  a  northeast  direction  to  the  state  line; 

No.  130 — to  establish  certain  state  roads  in  the  counties  of  Cass, 
Miami,  and  Madison; 

No.  34  of  (the  Senate)  declaring  a  certain  county  road  therein  named 
a  state  road : 

No.  171 — authorizing  the  location  of  a  state  road  from  the  county 
seat  of  Adams  county  to  the  centre  of  Steuben  county; 

No.  172 — to  establish  a  certain  state  road  in  Washington  county,  and 

No.  173 — to  locate  a  state  road  from  Noblesville  to  Andersontown; 

Were  severally  read  the  third  time,  and  committed  to  the  select 
committee  of  Mr.  Stapp  for  revision. 

The  engrossed  bill  (No.  137)  to  legalize  the  proceedings  of  Rezin 
Malott  a  road  commissioner,  was  read  the  third  time  and  passed. 

Ordered^  That  it  be  entitled  an  act  and  that^  the  clerk  carry  it  to  the 
Senate  and  ask  their   concurrence  therein. 

The  engrossed  bills.  No.  129 — amendatory  of  an  act  entitled  an  act 
regulating  practice  in  suits  at  law; 

No.  126 — to  amend  an  act  in  furtherance  of  an  act  to  provide  a 
fund  for  common  schools;  and 

No.  161 — supplemental  to  an  act  entitled  an  act  to  regulate  the 
practice  in  suits  at  law,  approved  Jan.  20,  1831; 

Were  severally  read  the  third  time,  and. 

On  motion,  committed  to  the  judiciary  committee. 
Engrossed  bills  of  the  following  titles,  to  wit:  - 

No.  144 — to  incorporate  the  New  Albany  savings  institution ; 

No.  148 — to  incorporate  the  town  of  New  Albapv : 
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No.  151 — to  incorporate  the  Eel  river  steam  mill  company;  and 

No.  170 — to  incorporate  the  town  of  Milton  in  Wayne  county; 

AVere  severally  read  the  third  time  and  passed. 

Ordered^  That  they  be  entitled  acts  and  that  the  Clerk  carry  them  ict 
the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  (No.  63)  to  incorporate  the  town  of  ludianapolisv 

Was  read  the  third  lime,  and 

On  motion  of  Mr.  Eggleston,  referred  to  the  judiciary  commit- 
tee. 

The  joint  resolution  [No.  57]  on  the  subject  of  the  survey  of  a  rail 
road  from  Charleston  in  South  Carolina,  to  some  suitable  point  on  the 
Ohio  river  in  the  State  of  Ohio  or  Indiana, 

Was  read  the  third  time  and  passed. 

Ordered,  That  the  Clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

Mr.  Collins  from  the  committee  of  free  conference  heretofore  ap- 
pointed  on  the  part  of  the  House  of  Representatives,  made  the  follow- 
ing report: 

Mr.  Speaker — 

The  select  committee  of  the  Houseof  Representatives,  appointed  to 
confer  with  a  committee  of  the  Senate  on  the  subject  matter  of  the  a- 
mendrtient  depending  between  the  two  houses  to  the  bill  entitled  "an 
act  to  provide  for  a  general  system  of  internal  improvement,"  have  had 
a  free  conference  with  the  said  committee  of  the  Senate,  and  report 
the  following  as  the  substance  of  their  proceedings. 

The  whole  of  that  portion  of  ihe  bill  proposed  to  be  amended  by  the 
Senate,  is  in  the  following  words:  "after  having  directed  the  board 
of  public  works  to  construct  a  rail  road  from  Jetfersonville  via  New 
Albany  to  Salem  fee, if  practicable,  the  billdirects,  if  a  rail  road  should 
be  found  impracticable,  that  a  McAdamized  turnpike  road  be  construct- 
ed on  the  same  route;"  then  follow  these  words: — -'then  and  in  that 
event,  the  said  board  shall  either  commence  said  road  at  Salem,  or 
make  such  arrangements  as  may  be  deemed  expedient  and  consistent 
with  the  interest  of  the  State,  with  the  Salem  and  Ohio  turnpike  com- 
pany: Provided  however,  that  the  said  board  shall  not  make  any  ar- 
rangement with  the  said  company,  or  otherwise,  which  shall  have  the 
effect  to  divert  said  road  from  the  most  direct  and  practicable  route 
for  the  said  road,  between  Salem  and  New  Albany." 

The  amendment  made  by  the  Senate  was  by  striking  out  this  pro- 
viso.  The  committee  of  the  House  of  Representatives  regarded  this 
proviso  as  essential  to  the  bill,  to  preserve  the  rights  of  the  State,  in 
said  road,  and  to  confine  said  company  to  the  route  designated  in  the 
earlier  clauses  of  the  bill.  They  looked  upon  it  as  guarding  the  inte- 
rests of  the  country  through  which  the  road  is  to  pass;  inasmuch  as  it 
restricted  the  board  of  public  worksin  their  arraogements  with  the  turn- 
pike company,  so  as  to  confine  the  company  to  the  selected  points. — 
Had  this  proviso  not  been  inserted,  your  committee  have  every  as?ur- 
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aoce  that  the  friends  of  the  bill  could  never  have  been  brought  to  its 
support. — Their  interests  would  be  exposed  to  the  management  of  a 
corporation  at  Salem,  and  the  rights  of  the  State  deeply  jeopardized  in 
giving  into  the  hands  of  that  corporation,  the  profits  and  advantages 
of  said  route,  on  the  most  important  part  of  it.  The  proviso  is  intend- 
ed only  to  preserve  these  rights  from  jeopardy  or  prejudice.  Your 
committee  desired,  however,  to  preserve  the  rights  of  the  company 
from  violation  by  the  state,  but  could  not  see  that  the  above  proviso  was 
-calculated  to  interfere  with  any  of  the  rights  of  said  company.  Your 
committee  proposed  as  a  substitute  for  all  that  part  of  the  section  which 
relates  to  an  arrangement  with  the  company  on  commencing  the  work 
at  Salem,  the  following;  commencing  at  the  line  of  the  bill  after  the 
words  "and  then  and  in  that  event  the  said  board  shall  make  such  ar- 
rangement with  the  Salem  and  Ohio  Turnpike  Company  for  construct- 
ing the  said  road  between  Sal-m  and  New  Albany  to  Jeffersonville, 
as  may  be  in  their  opinion  compatible  with  the  interests  of  the  State; 
and  if  no  such  arrangement  can  be  n:ade  with  said  company,  then  the 
said  board  shall  go  on  and  construct  said  road  on  account  of  the  State" 
— with  the  same  proviso  as  above  striking  out  the  words,  '•^direct  and.''^ 
This  proposition  was  negatived. 

The  committee  of  the  Senate  then  proposed  to  adopt  the  proviso  by 
striking  out  the  words  '■'•direct  and,"*"  contending  that  thay  could  not  in 
their  conferrence  reach  beyond  the  proviso  or  take  notice  of  any  thing 
behind  it.  This  reason  was  answered  by  your  committee,  that  not  on- 
ly the  proviso  was  subject  to  review  and  modification,  but  all  that  por- 
tion of  the  text  or  section  which  was  in  any  way  qualified,  limited  or 
enlarged  by  it.  The  proposition  to  strike  out  the  two  words,  was  re- 
jected by  your  committee,  because  by  leaving  them  out,  the  board  of 
public  works  would  be  left  at  liberty  to  allow  said  company  to  adopt 
their  own  route,  to  the  manifest  prejudice  of  a  populous  district  of 
country,  and  to  defeat  the  views  of  the  friends  of  the  bill.  Your  com- 
mittee did  not  wish  to  see  the  interests  of  the  State  put  in  jeopardy, 
and  therefore  proposed  taking  out  these  words  from  the  proviso,  if  their 
proposition  could  be  adopted;  for  they  consider  that  much  is  at  stake, 
if  the  company  should  be  given  the  absolute  control  of  the  route  from 
Salem  to  (he  Ohio  river. 

When  this  latter  proposal  was  rejected  your  committee  proposed  to 
drop  the  words  "direct  and"  and  insert  ihe  following  at  the  end  of  the 
proviso:  "And  in  the  event  of  said  board  commencing  said  work  at  Sa- 
lem, they  shall  proceed  thence  on  the  most  practicable  route  to  New 
Albany;" 

This  was  also  negatived. 

Your  committee  then  submitted  the  following  proposition,  to  take 
place  of  the  proviso  in  the  bill  of  the  Hou^e: 

"Provided  however,  that  said  board  shall  make  such  arrangements 
with  the  Ohio  and  Salem  Turnpike  Company,  (if  the  same  can  be 
done  without  prejudice  to  the  interests  of  (he  stale)  for  the  construc- 
tion of  said  road,  and  if  the  same  cannot  be  done  by  said  board,  then 
and  ia  that  event,  the  said  board  shall  proceed  to  cooslruc.t  said  road, 
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commencing  at  Salem  and  running  upon  Jhe  most  eligible  route  by  the 
way  of  New  Albany  to  Jeirersonvijie,  so  as  not  to  interfere  with  the 
company  aforesaid;  and  provided  further,  that  if  the  said  board  shall 
deem  it  expedient,  they  shall  be  au'ihori7,ed  to  purciiase  out  the  said 
company,  upon  such  terms  as  to  them  mny  appear  proper; 

The  committee  of  the  Senate  refused  to  accept  this  proposal  also. 

The  committee  of  the  House  was  informed  at  this  stage  of  the  con- 
ference,  by  the  Hon.  the  committee  of  the  Senate,  that  they  could  ac- 
cede to  no  terms  varying  from  those  already  proposed  by  them.  Your 
committee  seeing  no  hope  of  adjusting  the  matter  of  difference  between 
the  two  Houses,  by  any  further  exertions  on  their  part,  consented  to 
dissolve  the  conference  and  report  accordingly; 

Which  they  do  and  ask  to  be  discharged  from  further  consideratioD 
of  the  matter. 

Whereupon, 

The  committee  was  discharged  from  a  further  consideration  of  the 
subject  matter  therein. 

The  engrossed  joint  resolution  (No.  1 35)  on  the  subject  o(  furnishing 
Allen  county  an  additional  number  of  the  revised  code,  was  read  the 
third  lime,  and, 

On  motion, 

Ordered  to  lie  on  the  table. 

The  engrossed  joint  rasohition  (No.  180)  relative  to  certain  unin- 
closed  lands  in  the  Wabash  bottom  below  Vmcennes  in  Knox  county, 
was  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof  and  ask  their  con- 
currence therein. 

The  engrossed  bill  (No.  188)  to  appropriate  a  part  of  the  three  per 
cent,  fund  and  for  other  purposes  was  read  a  third  time  and  passed,  and, 
On  motion  of  Mr.  Huntington, 

The  title  amended. 

Ordered,  That  the  Clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  therein. 

Mr.  Thompson  of  L.,  from  the  committee  of  free  conference  on  the 
part  of  the  House  of  Representatives,  made  the  following  report: 

Mr.  Speaker — 

The  committee  of  free  conference,  to  whom  was  referred  the  disa- 
greement between  the  two  Houses  in  relation  to  the  disagreement  of 
the  House  to  the  6th  amendment  of  the  Senate  and  the  disagreement 
of  the  House  to  the  9ih  amendment  of  the  Senate  to  the  bill  of  the 
House,  entitled  a  bill  amendatory  of  an  act  establishing  a  State  Bank, 
approved  January  28,  1834,  have  had  a  consultation  upon  the  subject 
referred  to  them,  and  have  agreed  to  strike  out  the  word  *'Lagrange" 
in  the  9th  section  of  the  bill  of  the  House,  and  have  also  agreed  to  the 
9th  amendment  of  the  Senate;  in  which  they  ask  the  concurrence  of 
the  House; 
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Which  was  read  and  concurred  in  by  the  House. 

The  engrossed  bill  of  (he  Senate  (No.  42)  authorizing  the  inhabi- 
tants of  township  8,  south  of  range  2  west,  to  sell  their  school  lands, 

Was  read   the  third  time  and  passed,  i 

Ordered,   That  the  clerk  inform  the  Senate  thereof. 

Bills  on  their  second  reading;;  were  then  considered: 

The  joint  resolution  (No.  82)  confirming  the  sale  of  certain  Michigan 
road  lands,  was  read  the  second  and  third  times,  (the  rules  of  the  House 
having  first  been  dispensed  with)  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  therein. 

The  bill  (No.  84)  to  organize  the  county  of  Marshall,  was  read  the 
second  and  third  times,  (the  rules  of  the  House  being  dispen  sedwith) 
and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  (heir  concurrence  therein. 

Bills  of  (he  following  titles  to-wil: 

A  bill  [No.  85]  to  establish  a  state  road  from  Providence  in  Clark 
county,  to  Greenville  in  Floyd  county; 

No.  86 — To  locate  a  state  road  from  the  Michigan  road  in  the  direc- 
tion of  New  BufTilo; 

And  (he  engrossed  bill  of  the  Senate  [No.  21]  to  locate  a  state  road 
from  Michigan  to  intersect  the  road  leading  from  Frankfort  to  Lafay- 
ette at  Joseph  McClelland's  farm  in  Clir>ton  county, 

Were  severally  read  the  second  time  and  referred  to  the  select  com- 
mittee of  Mr.  Stapp  for  revision. 

The  engrossed  bill  of  the  Senate  [No.  18]  to  amend  an  act  approv- 
ed Feb.  2d,  1833,  entitled  an  act  to  amend  an  act  regulating  the  inter- 
est on  money  in  the  State  of  Indiana,  approved  Feb.  let,  1831, 

Was  read  the  second  time,  and, 
On  motion  of  Mr.  Willett, 

Indefini(ely  postponed. 

The  bilh  [No.  90]  declaring  a  misprint,  and. 

No.  92 — To  organize  Kosciusko  county  were  severally  read  the  se- 
cond time,  and 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

Leave  of  absence  was  granted  to  Mr.  Craig  of  M.  until  Monday 
morning  next. 

The  bill  [No.  93]  to  amend  the  act  to  incorporate  the  Michigan 
City  and  Kankakee  Rail  Road  Company,  was  read  the  second  and 
third  times  and  passed,  (the  rules  of  the  House  having  first  been  dis- 
pensed with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it 
to  the  Senate  and  ask  their  concurrence  therein. 

The  bill   [No.  99]    declaring  Big  Raccoon  creek  in  the  county  of 
Parke  a  public  highway,  was  read  the  second  time,  and. 
On  motion  of  Mr.  Harrow,  amended. 
Od  motion  of  Mr.  Steele,  ^  ., 
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The  rales  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  a  third  time  and  passed. 

Ordered,  That  the  clerk  carrj  it  to  the  Senate  and  ask  their  con- 
currence therein. 

The  bill  [No.  101]  to  amend  an  act  entitled  an  act  to  license  and 
regulate  taverns  and  groceries,  app'd.  Feb.  3d,  1832,  was  read  the 
second  time. 

Mr.  Vandeveer  moved  to  indefinitely  postpone  the  further  conside* 
ration  thereof, 

And  the  ayes  and  noes  being  requested  thereon  by  two  meoibers. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Boone,  Craig  of  P.,  Cushman,  Lee  of  M.  and  C,  Listoo, 
Moore,  Murray,  Strain,  and  Vandeveer — 9. 

And  those  who  voted  in  the  negative  ar^y 

Messrs.  Armstrong,  Bardwell,  Brown,  Bryan,  Buell,  Carr,  Cham- 
berlain, C'ark  of  Wayne,  Clark  of  Washington,  Collins,  Curtis,  Davis, 
Dunning,  Edmonston,  Edwards,  Gregg,  Hannaman,  Harrow,  Harris, 
Howard,  Howell,  Huntington,  Jackson,  Jones,  Kilgore,  Lee  of  B., 
Macey,  Mason,  McCarty,  Miller,  Morris,  Nave,  Phelps,  Posey,  Ray, 
Ristine,  Smith,  Steele,  Templeton,  Thompson  of  A.,  Thompson  of 
L.,  Thompson  of  J.,  Vawter,  Walker  of  S.,  Watt,  Whitman,  Willett, 
Zenor  and  Stapp  Speaker^ro/^m — 49. 

Mr.  Dunning  moved  to  comnrrit  said  bill  to  acomtritteeof  the  whole? 

And  before  the  question  thereon  was  had, 

Mr.  Willett  moved  the  previous  question; 

Which  was  seconded  by  a  majority  of  all  the  members  present, 

And  was  thereupon  put, 

Shall  the  main  question  be  now  put? 

Which  was  decided  in  the  afiirmative; 

And  the  question  was  then  put. 

Shall  said  bill  be  engrossed  for  a  (bird  reading? 

Which  was  decided  in  the  affirmative* 

And  the  House  adjourned. 


FRIDAY,  January  22,  1836. 

The  House  met 

The  Speaker  laid  before  the  House  a  commanication  from  David 
McDonald,  a  statement  of  the  proceedings  of  tho  Wabasb  insurance 
company; 
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Which  was  read,  and 

On  motion,  referred  to  thejudiciary  committee. 

The  Speaker  also  laid  before  the  House,  a  communication  from 
John  H.  Thompson,  president  judge  of  ihe  second  judicinl  circuit  of 
Indiana,  on  the  subject  of  an  allowance  to  the  clerk  of  the  Floyd  circuit 
court; 

Which  was  read,  and 

On  motion,  referred  to  the  committee  of  ways  and  means. 

Mr.  Jackson  from  the  joint  commitree  on  enrolled  bills  reported, 
that  they  did  on  this  day  present  to  the  Governor  for  his  approval  and 
signature,  bills,  memorials,  and  joint  resolution,  which  originated  in  the 
House  of  Representatives,  of  the  following  titles,  to  wit: 

No.  30 — An  act  to  organize  the  county  of  Fulton; 

No.  29 — An  act  to  organize  the  county  of  Adnms; 

No.  41 — An  act  to  amend  the  act  entitled  an  act  to  incorporate  the 
Lexington  Steam  Mill  Company,  approved    February  7,  1835; 

No.  34 — An  act  concerning  the  several  townships  of  seminary  lands 
io  Monroe  county. 

No.  50 — An  act  declaring  the  county  road  from  Owensville  to  the 
mouth  of  the  Patoka  in  Gibson  county,  a  state  road; 

No.  61 — An  act  authorizing  the  sale  of  the  residue  of  one  of  th« 
reserved  sections  of  land  in  the  reserved  township  of  land  in  Monroe 
county, 

No.  98 — An  act  to  change  the  name  of  the  town  of  Somerset; 

No.  106— An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
town  of  Leavenworth,  approved  Feb.  7th  1835; 

No.  59  —A  memorial  and  joint  resolution  on  the  subject  of  a  pur- 
chase of  a  tract  of  land  from  the  United  States  of  America; 

No.  38 — An  act  to  locate  a  state  road  from  the  north  line  of  the 
State  in  the  direction  of  Chicago; 

No.  94 — an  act  to  repeal  in  part  the  act  entitled  an  act  for  assessing 
and  collecting  the  revenue,  approved  Feb.  10,  1831,  and  for  other  pur- 
poses. 

No.  35 — An  act  to  locate  a  state  road  from  South  Bend  in  the  di- 
rection of  Bertrand; 

No.  36— An  act  to  locate  a  state  road  from  portage  point  to  the  state 
line; 

No.  37 — An  act  to  locate  a  state  road  from  South  Bend  to  the  north 
line  of  the  state; 

No.  22— An  act  to  amend  an  act  entitled  an  act  for  the  appointment 
of  persons  to  receive  deeds  for  lots  or  lands  given  or  purchased  for  the 
use  of  schools,  meeting  houses,  and  masonic  lodges. 

No  23 — An  act  to  locate  a  state  road  from  Delphi  in  Carroll  coun- 
ty, to  Dayton  in  Tippecanoe  county. 

No.  25 — An  act  declaring  a  certain  road  therein  named,  a  state  road ; 

No.  27 — An  act,  to  repeal  the  act  to  incorporate  the  Crawfords- 
ville  Seminary;  ,  !<>' 

Also,  the  following,  which  originated  in  the  Senate: 

No.  45 — A  memorial  of  the  General  Assembly  of  the  State  of  lodi- 
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ana,  praying  an  appropriation  for  the  construction  of  a  harbor  at  the 
mouth  of  trail  creels; 

No.  5 — An  act  to  legalize  a  certain  act  of  James  Davis,  School  Com- 
missioner of  Sullivan  county; 

No.  7 — An  act  to  repeal  ihe  act,  approved  Dec.  24,  1834,  authoriz- 
ing the  relocation  of  a  certain  part  of  ihe  New  Albany  and  Viricennes 
state  road  at  or  near  Fredericksburgh  in  Washington  ccunty; 

No.  20 — An  act  to  incorporate  the  Perrysville  and  Danville  Rail 
Road  Company  j 

No.  1 1 — An  act  to  incorporate  the  New  Port  Steam  Mill  Company  j 
No.  25 — An  act  to  leg-ilize  the  official  acts  of  Joseph  Reeder,  and 
No.  3 — A  memorial  of  the  General  Assembly  o(  the  State  of  Indiana 
to  the  Congress  of  the  United  States,  praying  turlher  appropriation  on 
the  National  road,  within  the  limits  of  Indiana. 

Mr.  Evans  presented  the  petition  of  J.  Roop  and  others  citizens  of 
Fountain  county,  praying  a  state  road  from  Eugene  in  Vermillion  coun- 
ty to  Crawfordsville; 

Which  was  referred  to  the  committee  on  roads  without  reading. 
Mr.    Evans  also  presented  the  petition   of  sundry    citizens  of  the 
county  of  Fountain,  praying  a  change  in  the  state  road  leading  from 
Covington  to  Newtown; 
Which, 

On  motion  of  Mr.  Evans, 
Was  referred  to  the  committee  on  roads  without  reading. 
Mr.  Evans  likwise  presented  the  petition  of  sundry  citizens  of  the 
county  of  Fountain,  praying  the  construction  of  a  rail  or  turnpike  road 
from  Crawfordsville  to  the  state  line,  in  the  direction  of  Chicago  j 
Which, 

On  motion  of  Mr.  Evans, 
Was  laid  on  the  table. 

Mr.  Hannaman  presented  the   remonstrance  of  Westly  Smith   and 
others,  against  authorizing  a  relocation  of  a  part    of  the    Noblesvilie 
and  Crawfordsville  state  road  in  Boone  county; 
Which, 

On  motion  of  Mr.  Hannaman, 
Was  referred  to  the  same  select  committee  to  which  was  heretofore 
referrei  a  petition  on  the  same  subject. 

Mr.  Thompson  of  A.   presented  the  petition   of  John  Jamison  and 
others,   citizens   of  Allen   county,  praying  the  election  of  a    county 
prosecutor  for  said  county;  which. 
On  his  motion, 
Was  referred  to  the  Judiciary  committee  without  reading. 
Mr.  Thompson  of  A.  also  presented  the  petition  of  sundry  citizens 
of  the  counties  of  Allen  and  Lagrange,  praying  the  appointment  of  a 
commissioner,  to  expend  a  portion  of  the  three  per  cent  fund  on  a    cer- 
tain state^road  therein  named; 

Which  was  referred  to  the  committee  on  roads  without  reading. 
Mr.  McCarty  presented  the  petition  Olive  H.   Kelly,  praying  a  di- 
vorce from  her  husband.  Rosaman  R.  Kelly: 
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Which  was  read  and  referred  to  the  judiciary  committee. 
Mr.  Brown  from  the  judiciary  committee  made  the  following  reports 

The  judiciary  committee  to  whom  was  referred  the  petition  ot  H. 
B.  Milroy  and  numerous  other  citizens  of  Carroll  county  in  relation  to 
the  state  road  from  Delphi  to  Muncietown,  have  had  the  same  under 
their  consideration  and  direct  the  same  to  be  reported  back  to  the 
House  with  following  resolution: 

That  said  petition  be  referred  to  the  standing  committee  on  roads 5 

Which  was  read  and  adopted. 

]\Ir.  Bennett,  from  the  committee  on  claims,  made  the  following  re- 
port: 

The  committee  on  claims  to  whom  were  referred  the  claims  of  John 
H.  Bradley,  Lathrop  M.  Taylor,  John  B.  Durett,  and  Allen  Hamilton, 
witnesses  subpoenaed  to  give  testimony  before  the  judiciary  committee 
in  the  case  of  impeachment  instituted  against  Gustavus  A.  Everts, 
President  judge  of  the  8th  judicial  circuit,  have  according  to  order  had 
said  claims  under  their  consideration,  and  have  directed  me  to  recom- 
mend the  adoption  of  the  following  resolution: 

Resolved,  That  (he  committee  of  ways  and  means  be  instructed  to 
allow  in  the  specific  appropriation  bill  the  following  sums,  viz:  to 
John  H.  Bradly  the  sum  of  twenty-four  dollars  i  r  12  days  detention; 
to  Lathrop  M,  Taylor  thirty-four  dollars  for  travelling  and  detention;  to 
John  B.  Durett  ten  dollars  for  5  days  travelling;  and  to  Allen  Hamil- 
ton forty  dollars  for  time  and  detention,  whole  amount  §108  00. 

Which  was  read  and  adopted. 

Mr.  Morris,  from  a  select  committee,  made  the  following  report; 
Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  Samuel 
Darnell  and  244  others,  citizens  of  Marion  county,  praying  the  location 
of  a  state  road  from  the  Mooresville  road  to  the  National  road,  thence 
to  the  Lafayette  state  road,  also  the  remonstrance  of  Wm.  Holmes 
and  275  others  against  the  location  of  said  road, 

Report  that  it  is  inexpedient  to  legislate  at  this  time  on  that  subject. 
In  coming  to  this  conclusion,  the  committee  have  been  governed  by  the 
numbers  presented  on  the  petition  and  remonstrance. 

They  have  also  had  under  their  consideration  the  petition  of  John  H. 
Newland  and  87  others,  for  a  state  road  from  his  (Newlands)  house  to 
the  Michigan  road,  and  the  remonstrance  of  James  Bridges  and  97 
others,  against  the  location  of  said  road.  There  being  tan  more  re- 
monstrating than  petitioning  for  said  road,  they  have  directed  me  to  re- 
port  inexpedient. 


They  therefore  ask  to  be  discharged  from  the  further  consideration 
©f  said  petitions  and  remonstrances; 

Which  was  read  and  concurred  in, 

Mr.  Thompson  of  L.,  from  the  select  committee,  to  which  was  refer- 
red  a  petition  on  that  subject,  reported 

A  bill  (No.  208)  to  incorporate  the  Bedford  Insurance  company; 

Which  was  twice  read  and  referred  to  the  judiciary  committee. 

Mr.  Clark  of  Wayne  from  the  select  committee  to  which  was  refer- 
red a  petion  on  that  subject,  reported 

A  bill  (No.  209)  to  locate  a  state  road,  from  Economy  in  Wayne 
county  to  the  Flint  Springs  in  Huntington  county; 

Which  was  twice  read  (after  a  suspension  of  the  rules)  and  relevnj^d 
to  the  select  committee  on  revison.  7.1  ,. 

Messrs.  Morris,  Macey,  and  Eggleston  were  added  to  the  select  com-'^ 
mittee  on  revision. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present   to  his  excellency  the  Governor,  for  his 
approval  and  signature,  bills  which  originated  in  the  House  of  Rep-.' 
resentatives,  of  the  following  titles,  to  wit: 

No.  76 — An  act  to  incorporate  the  Evansville  and  Vincennes  rail  road 
company ; 

No.  26 — An  an  act  to  incorporate  the  Vincennes  Academy ; 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

On  motion  of  Mr.  Howell, 

Resolved^  That  the  committee  on  the  judiciary  be  instructed  to  in- 
quire into  the  expediency  of  amending  the  14»h  section  of  an  act  to 
establish  and  regulate  ferries,  approved  Feb.  10,  1831,  that  the  same 
penalties  shall  be  extended  to  citizens  of  this  slate,  as  to  citizens  of 
Kentucky  or  Illinois. 

Mr.  Huckleberry  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  this  House  will,  during  the  remainder  of  the  session, 
meet  at  half  past  8  o'clock,  forenoon,  and  at  half  past  1  o'clock,  after- 
noon, of  each  day ; 

Which  was  read  and  decided  in  the  negative. 
On  motion  of  Mr.  Jones, 

Resolved,  That  the  committee  on  claims  be  instructed  to  inquire  in. 
to  the  expediency  of  allowing  David  McDonald  a  reasonable  compen- 
sation for  his  services  as  prosecuting  attorney  in  attending  to  a  suit  of 
the  Slate  of  Indiana  vs.  the  Wabash  Insurance  Company,  and  cause 
the  same  to  be  embraced  in  the  specific  appropriation  bill. 

On  motion  of  Mr.  Morris,  ',^ 

Resolved,  That  the  claim  of  Isaac  Blackford  of  $168  for  reports  fur-,,^ 
nishedthe  state,  an  account  of  which  is  herewtth  submitted,  be  refe^^- 
red  to  the  committee  on  claims. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  the  enrolled  with  the  engrossed  bills  which 
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-OTiginated  In  the  House  of  Representatives,  of  the  following  titles  to- 

No.  31— An  act  to  legalize  the  sale  of  the  west  half  of  the  public 
square  in  the  town  of  New  Castle; 

No.  39— An  act  to  vacate  a  part  of  the  Indianapolis,  Cenlreville, 
and  Richmond  state  road  in  Wajne  county; 

No.  43 — An  act  to  change  the  time  of  holding  the  probate  courts 
in  Daviess  couniy ; 

No.  44 — An  act  to  establish  a  state  road  therein  named; 

No.  46 — An  act  to  legalize  the  proceedings  of  the  hoard  of  commis- 
toners  of  the  county  of  Lawrence; 

No.  47— An  act  to  locate  a  state  road  from  Booneville  to  Jasper. 

No.  53— An  act  to  establish  a  state  road  therein  named ; 

No.  54 — An  act  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mauksport  in  Harrison  county; 

No.  55 — An  act  for  the  estabUshment  of  a  certain  state  road  therein 
named; 

No.  79 — An  act  to  amend  an  act  entitled  an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  county,  via  Washington  in  Daviess 
-county  to  the  Rapids  of  the  Wabash  river,  at  or  near  the  mouth  of 
White  river,  approved,  January  !20,  1831; 

No.  1 15 — An  act  authorizing  the  school  commissioner  of  Dearborn 
county  to  sell  and  convey  certain  school  lands  therein  mentioned ; 

No.  1*29— An  act  authorizing  the  location  of  a  state  road,  from  Ma- 
rion in  Grant  county  to  Lagro  in  Wabash  county; 
No.  58 — An  act  entitled  an  act  respecting  the  borough  of  Vincennesj 

And  find  the  same  truly  enrolled.  . 

Whereupon,  c?:!„..tjr   -vf"»,.is. 

The  Speaker  signed  said  bills. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
^f  their  President.  j,  -  rVr:*; 

Mr,  Vandeveer  presented 

A  bill  [No.  210]  to  appropriate  a  part  of  the  three  per  cent,  fund 
in  the  county  of  Orange  and  for  other  purposes; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein.       bj'sai)  feii^  fi«i?i  t' 

Mr.  Craig  of  P.  introduced 

A  bill  [No.  211]  for  the  survey  of  a  turnpike  road  from  Mount  Ver- 
non in  Posey  county,  to  Princeton  in  Gibson  county;  ..^iii  -^i. 

Which  was  twice  read,  and,  :?'*,'«  n^    . 

On  his  motion,  rt 

Referred  to  the  committee  on  canals  and  internal  improvements.     . 

Mr.  Armstrong  presented 

A  bill  [No.  212]  to  amend  the  several  acts  for  the  promotion  of  schools 
and  education  in  Clark's  Grant; 

Which  was  three  times  read  and  passed,  (the  rules  of  l^e  House  ha?-^ 
iog  first  been  dispensed  with.) 
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Ordered.,  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

A  message  frono  the  Senate  by  Mr,  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  resolved  itself  into  a  High  Court  of  Innpeachment 
for  the  trial  of  Gus(avus  A.  Everts,  President  Judge  of  (he  Eighth  Ju- 
dicial Circuit  of  the  State  of  Indiana,  and  the  court  is  now  ready  to 
hear  the  articles  preferred  by  this  House  against  said  Everts,  and  to 
receive  (he  managers  appointed  to  conduct  the  impeachment  in  the 
Chamber  of  the  Senate. 

On  motion  of  Mr.  Willett, 

The  House  then  resolved  itself  into  a  committee  of  (he  whole  to  at- 
tend the  managers  appoin(ed  on  the  part  of  the  House  of  Representa- 
tives, to  the  Senate  chamber,  to  prefer  articles  of  impeachment  against 
Gustavus  A.  Everts,  President  Judge  of  the  Eighth  Judicial  Circuit 
of  Indiana,  before  the  High  Couit  of  Impeachment — the  said  Senate 
of  Indiana, 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  Chair,  when 

Mr.  Willett  reported  progress  and  asked  leave  to  sit  again; 

Which  leave  was  not  granted  by  the  House. 

Mr.  Mason  presented 

A  bill  [No.  2 1 3J  to  locate  a  certain  state  road  therein  named ; 

Which  was  twice  read  by  the  title  bj  consent,  and, 
On  motion. 

Referred  to  the  select  commitee  on  revision. 

Mr.  Evans  from  the  judiciary  committee,  to  which  was  referred  the 

Bill  [No.  181]  to  incorporate  the  Crawfordsville, Covington,  and  Il- 
linois Rail  Road  Company,  reported  the  same  back  to  the  House  with- 
out amendment:,  when, 

Said  bill  was  considered  as  engrossed,  read  the  third  time  by  the 
title  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Sec- 
retary: 

Mb.  Speaker — 

The  Senate  has  discharged  its  committee  of  free  conference  from 
the  further  consideration  of  the  disagreeing  votes  of  the  two  Houses 
on  the  4th  amendment  of  the  Senate  to  the  bill  of  the  House  of  Repre- 
sentatives, [No.  123]  to  provide  for  a  general  system  of  internal  im- 
provements, and  has  receded  from  said  amendment. 
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The  following  additional  message  wa3  received  from  the  Senate  by 
Mr.  Morrison  their  principal  Secretary: 

Mr.  Speaker — 

The  Senate  has  concurred  in  the  report  of  the  joint  connmittee  of 
free  conference  appointed  to  take  into  consideration  the  disagreeing 
votes  of  the  two  Houses  on  the  6th  and  9th  amendments  of  the  Senate 
to  the  bill  from  the  House  of  Representatives  [No.  81 J  amendatory  of 
an  act  entitled  an  act  estabiishinff  a  state  bank,  approved  January  20, 
1834.  ^  ^' 

Mr.  Chamberlain  presented  a  bill  [No.  215]  to  organize  the  county 
of  Noble, 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Jones  presented  a  bill  [No.  214]  regulating  the  mode  of  doing 
county  business  in  the  counties  of  Daviess  and  Martin; 

Which  was  twice  read  (the  rules  of  the  House  having  been  dispen- 
sed with),  and, 

On  motion  of  Mr.  Howell, 

Committed  to  the  committee  of  the  whole,  to  which  was  heretofore 
referred  a  bill  on  the  same  subject. 

Mr.  Listen  (on  leave  granted),  from  the  select  committee,  to  which 
was  referred  the  bill  [No.  91]  to  organize  the  county  of  Porter,  re- 
ported the  same  to  the  House  with  amendments; 

Which  were  read  and  concurred  in;  when. 
On  motion, 

Said  bill  was  was  considered  as  engrossed,  read  a  third  time  and 
passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Kelcham  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency,  the  Governor,  to  inform  the  House  of 
Representatives  that  on  the  20th  Jan.  1836,  he  approved  an  act  enti- 
tled an  act 

No.  9— To  incorporate  the  Madison  Savings'  Institution. 

The  House  then  proceeded  to  consider  theordersof  the  day. 

The  bill  (No.  104)  to  locate  a  state  road  in  Dearborn  county,  from 
the  South  Hogan  creek  bridge  to  the  north  Hogan  school  house  on 
the  Lawrenceburgh  and  Indianapolis  state  road, 

Was  read  the  second  time  and  referred  to  the  select  committee  of 
revision. 

The  bill  (No.  103)  to  incorporate  the  the  town  of  l>ublin; 
40 
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Was  read  the  second  and  third  time?,  (the  rules  of  the  Hou^e  having 
been  first  dispensed  with),  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  (heir  concurrence  therein. 

The  bill  ^No.  105)  to  amend  an  act  regulating  the  fees  and  salaries  of 
the  several  officers  and  persons  therein  named; 

Was  read  the  second  time,  and, 

On  motion  of  Mr.  Huckleberry, 

Laid  on  the  table. 

The  bill  (No,  107)  to  provide  for  the  recording  of  ear  marks  and 
brands, 

Was  read  the  second  time,  and, 
On  motion  of  Mr.  Vawler, 

Amended  by  striking  out  the  words  "twenty-five"  and  inserting  in 
lieu  thereof  "twelve  and  a  half." 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  tomorrow. 

And  the  House  adjourned. 


2  o'clock,  P.  M, 
The  House  met. 

Bills  of  the  following  titles,  to-wit: 

No.  Ill — To  locate  a  state  road  from  Michigan  City  to  the  state 
line ; 

No.  1 12 — to  locate  a  state  road  theroin  named; 

No.  113 — to  establish  a  state  road  from  Cynthiana  in  Posey  county 
to  the  mouth  of  the  Patoka  river  in  Gibson  county; 
Which, 
On  motion  of  Mr.  Craig  of  P., 

Was  amended. 

No.  119 — to  establish  a  state  road  therein  named; 

No.  134 — to  locate  a  state  road  from  Livonia  to  Milltown; 

No.  150 — to  locate  a  state  road  from  William  Brommitt's  in  Greene 
county  by  way  of  Scotland  in  said  county,  Owl  Prairie  in  Daviess  coun- 
ty, thence  to  Vincennes'in  Knoxcounly; 

No.  153— to  give  the  Fayette  circuit  court  jurisdiction  in  certain 
cases; 

No.  159 — to  establish  a  state  road  from  the  town  of  Elkhart,  Kia 
Jamestown  to  the  Michig;in  road:  and. 

No.  184 — to  locale  a  state  road  from  the  state  line  to  Laporte; 

Were  severally  read  the  second  time  and  relerred  to  the  select  com- 
mittee of  revision. 

The  bill  (No.  110)  making  it  the  duty  of  the  commissioners  of  Warren 
cou'  ty  to  pay  a  commissioner  for  locating  a  state  road  therein  naDQ^j 

Was  read  the  second  finr". 

Mr.  Buell  moved  to  indefinitely  postpone  said  bill? 

Which  motion  was  lost. 
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And  the  question  then  recurring  on  the  engrossing  of  said  bill  fbr  a 
third  reading,  was  decided  in  the  negative. 

The  bill  (No.  Il7)  to  amend  an  act  regulating  the  taking  up  of  ani- 
mals going  aslray,  and  water  crafts  and  other  articles  of  value  adrifti 
approved  Feb,  9,  1831,  was  read  the  second  time,  and, 
On  motion  of  Mr.  Howell,  laid  on  the  table. 

The  bill  [No.  1 18]  to  organize  the  county  of  Jay, 

Was  read  the  second  and  third  times  (the  rules  of  the  House  having; 
first  been  dispensed  with),  and  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Wilson  from  the  committee  of  ways  and  means, having  obtained, 
leave, made  the  following  report: 

Mr.  Speaker — 

The  committee  of  ways  and  means,  to  which  was  referred  sundry 
resolutions  relative  to  the  adoption  of  an  ad  valorem  system  of  taxa- 
tion; also  a  resolution  requiring  them  to  incorporate  in  the  revenue 
bill  a  provision  setting  apart  5  per  cent,  of  the  state  revenue  in  each 
county  for  school  purposes,  have  had  the  same  under  consederalion  and 
have  directed  me  to  report 

A  bill  [No.  216]  to  provide  for  an  equitable  mode  of  leying  the  taxes 
of  this  slate; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with.) 

Mr.  Smith  moved  to  commit  said  bill  to  a  committee  of  the  whole 
and  make  it  the  order  of  the  day  on  to-morrow. 

Mr.  Dunning  moved  to  amend  said  motion  by  making  it  the  special 
order  of  the  day  on  Monday  next ; 

Which  motion  prevailed. 

And  the  question  then  recurring  on  the  motion  to  commit  to  a  com* 
mittec  of  the  whole  as  amended. 

It  was  put  and  decided  in  the  affirmative. 

Mr.  Edmonston  moved  that  1000  copies  of  said  bill  be  printed; 

Which  motion  was  lost. 

Mr.  Huckleberry  moved  500^; 

Which  did  not  prevail. 

A  division  ot  the  question  was  then  called  for,  and  was  thereupon  put 
on  printing  and  decided  in  the  affirmative; 

When  250  copies  was  proposed,  and  decided  in  the  affirmative. 

The  bill  [No,  120]  to  amend  an  act  entitled  an  act  to  incorporate 
the  Crawfordsville  Seminary, approved  Feb.  7,  1835, 

Was  read  the  second  and  third  times  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  of  the  Senate 
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No.  22— to  amend  the  act  entitled  an  act  regulating  the  taking  up 
of  animals  going  astray  and  water  crafts  and  other  articles  of  value 
adrift,  app'd.  Feb.  7,  1835, 

Was  read  the  second  time,  and, 
On  motion  of  Mr.  Howell, 

Referred  to  a  select  committee  of  Messrs.  Howell,  Kilgore,  John- 
ston, and  Vandeveer,  and, 

On  motion  of  Mr.  Johnston, 

The  bill  [No.  117]  heretofore  laid  on  the  table  was  taken  up  and  re- 
ferred to  the  same  select  committee. 

The  engrossed  bill  of  the  Senate 

No.  26 — to  amend  the  execution  law,  was  read  the  second  time,  and 
On  motion  of  Mr.  Ra}-, 

Committed  to  the  committee  of  the  whole  and  made  the  order  of 
the  day  on  to-morrow. 

The  bill  (No.  131)  for  the  relief  of  Elizabeth  .Hatfield, 

Was  read  the  second  time;  when, 
Onmotion  of  Mr.  Willett, 

The  House  resolved  itself  into  a  committee  of  the  whole  thereon, 

And  after  some  time  spent  therein. 

The  Speaker  resumed  the  chair,  and 

Mr.  Craig  of  P.  reported  said  bill  to  the  House  with  sundry  amend- 
ments, in  which  the  concurrence  of  the  House  was  requested ; 

And  the  question  was  thereupon  put  and  decided  in  the  negative; 
When, 
On  motion, 

Said  bill  was  referred  to  the  select  committee  on  revision. 

The  bill  [No.  140]  to  amend  an  act  entitled  an  act  for  assessing  and 
collecting  the  revenue,  approved  Feb.  10,  1831, 

Was  read  the  second  time,  and, 
On  motion  of  Mr.  Vandeveer, 

Laid  on  the  table. 

Bills  of  the  following  titles,  viz: 

No.  141 — to  amend  an  act  entitled  an  act  regulating  the  fees  and 
salaries  of  the  several  officers  and  persons  therein  named,  approved 
February  7,  1831, 

On  motion  of  Mr.  Dunning, 

Amended  so  as  to  allow  grand  and  travers  jurors  $1  00  per  day  for 
their  services  during  their  attendance  on  courts. 

No.  145 — to  revive  and  amend  an  act  entitled  an  act  to  provide  for 
the  sale  of  certain  lands  therein  named,  approved  Feb.  2,  1833;  and. 

No.  143 — to  amend  an  act  relative  to  foreign  attachments,  approved 
January  20,  1831,  were  severallyread  the  second  time,  and 

Ordered,  To  be  engrossed  and  read  a  third  time  to-morrow. 

The  bill  [No.  146]  to  attach  a  part  of  the  county  of  Harrison  to  the 
county  of  Floyd,  was  read  ihe  second  time,  and 
On  motion  of  Mr.  Zenor, 

Referred  to  the  same  select  committee,  from  which  it  was  reported. 

The  bills  of  the  following  titles,  lo-wit: 
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No.  147 — to  vacate  a  part  of  a  certain  street  in  the  town  of  Wash* 
ington  in  Wayne  county; 

No.  156 — to  revive  and  continue  in  force  an  act  to  incorporate  the 
town  of  Washington  in  Daviess  county,  app'd.  Jan.  31,  1832; 

No.  206 — (o  authorize  the  holding  of  an  additional  term  of  the  Plojd 
circuit  court, 

Were  severally  read  the  second  and  third  times/and  passed,  (the 
rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  they  be  entitled  acts  and  that  the  Clerk  carry  them  to 
the  Senate  and  ask  their  concurrence  therein. 

The  Bill  [No.  157]  to  locate  a  state  road  from  Bowlinggreen  ia 
Clay  county  via  Freedom  in  Owen  county,  as  to  intersect  the  Eel  riv- 
er road  at  or  near  Solomon  Stone's  in  Greene  county, 

Was  read  the  second  time,  and 
On  motion  of  Mr.  Moore, 

Laid  on  the  table. 

The  bill  [No.  160]  to  suspend  an  act  providing  for  the  loca- 
tion of  the  seat  of  justice  in  the  county  of  Dearborn  and  for  other  pur- 
poses, approved  Feb.  6, 1835, 

Was  read  the  second  time,  and. 
On  motion  of  Mr.  Walker, 

Laid  on  the  table. 

The  joint  resolution  [No.   163]  authorizing  a  geological  and  topo- 
graphical survey  of  the  state,  was  read  the  second  time,  and 
On  motion  of  Mr.  Huntington, 

Committed  to  the  committee  of  the  whole  and  made  the  order  of  the 
day  on  to-morrow. 

The  joint  resolution  [No.  179]  concerning  a  donation  of  land  for  the 
education  of  poor,  deaf,  dumb,  and  blind  persons. 

Was  read  the  second  time,  and 
On  motion  of  Mr.  Gregg, 

Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  to-morrow. 

The  bill  [No.  182]  to  allow  additional  compensation  to  officers  of 
elections,  was  read  the  second  time,  and 
On  motion  of  Mr.  Stapp, 

Amended  by  striking  out  "fifty"  and  inserting  "one  dollar,"  and 
then, 

On  motion  of  Mr.  Dunning, 

Laid  on  the  table. 

The  bill  [No.  183]  to  amend  the  9th  section  of  an  act  relative  to 
crimes  and  punishments,  approved  Feb.  10, 1831, 

Was  read  the  second  time,  and 
On  motion  of  Mr.  Smith, 

Committed  to  the  same  committee  of  the  whole,  to  which  was  com- 
mitted a  bill  on  the  same  subject. 

The  joint  resolution  [No.  191]  authorizing  the  publishiog  of  an  act 
of  Congress  therein  named ; 
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Was  read  the  second  and  third  times  (the  rules  of  the  House  haF- 
bg  first  been  dispensed  wilh)  and  passed. 

Ordered^  That  the  Clerk  earry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

The  joint  resolulion  [No.  192]  on  the  subject  of  the  General  As= 
seiubly  granting  divorces,  was  read  the  second  time,  and 
On  motion  of  Mr.  Smifh» 

-Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  for  to-morrow. 

The  memorial  and  joint  resolulion  [No.  1&3]  to  the  Congress  of  the 
United  States,  was  read  the  second  time,  and 
On  motion  of  Mr.  Pcsey, 

Laid  on  the  table. 

The  bill  [No.  193]  providing  for  the  incorporation  of  the  Freedom 
steam  mill  company,  was  read  the  second  time,  and 
On  motion  of  Mr.  Moore, 

Referred  to  the  judiciary  committee. 

The  bill  [No.  194]  to  incorporate  the  Hanover  Steam  mill  company^, 
was  read  ihe  second  lime,  and 
On  motion  of  Mr.  Stapp, 

Referred  to  the  judiciary  committee. 
On  motion  of  Mr.  Willett, 

The  vote  heretofore  taken  on  rejecting  the  bill  [No.  IJ  to  dissolve 
the  bands  of  matrimony  existing  between  Francis  Means  and  her  hus- 
band was  re-considered ; 

And  the  question  then  recurring  on  the  rejection  thereof,  was  pufc 
and  decided  in  ihe  negative; 

When  said  bill  was  read  the  second  time,and 
On  motion, 

Committed  to  the  standing  committee  on  canals  and  internal  im- 
provements. 

The  bill  [No.  138]  to  amend  an  act  declaratory  of  the  powers  of  no- 
taries public,  approved  Feb.  2, 1833,  was  indefinitely  postponed. 

And  the  House  adjourned. 


SATURDAY,  January  23, 1836. 


The  House  met. 

Mr.  Strain  preser 
Crawford  and  Washington,  praying  the  repeal  of  an  act  establishing  a 
certain  state  road  in  said  counties;  ^ 

Which  was  referred  to  a  select  committee  of  Messrs.  Strain,  Clark, 
smd  Phelps  without  reading. 


A  tie   XIUUOC    mci. 

Mr.  Strain  presented  the  petition  of  sundry  citizens  of  the  counties  of 
vford  and  Washington,  praying  the  repeal  of  an  act  es 
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Mr.  Eggleston  presented  the  petition  of  several  citisens  of  Switser- 
^land  county,  praying  an  appropriation  of  the  3  per  cent,  fundj 

Which, 

On  motion  of  Mr.  Eggleston, 

Was  laid  on  the  table. 

Mr.  Buell  presented  the  petition  of  Henry  Jennings  and  othet?,  of 
the  unorganized  county  of  Jasper,  praying  that  a  portion  of  the  terri- 
tory of  said  county  may  be  permanently  attached  to  the  county  of 
Warren; 

Which  was  read  and  referred  to  a  select  committee  of  Mesers.  Buell, 
Brown,  and  Liston. 

Mr.  Watt  presented  two  several  remonstrances  of  several  citizens  of 
the  town  of  Brownsville  and  vicinity  in  Union  county  against  a  peti- 
tion heretofore  presented,  praying  an  act  authorizing  the  election  of  a 
Justice  of  the  peace  for  said  town; 

Which, 

On  motion  of  Mr.  Kilgore, 

Laid  on  the  table. 

Mr.  Howell,  presented  the  petition  of  Owen  Davis  of  Warrick 
xounty,  on  the  subject  of  a  state  road  and  the  supervisor  thereof; 

Which, 

On  motion  of  Mr,  Brown, 

Was  referred  to  the  committee  on  education. 
On  motion, 

Messrs.  Howell  and  Graham  were  added  to  the  cemmittee  on  edu- 
cation. 

Mr.  Slapp,  from  the  judiciary  committee  to  which  was  referred  the 
engrosseed  bill  of  the  Senate,  ^^ 

No.  47 — to  incorporate  the  Logansport  and  Eel  river  bridge  com- 
pany. 

Reported  the  same  back  to  the  House  with  amendments; 

Which  were  read  and  concurred  in,  when  said  amendments  were  or- 
dered to  be  engrossed,  and  with  the  bill,  read  a  third  time  tomorrow. 

Mr.  Brown  from  the  judiciary  committee  to  which  was  referred 

The  bill  (No.  205)  to  provide  for  transferring  causes  brought  before 
justices  of  the  peace  to  the  circuit  court  where  the  title  to  real  pro- 
perty comes  in  question; 

Reported  the  same  to  the  House  without  amendment,  when, 
On  motion. 

It  was  committed  to  a  committee  of  the  whole,  and  made  the  order 
of  the  day  on  Monday  next. 

Mr.  Brown,  from  the  same  committee,  to  which  was  also  referred 

The  bill  (No.  198)  to  incorporate  the  New  Albany  ferry  company, 
and  also  the  bill  (No.  lUl)  to  incorporate  the  Hanover  steam  mill  com- 
pany, reported  the  same  back  to  the  House  without  amendment,  when 
said  bil',  were  severally  ordered  to  be  engrossed  and  read  the  third 
time  on  Monday  next. 

Mr.  Stapp,  from  the  judiciary  committee  to  which  was  referred 
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The  bill  (No.  187)  to  incorporate  the  Vevay  and  Newport  turnpike 
tsompany,  reported  the  same  to  the  House  with  annendmentsj 

Which  were  read  and  concurred  in,  when, 
On  motion  of  Mr.  Smith, 

Said  bill  was  laid  on  the  table. 

Mr.  Eggleston,  from  the  same  committee  to  which  was  referred 

The  bill  (No.  87)  to  incorporate  the  northern  insurance  company  of 
the  state  of  Indiana,  reported  said  bill  to  the  House  with  amendments; 

Which  were  read  and  concurred  in,  said  bill  was  ordered  to  be  en- 
grossed and  read  the  third  time  on  Monday  next, 

Mr.  Johnston,  from  the  judiciary  committtee,  made  the  following 
report: 

Mr.  Speaker — 

The  committee  on  the  judiciary,  to  M'hom  was  referred  a  resolution 
of  this  House  instructing  then  to  inquire  into  the  expediency  of  so  pro- 
riding  by  law  that  the  powers  and  jurisdiction  of  justices  of  the  peace 
may  be  uniform  throughout  the  state,  and  of  revising,  amending,  and 
of  reducing  into  an  act,  all  laws  now  in  force  regulating  the  jurisdic- 
tion and  duties  of  justices  of  the  peace:  also  a  resolution  instructing 
them  to  inquire  into  the  expediency  of  so  amending  the  law  upon  the 
same  subject,  so  as  to  require  the  justice  of  the  peace  before  whom  a 
case  may  be  commenced,  in  which  the  title  to  lands  or  tenements  shall 
come  in  question,  to  certify  the  proceedings  had  before  him  in  such  case 
to  the  circuit  court;  also  a  resolution  instructing  them  to  inquire  into  the 
expediency  of  requiring  parties  in  all  suits  at  law  on  contracts  and  tort, 
when  required  by  the  adverse  party  to  be  sworn  as  witnesses;  and  also 
sundry  petitions  and  remonstrances  on  the  subject  of  the  jurisdiction  and 
duties  of  justices  of  the  peace,  have  according  to  order  had  the  same 
under  consideration,  and  have  instructed  me  to  report  a  bill,  entitled 

A  bill  to  amend  an  act  regulatmg  the  jurisdiction  and  duties  of  jus- 
tices of  the  peace,  approved  Feb.  10, 1831; 

Which  said  bill  (No.  217)  (after  a  suspension  of  the  rules)  was  twice 
read  by  its  title,  and, 
On  motion. 

Committed  to  a  committee  of  the  whole,  and  made  the  order  of  the 
day  on  Monday  next. 

Mr.  Nave,  from  said  committee,  to  which  was  referred  the  engrossed 
bill  of  the  Senate, 

No.  56— to  amend  an  act  entitled  an  act  to  regulate  the  mode  of 
doing  county  business  in  the  several  counties  in  this  state; 

Reported  the  same  to  the  House  without  amendment,  when, 
On  motion, 

Said  bill  was  committed  to  a  committee  of  the  whole,  and  made  the 
order  of  the  day  for  Monday  next. 

Mr.  Collins,  from  said  committee,  to  which  was  referred  the  bill  of 
the  Senate, 
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No.  43— to  regulate  the  mode  of  petitioning  the  Legislature  in  cer- 
tain cases; 

Made  the  following  report; 

Mr.  Speaker — 

The  committee  on  the  judiciary  to  which  was  referred  bill  43  from 
the  Senate  entitled  "an  act  to  regulate  the  mode  of  petitioning  the 
Legislature  in  certain  cases,"  have  had  the  same  under  consideration, 
and  deeming  legislation  on  the  subject  inexpedient,  have  instructed  me 
to  report  said  bill  back  to  the  House,  and  recommend  the  indefinite 
postponement  of  the  same. 

Mr.  Willett  moved  to  commit  said  bill  to  a  committee  of  the  whole; 

Which  was  decided  in  the  negative. 

And  the  question  then  recurring  on  the  indefinite  postpontment  of 
«aid  bill,  it  was  put. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs,  Bardwell,  Boone,  Chambers,  Collins,  Craig  of  P.,  Cushmah, 
Davis,  Dunning,  Edmonston,  Eggieston,  Graham,  Gregg,  Howard, 
Howell,  Huckleberry,  Johnston,  Jones,  Lee  of  M.  and  C,  McCartj, 
Morris,  Murray,  Myers,  Nave,  Phelps,  Stapp,  Steele,  Thompson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  and  Smith, 
Speaker— 32. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Brown,  Buell,  Chamberlain,  Chiles,  Clark  of  Wash- 
ington, Edwards,  Harrow,  Harris,  Jackson,  Moore,  Posey,  Ray,  Ris- 
tine.  Strain,  Templeton,  Walker  of  D.,  Watt,  Willett,  Wilson,  and 
Zenor— 2L 

And  so  said  bill  was  indefinitely  postponed. 

Mr.  Collins  from  the  judiciary  committee  to  which  was  referred  tho 
bill  No.  126,  to  amend  an  act  in  furtherance  of  an  act  to  provide  a  fund 
to  encourage  common  schools,  reported  the  same  back  to  the  Houae 
with  an  mendment; 

Which  was  read  and  concurred  in. 

Orderedf  That  said  bill  be  engrossed  and  read  the  third  time  to- 
morrow. 

Mr.  Morris,  from  the  judiciary  committee  to  which  was  referred  the 
bill  No.  63,  to  ineorporate  the  town  of  Indianapolis,  reported  the  same 
back  to  the  House,  without  amendment;  when  the  question  was  put; 
shall  said  bill  pass? 

And  decided  in  the  affirmative. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Bennett,  from  the  committee  on  claims,  made  the  following  re- 
port: 

41  %  ^  .    '-■  ' 
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The  committee  on  claims,  to  whom  was  referred  a  communication 
from  His  Excellency  the  Governor,  upon  the  stibject  of  remunerating 
persons  who  Jidvanced  money  to  supply  \ii\[h  provisions  the  forces  rais- 
ed to  suppress  the  iiisurreciion  on  the  line  of  (he  Wabash  and  Erie 
canal,  in  July  last,  have  had  Jhat  subject  under  their  consideralioUi 
and  have  directed  me  to  report  the  following  bill: 

A  bill  ("No.  218]  to  authorize  the  payment  of  expenses  incurred  in 
Buppressiri};  a  riot  on  the  Wabash  and  Eiie  canal; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
Monday  next. 

Mr.  Vawter,  from  the  committee  on  roads  to  which  was  referred 
the  engrossed  bill  of  the  Senate  No.  37,  to  amend  an  act,  entitled,  "an 
act  for  opening  and  repairing  public  roads  and  highways,  reported  the 
same  back  to  the  Hou^e,  with  amendments; 

Which  were  read  and  concurred  in;  when 

On  motinn  of  Mr.  Vawter,  the  amendments  were  considered  as  en- 
grossed, and,  with  the  bill, 

Read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  of  the  amendments  of  the 
House  thereto,  and  ask  their  concurrence  therein. 

Mn  Stapp,  fr(!m  the  select  committee  of  revision  to  which  was  re- 
ferred the  bill  No.  153  to  give  the  Fayette  circuit  court  jurisdiction  in 
a  certain  case,  reported  the  same  to  the  House,  without  amendment, 

When 

On  motion  of  Mr.  Stapp,  said  bill  was  laid  on  the  table. 

Mr.  Smith,  from  the  select  committee  to  which  was  referred  the  en- 
grossed bill  of  the  Senate  No.  51,  to  lay  out  a  stale  road  in  the  coun- 
ties of  Ripley  and  Dearborn,  reported  the  same  to  the  House  with 
am«^ndrtients; 

■Wliich  were  read  and -concurred  in. 

Ofdered,  That  said  amendments  be  engrossed  and  with  the  bill,  read 
the  third  time  on  i\londay  next. 

Mr.  Strain,  from  the  select  committee  to  which  was  referred  a  peti- 
tion Oil  that  subject,  reporled 

A  bill  No.  2l9,  to  establish  a  state  road  from  Livonia  in  Washington 
county,  to  Corydon  in  Harrison  county; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  diS' 
pensed  with)  and 

On  motion,  referred  to  the  select  committee  on  revision. 

Mr.  Thompson  of  L.,  from  the  select  commillee  to  which  was  re- 
ferred a  petition  on  that  subject,  reporled 

A  bill  [No.  220]  to  locate  a  part  of  a  certain  state  road;  'if' 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with)  and 

On  motion,  referred  to  the  select  committee  on  revision. 

Mr.  Johnston  presented  a  joint  resolution 

No.  221,  on  thesubjectof  furnishing  such  new  counties  as  may  here- 
after be  organized,  with  the  laws  of  the  State ; 
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Which  was  three  timea  read  and  passed,  (the  rules  of  the  House  hav= 
ing  first  been  dispensed  with.) 

Ordered,  That  the  Clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  therein. 

On  motion  of  Mr.  Morris,  the  joint  resolution  No.  132  of  the 
State  of  Indiana  to  the  Congress  of  the  United  States,  on  the  subject 
of  granting  a  bounty  in  land  to  the  organized  militia  men,  mounted  mi- 
litia men,  and  rangers,  of  the  last  war,  was  taken  from  the  table,  read 
the  third  time  and  passed. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence therein. 

On  motion  of  Mr,  Dunning,  the  memorial  and  joint  resolution  No. 
193  to  the  Congress  of  the  United  States,  heretofore  laid  on  the  table, 
was  taken  up,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  nnd  ask  their  concur- 
rence therein. 

On  motion  of  Mr.  Huckleberry,  the  joint  resolution  No.  149  on 
the  subject  of  providing  compensation  to  the  United  States  Rangers, 
raised  under  the  act  of  Congress  of  June  1 832,  for  horses  lost  by  them 
whilst  in  the  service,  heretofore  laid  on  the  table,  was  taken  up,  read 
the  third  time  and  passed. 

Ordered,  That  the  clerk  carry  it  to  the  Senate  and  ask  their  con- 
currence therein. 

Mr.  Vawter  presented 

A  bill  [No,  222]  for  the  improvement  of  Morgantown,  in  Morgan 
county: 

Which  was  read  three  times  and  passed  (the  rules  of  the  house  hav- 
ing first  been  dispensed  with. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Craig  of  P.,  presented 

A  bill  [No.  223]  providing  the  mode  of  opening  and  repairing  pub° 
lie  roads  and  highways  in  Posey  county; 

Which  was  twice  read,  and 

On  motion  of  Mr,  Morris,  committed  to  the  committee  on  roads. 

Leave  of  absence  was  granted  to  Mr.  Clark  of  Wayne  until  Monday- 
week  next;  and 

Leave  of  absence  was  also  granted  to  Mr.  Lee  of  B. 

And  the  House  adjourned. 

2  o'c/ocAr,  P.  M. 

The  House  met. 

A  Message  from  the  Senate  by  Mr.  Mbrrison  their  principal  Sec- 
retary: 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment,  engrossed  bills  and  joint 
resolutions  from  the  House  of  Representatives  entitled  as  followi,  viz: 
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No  48 — An  act  to  make  the  Knox  couuty  Agricultural  Society  » 
brancli  of  the  State  Agricultural  Society  of  Indiana ; 

No.  128 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
St.  Joseph's  Iron  Company; 

No.  1 75 — An  act  to  vacate  a  part  of  a  state  road  therein  named  and 
/brother  purposes; 

No.  176 — An  act  to  authorize  the  location  of  a  state  road  from  the 
mouth  of  Eel  river  in  Greene  county  to  Bowlinggreen  in  Clay  county  j 

No.  178 — An  act  to  establish  a  state  road  from  Scott's  ferry  in 
Morgan  county,  by  the  way  of  Hadley's  mill  in  said  county,  to  Belviile 
io Hendricks  county; 

No.  165 — A  joint  resolution  relative  to  the  Marion  county  Library 
moneys; 

No.  167 — A  joint  resolution  relative  to  the  Michigan  road  lands; 

Also  engrossed  bills  of  the  Senate  entitled  as  follows,  viz: 

No.  38 — An  act  to  encourage  domestic  manufactures; 

No.  60 — An  act  to  charter  and  define  the  powers  and  duties  of  the 
trustees  of  the  town  of  Evansville ; 

In  which  bills  of  the  Senate  the  concurrence  of  the  House  of  Rep- 
resentatives is  requested. 

The  engrossed  bill  of  the  Senate  [No.  38]  to  encourage  domestic 
manufactures, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispen- 
sed with),  and 

On  motion, 

Referred  to  the  committee  on  agriculture. 

The  engrossed  bill  of  the  Senate  [No.  60]  to  amend  the  charter  and 
define  the  powers  and  duties  of  the  president  and  trustees  of  the  town 
of  Evansville; 

Was  twice  read,  (the  rules  of  the  House  having  first  dispensed  with), 
and  committed  to  the  judiciary  committee. 

The  following  message  was  also  received  from  the  Senate  by  Mr. 
Morrison  their  principal  Secretary: 

Mr.  Speaker — 

The  Senate  has  passed  with  amendments  to  each,  an  engrossed  bill 
and  a  joint  resolution  from  the  House  of  Representatives  entitled  aa 
follows,  viz: 

No.  89 — An  act  to  enable  the  school  commissioners  of  the  several 
counties  v(  this  state  to  correct  the  returns  of  the  collectors; 

No.  168 — A  joint  resolution  for  the  relief  of  James  Scott; 

In  which  amendments  the  concurrence  of  the  House  of  Representa- 
tives is  requested. 

The  amendments  of  the  Senate  to  the  engrossed  bill  of  the  House, 

No.  89 — To  enable  the  school  commissioners  of  the  several  counties 
of  this  state  to  correct  the  returns  of  the  collectors, 

Were  severally  read  and  concurred  in  by  the  House. 

The  amendment  of  the  Sena?e  ^o  the  joint  resolutiofi; 
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No.  168 — For  the  relief  of  James  Scott,  was  read  aod  coDcurred  ira 
hy  the  House. 

On  motion  of  Mr.  Vawter, 

The  previous  orders  of  the  day  were  for  the  present  posfponedj  and 

The  House  again  resolved  itself  into  the  commitee  of  the  whole  on 

The  bill  [No.  62]  authorizing  a  loan  for  the  improvement  of  state 
roads  and  pledging  the  3  per  cent,  fund  for  the  pa)'ment  thereof, 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  Chair,  and 

Mr.  Armstrong  reported  the  said  bill  to  the  House  without  amend° 
ment,and  asked  to  be  discharged  from  the  further  consideration  thereof, 
Whereupon, 

Said  committee  was  so  discharged. 

Mr.  Vawter  then  moved  to  refer  said  bill  to  a  select  committee. 

Mr.  Brown  moved  to  indefinitely  postpone  said  bill. 

Mr.  Stapp  (hen  moved  to  lay  it  on  the  table; 

Which  motion  was  lost; 

And  the  question  on  the  indefinite  postponement  thereof  was  then 
put, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Brown,  Bryan,  Buell,  Carnan,  Chiles,  Curtis,  Davis,  Dun- 
ging, Edwards,  Gregg,  Harrow,  Johnston,  Kilgore,  Lee  of  M.  and  C, 
Mason,  McCarty,  Morris,  Myers,  Nave,  Posey,  Ray,  Steele,  Thomp- 
son of  J.,  Walker  of  S.,  Willett,  and  Smith,  Speaker — 26. 

And  those  who  voted  in  the  negative  arcj 

Messrs.  Armstrong,  Bennett,  Boone,  Carr,  Chamberlain,  Cham- 
bers, Clark  of  Washington,  Collms,  Craigof  P.,  Edmonston,  Eggleston, 
Graham,  Harris,  Howard,  Howell,  Huckleberry,  Jackson,  Jones, 
Miller,  Moore,  Murray,  Phelps,  Ristine,  Smith,  Stapp,  Strain,  Tem- 
pleton,  Thompson  of  A.,  Vandeveer,  Vawter,  Walker  of  D.,  Watt, 
Wilson,   and  Zenor — 34. 

And  so  said  bill  was  not  indefinitely  postponed. 

And  the  question  then  recurring  on  the  motion  to  commit  to  a  select 
committee;  when 

Mr.  Davis  moved  to  amend  said  motion  by  the  following  instructions: 

To  report  a  bill  to  the  House  for  a  loan  of  ^SOOjOOO  and  to  appro- 
priate the  same  in  those  counties  which  are  not  benefitted  by  the  bill 
to  provide  for  a  general  system  of  internal  improvement; 

Which  motion  was  lost. 

Mr.  Vandeveer  then  moved  the  following  instructions: 

To  strike  the  bill  out  from  the  enacting  clause  and  report  a  bill  ap- 
propriating  ^1,000  to  each  county  in  anticipation  of  the  three  per 
cent,  fund  as  fast  as  it  may  accrue  from  the  sales  of  the  public  lands; 

Which  was  decided  m  the  negative. 
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Mr.  Huckleberry  then  moved  to  amend  said  motion  by  the  followiDg 
instructions: 

To  appropriate  the  sum  proposed  to  be  borrowed  by  the  bill,  to  those 
sections  of  ihe  country  that  have  not  had  appropriations  made  them  by 
the  bill  providing  for  the  general  syslem  of  internal  improvements; 

Which  motion  did  not  prevail. 

Mr.  Willett  then  moved  to  commit  said  bill  to  a  committee  of  the 
whole; 

Which  was  decided  in  the  negative; 

And  the  question  then  recurring  on  the  motion  to  commit  to  a  se- 
lect committee, 

It  was  put  and  decided  in  the  affirmative. 

Ordered^  That  Messrs.  Vawter,  Bennett,  Eggleston,  Ristine,  aod^ 
Thompson  of  A.  be  that  committee. 

And  the  House  adjourned. 


MONDAY,  January  25,  1836. 

The  House  met. 

Mr.  Davis  presented  the  petition  of  James  Kinkennon  and  others^, 
citizens  of  the  town  of  Middletown,  in  the  county  of  Tippecanoe,  pray- 
ing an  alteration  and  change  in  the  name  of  said  town,  to  the  name  of 
«Wesl  Point;" 

Which  was  referred  to  a  select  committee  of  Messrs.  Brown  and  Da- 
vis, without  reading. 

Mr.  Morris  presented  the  petition  of  Ann  E.  Johnston,  widow  of 
James  Johnston  deceased,  and  others,  praying  an  act  authorizing  the 
gale  of  certain  real  estate  therein  named; 

Which  was  read  and  referred  to  a  select  committee  of  Messrs,  Mor- 
ris, Stapp,  and  Huntington. 

Mr.  Vawter  presented  the  petition  of  C.  R.  Hudson  and  others,  pray- 
ing the  vacation  of  a  part  of  a  certain  state  road  therein  named,  which 
On  motion  of  Mr.  Vawter,  was  referred  to  the  committee  oa 
roads,  without  reading. 

Mr.  Armstrong  presented  the  petition  of  James  McHenry,  commis- 
sioner of  a  stale  road  in  Clark  county,  praying  that  the  location  of  said 
road  maybe  legalized;  which, 

On  motion  of  Mr.  Armstrong,  was  referred  to  the  select  com- 
mittee of  revision. 

Mr.  Dunning  presented  the  report  of  the  directors  of  the  Leven- 
worth  and  Bloomington  Rail  Road  Company,  which, 

On  motion,  was  referred  to  a  select  committee  of  Messrs.  Dun- 
ning, Morris.  Craig  of  M.,  Thompson  of  L.,  Boone,  Vandeveer.  Mur- 
ray and  Phelps. 
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Mr.  Ray  presented  the  petition  of  William  Connell  and  others,  citi- 
sens  of  the  town  of  Cambridge,  in  Wayne  county,  praying  an  amend- 
ment of  the  htv  regulating  taverns  and  groceries;  which 
On  his  moiion,  was  laid  on  the  table. 

Mr.  Howard  of  D.,  presented  the  petition  of  sundry  citizens  of  said 
county  of  Dearborn,  praying  a  division  of  said  county,  and 

Mr.  Eggleslon  presented  the  remonstrance  of  sundry  citizens  of  the 
-county  of  Switzerland,  against  a  petition  heretofore  presented,  praying 
the  formation  of  a  new  county  out  of  the  counties  of  Dearborn  and 
Switzerland,  which  were  severally  referred  to  the  select  committee 
appoidtcd  on  that  subject. 

Wr.  Walker  of  D.,  presented  the  petition  of  sundry  citizens  of  Dear- 
born county,  praying  that  the  town  of  Lawrencebuigh  may  be  strick- 
en off  from  the  Slate  ofliidiana,  and  ceded  and  attached  to  the  State 
of  Kentucky;  which. 

Oil  motion  of  Mr.  Walker  of  D.,  was  read  and  referred  fo  the 
select  committee  on  the  subject  of  a  division  of  said  county  of  Dear- 
born. 

Mr.  Ray,  from  the  judiciary  committee,  to  which  was  heretofore  re- 
ferred the  bill  [No.  195]  providing  for  the  incorj)oration  of  the  Free- 
dom Steam  Mill  Company,  reported  the  same  back  to  the  House  with- 
out amendment. 

Ordered^  That  said  bill  be  engrossed  and  read  the  third  time  to-mor- 
row. 

Mr.  Brown,  from  the  judiciary  committee,  made  the  following  re- 
port: 

The  judiciary  committee  to  whom  were  referred  bills  of  the  House 
numbered  139  and  161,  relative  to  the  act  regulating  suits  at  law, 
have  had  the  same  under  their  consideration,  and  have  incorporated 
said  bills,  and  report  the  same  to  the  House  without  amendment, in 
one  bill, 

^0.  161,  supplemental  to  an  act  entitled,  an  act  to  regulate  the 
practice  in  suits  atlaw,  approved  January  29th,  1831 ; 

Which  amendment  of  the  committee  by  incorporating  said  bills,  was 
concurred  in  by  the  House,  when 

On  motion  of  Mr.  Bryan,  said  bill  was  considered  as  engrossed, 
read  the  third  time,  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 
Mr.  Vawter,  from  the  committee  on  roads,  made  the  following  reports: 

Mr.  Speaker-— 

The  committee  on  roads  to  which  was  referred  the  petition  of  John 
McConnel  and  others,  praying  that  the  size  of  Kosciusko  county  be 
reduced,  by  detaching  therefrom  six  miles  of  the  south  part  of  said 
county,  have  according  to  order  had  the  san;e  under  consideration, 
and  the  committee  have  directed  me  to  report  that  legislaiion  on  that 
subject  is  ioexpedieot. 
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Mr.  Speaker— 

The  committee  on  roads  to  which  was  referred  the  petition  of  Jo- 
seph  Nicholas  and  others;  also  the  petition  of  Rne  Pugh  Jr.,  and  oth- 
ers, praying  the  appropriation  of  money  for  the  erection  of  Bridges  &c. 
also  that  provisions  be  made  by  law  for  the  better  improvement  of  pub- 
lic roads,  have,  according  to  order,  had  the  same  under  consideration, 
and  the  committee  have  directed  me  to  report,  that  legislation  on  the 
subject  of  appropriating  money,  as  prayed  for,  is,  at  this  lime,  inexpe- 
dient, and  that  the  balance  of  the  prayer  of  said  petitioners  has  been 
provided  for  in  a  bill  heretofore  acted  on,  by  the  two  houses  of  this 
General  Assembly; 

Which  were  read  and  concurred  in  by  the  House. 
On  motion  of  Mr.  Stapp, 

The  committee  on  canals  and  internal  improvements  to  which  was 
referred  the  bill, 

No.  1 — to  dissolve  the  bands  of  Matrimony  existing  between  Fran- 
cis Means  and  her  husband,  William  C.  Means,  was  discharged  from 
the  further  consideration  thereof,  nnd  said  bill  was  laid  on  the  table. 
On  motion  of  Mr.  Johnston, 

Mr.  Hubbard  was  added  to  the  committee  on  enrolled  bills. 

Mr.  Eggleston,  from  the  select  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  224)  to  incorporate  the  town  of  New  York,  in  Switzer- 
land county; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to 
morrow. 

Mr.  Liston,  from  the  select  committee,  to  which  was  referred 

The  bill  (No.  10)  to  incorporate  the  South  Bend  manufacturing  com- 
pany, reported  the  same  back  to  the  House  with  amendments; 

Which  were  severally  read  and  concurred  in,  when. 
On  motion  of  Mr.  Liston, 

Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

When, 

On  motion  of  Mr.  Liston, 

The  title  of  said  bill  was  amended. 

Mr.  Buell,  from  the  select  committee,  to  which  was  referred  a'peti- 
tion  on  that  subject,  reported 

A  bill  (No.  226)  to  enlarge  the  county  of  Warren ; 

Which  was  twice  read  (the  rules  of  the  House  having fir&t  been  dig' 
pensed  with.) 

On  motion  of  Mr.  Davis, 

Said  bill  was  laid  on  the  table. 

Mr.  Thompson  of  L.,  from  a  select  committee,  made  the  /ollowing 
report: 
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Mb.  Speaker— 

The  select  committee  to  whom  was  referred  a  rcBolution  of  the 
House  instructing  an  inquiry  into  the  expediency  of  abolishing  public 
executions,  have,  after  due  consideration  bestowed  upon  the  same,  di- 
rected me  to  report  a  bill. 

A  bill  (No.  225)  to  abolish  public  executions; 

Which  was  read  the  tirst  time. 

Mr.  Vandcveer  moved  to  reject  said  bill; 

Which  motion  was  decided  in  the  negative,  wh^n 

Said  bill  passed  to  the  second  reading  on  to  morrow. 

Mr.  Walker  of  D.,  from  a  select  committee,  made  the  following  re- 
port: 

Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  John 
Vanosdol  and  others,  praying  a  review  on  part  of  a  state  road  leading 
from  the  town  of  Rising  Sun  in  Dearborn  county  to  Crosspliins  in  Rip- 
ley county,  have  had  the  same  under  their  consideration,  and  the  re- 
monstrance of  Thomas  Cole  and  others,  against  said  review.  The 
committee  have  directed  me  to  report,  that  it  is  inexpedient  to  legis- 
late on  the  same  any  Airther. 

Which  was  read  and  concurred  in. 

Mr.  Buell,  from  the  select  committtee,  to  which  was  referred  the  bill, 
No.  136 — to  incorporate  the  judicial  townships  in  Warren  county; 
Reported  the  same  to  the  House,  with  amendments; 
Which  were  read  and  concurred  in. 

Ordered,  That  said  bill  be  engrossed  and  read  a  third  time  to  mor- 
row. 

Mr.  Dunning,  from  the  committee  on  the  state  library,  to  which  was 
referred  the  engrossed  bill  of  the  Senate, 

No.  50 — on  the  subject  of  authorizing  the  Secretary   of  State  to 
furnish  the  counties  of  Allen  and  Laporte  with  copies   of  the   revised 
laws,  reported  the  same  to  the  House  without  amendment. 
Ordered^  That  said  bill  be  read  the  third  time  tomorrow. 
Mr.  Ray  presented 

A  bill  (No.  227)  to  amend  an  act  regulating  distress  for  rent ,  ap- 
proved Feb.  1,  1 83 1; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
morrow. 

Mr.  Storm  presented 

A  bill  (No.  228)  to  appropriate  so  much  of  the  3  per  cent,  fund  as 
is  now  due  to  Greene  county; 

Which  was  twice  read  (the  rules  cf  the  House  having  first  boon  dis- 
pensed with,)  and, 

On  motion  of  Mr.  Vawtcr, 
Was  referred  to  the  committee  on  roads.  •^ 
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Mr.  Graham  presented 

A  bill  (No.  229)  for  the  relief  and  benefit  of  Thomas  Smith; 

Wivicb  Wos  three  limes  re?.d  and  pas>er!,  (ii.e  nilt-s  of  t!i^  House  hav- 
ing first  bepn  i1ispf!n:?ed  \<ith.) 

O'nlcrp.r!^  Thai  it  he  entitled  an  not  ai,d    thai  the  clerk  carry  it  to 
the  S-Tuite  ;ind  fi?k  "heir  c>inriii  reiict;  therein. 

Mr.  Craie  of  ?J.  presented 

A  hiil  (No.  -2.30)  lo  attach  the  county  of  Morgan  to  the  15th  brigade 
of  Indiana  nnihtia ; 

U'hicli  ivas  ihree  times  read  and  passed,  (the  rules  of  the  House  be- 
ing dispeusf  d  n  ilh,) 

Ordeierl^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  ai^d  ask  iht^ir  concurrence  therein. 

Ml.  Mjers  [iresented 

A  bill  (No.  231)  to  incorporate  the  Vincennes  manufacturing  com- 
pany ; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  dis- 
pensed witli,)  and, 
On  motion, 

Referred  to  the  judiciary  committee. 

Mr.  S'l'tle  presented 

A  bill  (No.  23'2)  declaring  a  certain  road  therein  named  a  state  road; 

Wiiich  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and, 
On  mofion. 

Referred  to  the  select  committee  on  revision. 

Mr.  Morris  presented 

A  hill  (No.  233)  to  change  the  time  of  holding  circuit  courts  in  the 
fith  judicial  circuit; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed wifh)  and  referred  to  the  judiciary  committee. 

Mr.  Kilgore  presented 

A  bill  (No.  234)  to  change  the  time  of  holding  commissioners  court 
in  the  county  of  Delaware; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered.  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  the  enrolled  with  the  engrossed  bill,  which 
originated  in  the  House  of  Representatives  of  the  following  title,  to 
wit: 

No.  123 — An  act  to  provide  for  a  general  system  of  Internal  im- 
provements; 

,And  find  the  same  truely  enrolled. 
'"'"      Whereupon, 

The  Speaker  signed  the  same. 

Ordered.,  That  the  clerk  carry  it  to  the  Senate  for  the  signature 
<ii  their  President. 
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Of)  motion  of  Mr.  Smith, 

The  previous  orders  of  the  day  were  for  the  prespnt  postpone(1,and 

The  bill  [N'>.  I87j  lo  incorporate  the  Vevay  and  Napoleon  turnpike 
company,  was  laken  from  tiie  table,  and 

On  the  re.-pective  motions  of  iVleisrs.  Smith,  Jackson,  and  Walkar 
of  D.  was  amended,  and 

Ordered^  To  be  engrossed  and  read  the  third   time  to-morrow» 

Bills  on  their  third  reading  were  then  considered; 

The  engrossed  bills, 

No.  90 — declaring  a  misprint,  and 

No.  92 — to  organize  Kosciusko  county, 

Were  severally  read  the  third  time  and  passed. 

Ordered,  That  they  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate  and  a^k  their  concurrence  therein. 

The  engrossed  bill  [No.  101]  lo  amend  an  act  entitled  an  act  to  li- 
cense and  regulate  taverns  and  groceries,  approved  February  3, 1832, 
was  read  the  third  time. 

Mr.  Ristme  moved  lo  commit  Said  hill  to  a  select  committee  with  in- 
Btructions  to  amend  the  same  by  striking  out  in  the  7ih  line  and  2d 
section,  the  words  "person  who  is  known  to  be  an  habitual  drunkard." 
Mr.  Clark  of  Washington  moved  to  amend  said  instructions  by  striking 
out  that  part  of  the  bill  "disqualifying  a  person  obtaining  a  license  for 
two  years  after  having  been  convicted  of  an  offence  under  the  provis- 
ions thereof;" 

Which  motion  was  decided  in  the  affirmative; 

And  the  question  then  recurring  on  committing  to  a  select  commit- 
tee, with  the  instructions  as  amended,  was  put  and  decided  in  the  af- 
firmative. 

Ordered,  That  Messrs.  Ristine,  Clark  of  Washington,  and  Ray  be 
that  committee. 

The  engrossed  bill  [No.  107]  to  provide  for  the  recording  of  ear 
marks  and  brands,  was  read  the  second  time,  and 
On  motion  of  Mr.  Clark  of  Washington, 

Indefinitely  postponed. 

The  engrossed  bill  [No.  14l]  to  amend  an  act  entitled  an  act  to 
regulate  the  fees  and  salaries  of  the  several  officers  and  persons  there- 
in named,  approved  February  7,  1831,  was  read  the  third  time,  and 

On  the  question  shall  the  bill  pass? 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Boone,  Brown,  Buell,  Carnan,  Carr,  Chamberlain,  Chiles, 
Clark  of  Washington,  Collins,  Craig  of  P.,  Curtis,  Davis,  Dunning, 
Edwards,  Eggleston,  Evans,  Gregg,  Harrow,  Harris,  Howard,  Hub- 
bard, Huntington,  Jackson,  Johnston,  Kilgore,  Lee  of  M.  and  C, 
Mason,  McBean,  Morris,  Murray,  Myers,  Posey,  Ray,  Ristine,  Smith, 
Stapp,  Steele,  Strain,  Thompson  of  A.,  Thompson  of  J,,  ThompsoQ 
of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Watts  Wbitman,  VVillett^ 
Wilpou,  Zeflor.  and  Smith,  Speaker — 50^ 
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And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bryan,  Craig  of  M.,  Cushman,  Edmonston,  Gra* 
ham,  Howell,  Huckleberry,  McCarty,  Miller,  Moore,  Nave,  and 
Phelps— 13. 

And  so  Sfiid  bill  passed. 

Ordered,,  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se« 
nate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  flowell, 

The  previousordersol  the  day  were  dispensed  with  and  the  resolution 
heretofore  moved  by  Mr.  Kilg'tre,  fixing  on  the  6th  February  next  as 
the  day  for  an  culjournmeni  sine  die,  was  taken  from  the  table;  when 

Mr.  Kilgore  withdrew  the  same. 
On  motion  of  Mr.  Willetl, 

The  previous  orders  of  the  day  were  for  the  present  postponed  and 

The  House  proceeded  to  consider  the  bill  [No.  1G2]  to  subject  equi- 
table interest  and  choses  in  action  to  execution;  when 

Mr.  Willett  muved  to  so  amend  the  same  as  that  (he  provisions  there* 
of  shall  not  effect  the  rights  of  any  person  or  body  corporjtle  orpoUiic, 
vested  according  to  common  law  previous  to  the  passage  of  said  act; 

Which  motion  prevailed. 

Ordered^  That  said  bill  be  engrossed  and  read  the  third  time  t^ 
snorrow. 

And  the  House  adjourned. 

2  o'clock^  P.  M. 

The  House  met 

Mr.  Jarkson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  had  compared  the  enrolled  with  the  engrossed  bill  which  origi- 
nated ill  the  House  ol  Representatives  of  the  following  title,  to  wit: 

No.  81 — An  act  amendatory  of  an  act  entitled  an  act  establishing  • 
state  bank,  approved  Janunry  28,  1834, 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bill. 

Ordered^  That  the  clerk  carry  it  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Chamberlain  having  obtained  leave,  moved  the  adoption  of  the 
following  resolution: 

Resolved^  That  the  committee  on  claims  be  instructed  to  investi- 
gate the  claims  of  Charles  Irwin,  Samuel  C.  Sample,  Henry  Cooper, 
John  Norrif,  and  George  Beals,  for  their  travel  and  attendance  as  wit- 
nesses in  the  investigation  of  charges  against  Judge  Everts,  and  to 
allow  said  witnesses  a  reasonable  compeDsatioo  therefor; 

Which  was  read  aod  adopted. 
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Mr.  Bennett  from  the  committee  on  claims  having  obtained  leare^ 
made  the  following  report: 

The  commiltec  on  claims  to  whom  were  referred  (he  claims  of  Sam- 
uel C.  Sample,  Henry  Cooper,  Charles  Irwin,  John  Norris,  find 
Georg*.'  Benl*,  witnesses  subposo?jeil  to  ^ive  evidence  in  the  case  of  im- 
peachmenJ  instituted  against  Judge  Evert?,  have  according  to  order 
had  said  several  claims  under  their  consideration  and  have  instructed 
me  lo  report  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
allow  in  the  specific  appropriation  bill  lo  Samuel  C.  Sample,  Henry 
Cooper,  John  Morris,  and  George  Deals  each  the  sum  of  $50  00,  and 
to  Charles  Irwin  §60  00,  as  a  compensation  to  them  as  such  witnesses. 

'J'he  cnn>mitlee  on  claims  have  further  instructed  me  to  recommend 
to  the  Hoii*e  the  adoption  of  the  following  resolution: 

Resolved,  That  a  committee  of  ways  and  means  be  instructed  (omake 
in  the  specific  appropriation  bill  an  allowance  to  Josiah  Grover  of 
$56  00  and  to  Alexis  Coquillard  $40  00  as  a  compcDsalion  to  them  as 
witnesses  in  the  above  case; 

Which  resolution  was  read  and  adopted. 
On  motion  of  Mr.  Dunning, 

The  House  resolved  itself  into  the  committee  of  whole  to  which 
was  referred  the  bill  [No.  216]  to  provide  for  an  equitable  mode  of  lev» 
ying  the  taxes  of  this  state. 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  chair,  and 

Mr.  Ray  reported  progress  and  asked  leave  to  sit  again ; 

Which  leave  was  granted  by  the  House. 

Leave  of  absence  was  granted  to  the  committee  on  canals  and  inter' 
nal  improvements  during  the  forenoon  on  tomorrow, 

Mr.  Kilgore  having  obtained  leave,  moved  the  adoption  of  the  foI« 
lowing  resolution: 

Resolved,  That  the  committee  on  claims  be  instructed  to  investigate 
the  claim  of  William  Hannah  who  has  been  detained  at  the  request  of 
G.  A.  Everts  as  a  witness  in  behalf  of  said  Everts; 

Which  was  read  and  adopted. 

And  the  House  adjourned. 


TUESDAY,  January  26,  1836. 


The  House  met. 

Mr.  Chamberlain  presented  the  petition  of  D.  Sprague,  and  otherst 
citizens  of  Michigan  city,  atid  vicinity,  praying  an  appropriatjoo  oo  « 
certain  state  road  therein  named;  which 
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On  motion  of  Mr.  Chamberlain,  was  referred  to  the  committee 
on  roads  without  reading- 
Mr.  HuiitiiipTloM  from  the  commiKee  on  education,  to  which  was  re- 
ferred the  petition  of  Owen  Davi*,  of  Warriclc  count}',  reported  tliat 
said  committee  had  had  the  said  petition  under  their  consideration,  and 
had  directed  him  to  report,  that  it  was  inexpedient  to  legislate  on  said 
petition,  and  (hereupon, 

On  his  motion,  said  committee  were  discharged  from  a  further 
consideration  thereof;  when 

On  motion,  said  petition  was  laid  on  the  table. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills  reported, 
that  they  did  on  this  day  present  to  His  Excellency  the  Governor  for 
his  approval  and  signature,  bills,  which  originated  in  the  House  of  Re- 
presentatives, of  the  following  titles,  to  wit: 

No.  97 — An  act  (o  change  the  name  of  Greensborough  in  Franklin 
county,  to  that  of  Blooming  Grove ; 

No.  31 — An  act  to  legalize  the  sale  of  the  west  half  of  the  public 
square  in  the  town  of  New  Castle; 

No.  39 — An  act  to  vacate  a  part  of  the  Indianapolis,  Centreville, 
and  Richmond  stale  road  in  VVajne  county; 

No.  46 — An  act  to  legalize  the  proceedings  of  the  board  of  commis- 
sioners of  the  county  of  Lawrence; 

No.  43 — An  act  to  change  the  time  of  holding  the  probate  courts 
in  Daviess  county; 

No.  44 — An  act  to  establish  a  state  road  therein  named; 

No.  47 — An  act  to  locate  a  state  road  frohfi  Booneville  to  Jasper. 

No.  53 — An  act  to  establish  a  state  road  therein  named; 

No.  54 — An  act  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mauksport  in  Harrison  county; 

No.  55 — An  act  for  the  estabhshment  of  a  certain  state  road  therein 

named; 

No.  79 — An  act  to  amend  an  act  entitled  an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  county,  via  Washington  in  Daviess 
county  to  the  Rapids  of  the  Wabash  river,  at  or  near  the  mouth  of 
White  river,  approved,  January  20,  1834; 

No.  58 — An  act  respecting  the  borough  of  Vincennes; 

No.  129 — An  act  authorizing  the  location  of  a  state  road,  from  Ma- 
rion in  Grant  county  to  Lagro  in  Wabash  county; 

No.  115 — An  act  authorizing  the  school  commissioner  of  Dearborn 
county  to  sell  and  convey  certain  school  lands  therein  mentioned; 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary; 
Mr.  Speaker— 

The  Senate  has  passed  without  amendment,  bills  from  the  House  of 
Representatives,  entitled  as  follows,  viz: 

No.  93 — An  act  to  amend  the  act  to  incorporate  the  Michigan  city 
and  Kankakee  Rail  Road  Company; 

No.  147— An  act  to  vacate  part  of  a  sUeet  in  the  town  of  Washing- 
ton, in  Wayne  county; 
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No.  174 — An  act  for  the  appointment  of  commissioners  to  review 
and  extend  a  state  road  in  the  county  of  Swiizf^rland;  also 

Bills  from  the  House  of  RrpresentHlives  of  t!ie  following  titles^ 
wit'i  an  amendmpnt  to  each,  viz: 

No.  91 — An  act  to  organize  the  county  of  Porter,  and  for  other  pur- 
poses; 

No.  118 — An  act  to  organize  the  cnunty  of  Jay;  also 

A  hiil  of  the  Senate  entiMrd  as  follows,  viz: 

No.  59 — An  act  to  inrorporat!'  ihc  Rome  Savings  Institution, 

In  which  hill  of  the  Senate  and  amendments  of  tlie  Senate  to  the 
bills  from  the  House  of  Representatives,  the  concurrence  of  the  House 
of  R'^presenfaiives  is  requested. 

Tiie  amendment  of  the  Senate  to  the  engrossed  hill  of  the  House  of 
Representatives  [No.  91 J  to  organize  the  county  of  Porter,  and  for  other 
purposes, 

Was  read,  when  the  House  disagreed  thereto. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

The  amendment  of  the  Senate  to  the  engrossed  hill  of  the  House  of 
Representatives  [No.  IIC]  to  organize  the  county  of  Jay,  was  read 
and  concurred  in. 

The  engrossed  bill  of  the  Senate  No.  59,  named  in  said  message,  to 
incorporate  the  Rome  Savings  Institution, 

Was  twice  read,  and  committed  to  the  judiciary  committee,  (the 
rules  of  the  House  having  first  been  dispensed  with.) 

Mr.  Dunning  from  the  select  committee  to  which  was  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  [No.  235]  to  amend  an  act  entitled  an  act  concerning  free  ne- 
groes and  m-laltoes, servants  and  slaves,  app'd.  Feb.  10,  1 831 ; 

Which  was  twice  read,  and 

On  motion  of  Mr.  Dunning, 

Committed  to  a  committee  of  the  whole  and  made  the  order  of  the 
day  on  to-morrow,  (the  rules  of  the  House  having  first  been  dispensed 
with.)  ^ 

On  motion  of  Mr.  Edmonston, 

Resolved^  That  the  committee  on  claims  be  instructed  to  inquire  into 
the  expediency  of  allowing  a  claim  of  $21  24  to  Arthur  S.  Blagrave, 
the  collector  of  the  state  revenue  for  the  county  of  Dubois,  for  the  year 
1835,  the  said  amount  having  been  paid  by  him  info  the  State  Treasu- 
ry, over  and  above  what  was  due,  being  the  amount  of  the  delinquent 
list  of  state  revenue  in  said  county,  with  leave  to  report  by  resolution 
or  otherwise.  ^ 

Mr.  Liston  presented  a  bill, 

[No.  236]  providing  for  the  holding  of  the  circuit  court  in  the  eighth 
judicial  circuit; 

Which,  (after  a  suspension  of  the  rules  for  that  purpose)  was  read 
three  times  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

The  House  then  proceeded  to  consider  bills  on  their  third  reading. 
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The  engrossed  bill  [No.  143]  to  amend  an  act  relative  to  foreign  at- 
tachments, approved  January  20th,  1831, 

Was  read  the  third  Mme.  and 

On  motion  of  Mr.  Kilgore,  laid  on  the  table. 

Engrossed  bills,  of  the  rollowiiifj  lith'S,  to  wit: 

No.  215 — to  organize  the  county  of  Noblo,  and 

No.  145 — to  revive  and  amend  an  act  ontiiled  an  act  to  provide  for 
the  sale  of  certiin  lands  therein  named,  approved  February  2d,  1835, 

Were  severally  read  the  third  time  and  passed. 

Ordered^  Thai  ihey  be  enliiled  acts,  and  that  ihe  clerk  carry  them  to 
the  Senate  and  afk  their  concurrence  therein. 

Mr,  Bennett  from  the  committee  on  claims,  made  the  following  re- 
port: 

The  committee  on  claims  having  been  convinced  that  no  allowance 
has  yet  been  made  to  William  Hanna,  a  witness  detained  nine  days  in 
the  case  of  impearl'ment  against  Judge  Everts,  hnve  directed  me  lo 
reccmmend  to  the  Hou«e,  the  adoption  of  the  following  resolution: 

Resolved,  That  the  committee  of  ways  and  means  l)e  instructed  to 
allow  in  the  specific  appropriation  bill  to  said  William  Hanna  the  sum 
o($\B  00; 

Which  said  resolution  was  read  and  adopted. 

The  Speaker  laid  before  the  House  d  report  of  the  canal  fund  com- 
missioners, which  was  read,  and 
On  motion  of  Mr.  Morris, 

Referred  to  the  joint  committee  on  the  canal  fund. 
On  motion  of  Mr.  Willett, 

Ordered  that  1000  copies  of  said  report  be  printed. 

The  Speaker  also  laid  before  the  House  a  report  of  the  Lawrence- 
burgh  and  Indianapolis  Rail  Road  Company; 

Which  was  read,  and 
On  motion. 

Referred  lo  the  committee  on  canals  and  internal  improvements. 

The  engrossed  bill  [No.  136]  to  incorporate  the  judicial  townships 
in  Warren  county,  was  read  the  third  time  and  passed;  when, 
On  motion  of  Mr.  Brown, 

The  title  of  said  bill  was  amended  by  including  the  counties  of  Tip- 
pecanoe and  Fountain. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day,  present  to  his  excellency  the  Governor,  for  his 
approval  and  signature,  bills  which  originated  in  the  House  of  Rep- 
resentatives, of  the  following  titles,  to  wit: 

No.  123— -An  act  to  provide  for  a  general  system  of  internal  im- 
provements; 

No.  81 — An  act  amendatory  of  an  act  entitled  an  act  establishing  a 
state  bank,  approved  January  28, 1 034, 


337 

A  message  from  hia  Excellency  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  Excellency  the  Governor  to  inform  the  House 
of  Representatives,  that  on  the  23d  January  1836,  he  approved  the 
acts  and  memorial  entitled  as  follows: 

An  act  (No.  29)  to  organize  the  county  of  Adams; 

An  act  (No.  30)  to  organize  the  county  of  Fulton; 

A  memorial  and  joint  resolution  (No  59)  on  the  purchase  of  a  tract 
of  land  of  the  United  States. 

The  engrossed  bill  (No.  162)  to  subject  equitable  interest  and  choses 
in  action  to  execution. 

Was  read  the  third  time,  and 
On  motion, 

Laid  on  the  table. 

The  joint  resolution  of  the  Senate  [No.  50]  on  the  subject  of  author- 
izing the  Secretary  of  State  to  furnish  the  counties  of  Allen  and  La- 
porte  with  copies  of  the  revised  laws. 

Was  read  the  third  time,  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bills, 

No.  187 — to  incorporate  the  Vevay  and  Napoleon  turnpike  com- 
pany, and 

No.  1 95 — providing  for  the  incorporation  of  the  Freedom  steam  mill 
company,  were  severally  read  the  third  time  and  passed. 

Ordered,  That  they  be  entitled  acts  and  that  the  Clerk  carry  them  to 
the  Senate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Mason, 

The  bill  [No.  153]  to  give  the  Fayette  circuit  court  jurisdiction  ia 
a  certain  case,  was  taken  up,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that^  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Hannaman, 

The  previous  orders  of  the  day  being  dispensed  with,  the  committee 

of  the  whole,  to  which  was  refered  the  bill  [No.  65]  to  authorize  the 

appointment  of  a  special  county  agent,  was  discharged  from  the  con- 

eideration  thereof. 

Ordered,  That  said  bill  be  engrossed  and  read  the  third  time  to-morrow. 

On  motion  of  Mr.  Kilgore, 

The  rules  of  the  House  being  dispensed  with,  the  committee  of  the 
whole  to  which  was  referred  the  bill  [No.  196]  regulating  the  juris- 
diction and  duties  of  justices  of  the  peace  in  Delaware  county,  was 
discharged  from  the  consideration  thereof;  when. 
On  his  further  motion. 

Said  bill  was  considered  as  engrossed  and  read  the  third  time. 
On  motion  of  Mr.  Johnston, 

Said  bill  was  laid  on  the  table. 
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Mr.  Brown  from  (he  select  committee,  to  which  was  referred  a  peti- 
tion on  that  subject,  having  olitisined  Icwe,  reported 

A  bill  [No.  237]  to  change  the  uameof  Middletown  in  the  county  of 
Tippecanoe  to  West  Point; 

Which  was  three  times  read  and  passed  (the  rules  of  the  House  haV' 
ing  first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Bills  on  Iheir  second  reading  were  next  considered: 

The  bill  [No.  224]  to  incorporate  tiie  town  of  New  York  in  Swit- 
zerland county,  was  read  the  second  lime. 

Ordered,  That  it  be  engrossed  and  read  the  third  time  to-morrow. 

And  the  House  adjourned. 


2  o'clock,  P,  M. 

The  House  met. 

Mr.  Evans  from  the  committee  on  canals  and  internal  improvements 
to  which  was  referred 

Bill  [No.  21 1]  for  the  surve}'  of  a  tbrnpike  road  from  Mount  Ver- 
non in  Posey  county,  to  Princeton  in  Gil^son  courity,  having  obtained 
leave,  reported  said  bill  back  to  the  House  without  amendment. 

Ordered,  That  said  bill  be  engrossed  and  read  the  third  time  to- 
morrow. 

Mr.  Morris  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  Anne 
Johnson,  Ben  Taylor,  S.?a(on  W.  Norris,  and  Benj.  Emmison,  praying 
the  sale  of  certain  real  estate  of  James  Johnson,  late  of  Marion  county, 
deceased,  have  had  the  same  under  consideration  and  herewith  report 
a  bill  entitled  a  bill  to  authorize  the  sale  of  certain  real  estate  of 
James  Johnson,  late  of  Indianapolis,  deceased. 

Which  said  bill  [No.  238]  was  twice  read,  and 
On  motion, 

Considered  as  engrossed,  read  (he  third  time  and  passed  (the  rules 
of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  the 
Senate  and  ask  their  concurrence  therein, 

Mr.  Evans  made  the  following  report: 

The  committee  on  canals  and  internal  improvements,  to  whom  was 
referred  a  petition  from  sundry  citizens  of  Clark  county  asking  the 
credit  of  the  state  to  be  given  to  the  Ohio  and  Indianapolis  Rail  Road 
Company,  and  a  resolution  of  this  House  on  the  same  subject,  have  di*- 
reeled  me  to  report  a  bill  in  conformity  therewith,  entitled 
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A  bill  [No.  239]  extending  the  credit  of  the  state  to  the  Ohio  and 
Indianapolis  Rail  Road  Company; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on  to- 
morrow, 

xMr.  Evans  from  the  committee  on  canals  and  internal  improvements, 
to  which  was  referred  petitions  on  that  subject,  having  obtained  leave, 
also  reported 

A  bill  [No.  240]  to  authorize  the  survey  of  a  rail  road  route  from 
Indianapolis  through  Logansport  to  Michigan  City ;  and  also, 

A  bill  [No.  24 1 J  supplemental  to  an  act  entitled  an  act  to  provide 
for  a  general  system  of  internal  improvements, approved  Jan.      1836; 

Which  were  severally  read  the  first  time  and  passed  to  the  second 
reading  on  to-morrow. 

Mr.  Huntington  from  the  committe  on  education,  to  which  was  refer- 
red the  engrossed  bill  of  the  Senate, 

No.  41 — to  incorporate  the  Parke  county  Seminary,  reported  the 
same  back  to  the  House  without  amendment;  when 

Said  bill  was  read  the  third  time  and  passed. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

And  also  the  bill  [No.  78]  amendatory  of  an  act  relative  to  county 
seminaries,  app'd.  Feb,  4,  1 831,  without  amendment. 

Ordered,  That  it  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Morris  from  the  committee  on  the  affairs  of  the  townof  Indiana- 
polis,  made  the  following  report: 

Mr.  Speaker — 

The  committee  on  the  affairs  of  the  town  of  Indianapolis  to  which  was 
referred  so  much  of  the  message  of  the  Governor  as  relates  to  the  town 
of  Indianapolis,  and  the  report  of  the  agent  of  the  town  of  Indianapolis, 
report  a  bill  entitled  a  bill  to  abolish  the  office  of  agent  of  state  for  the 
town  of  Indianapolis,  and  to  provide  for  the  sale  of  certain  lots  therein. 
Which  said  bill,  [No.  242]  was  read  the  first  time  and  passed  to.tbe 
second  reading  on  to-moirow. 

Mr.  Stapp  from  the  select  committee  on  revision,  made  the  following 
report: 

Mr.  Speaker — 

The  committee  of  revision  to  which  was  committed  several  bills  of 
the  House,  Nos.  40,  71,  83,  8.%  86,  104,  111,112,  113,119,  12^,  130, 
131,  133,  134,  150,  159,  171,  172,  173,  177,  184,  185,  186,  197,209, 
and  213,  as  also  bills  of  the  Senate,  Nos.  34  and  58,  have  had  the  same 
under  consideration  and  have  instructed  rne  to  incorporate  the  sub- 
stance of  said  bills  in  one  bill  and  report  the  same  to  the  House,  which 
I  now  do  under  the  title  of  ''a  bill  relating  to  state  roads,"  and  have  di- 
rected  me  to  reoort  the  bills  described   bv  the  above  numbers  with  a 


340 

recommendation  that  they  be  indefinitely  postponed,  and  further  to 
ask  to  have  the  committee  of  revision  dissolved ; 

Which  said  bill  [No.  243J  relating  to  state  roads, 

Was  twice  read  by  the  title,  (the  rules  of  the  House  having  first  been 
dispensed  with),  and 
On  motion, 

Committed  to  the  committee  on  roads. 

The  original  bills  were  laid  on  the  table. 

Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  that  ori- 
ginated in  the  House  of  Representatives  with  the  following  titles,  to 
wit: 

No.  28 —  A  joint  resolution  and  memorial  for  the  relief  of  Marga- 
ret Nation  and  others; 

No.  24 — An  act  establishing  as  a  state  road  the  county  road  leading 
from  Livonia  to  George  Beck's; 

No.  108 — An  act  te  incorporate  the  Indiana  Baptist  Education  Soci- 
ety and  the  Indiana  Baptist  Manual  Labor  Institute; 

No.  70 — An  act  to  incarp.-)rate  the  town  of  Vevay; 

No.  66 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  the  town  of  Brownsville';  . 

No.  64 — An  act  to  change  certain  alleys  in  the  town  of  Livonia; 

No.  124 — An  act  to  establish  a  state  road  from  a  point  in  Clay  coun- 
ty to  the  Wabash  river  near  the  mouth  of  Honey  creek  in  Vigo  coun- 
ty, and  thence  to  the  state  line; 

And  do  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered^  that  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 

On  motion  of  Mr.  Huntington, 

The  House  then  resolved  itself  into  the  committee  of  the  whole,  to 
which  was  committed  the  bill  (No.  216)  to  provide  for  an  equitable 
mode  of  levying  the  taxes  of  this  state; 

And  after  sometime  spent  therein. 

The  Speaker  resumed  the  chair,  when 

Mr,  Ray  reported  progress,  and  asked  leave  to  sit  again; 

Which  leave  was  granted  by  the  House. 

Mr.  Evans  presented  the  remonstrance  of  John  Ward  and  others, 
citizens  of  Fountain  county,  against  a  petition  praying  the  relocation 
of  a  part  of  the  Covington  and  Strawtown  state  road; 

Which, 

On  motion  of  Mr.  Evans, 

Was  referred  to  the  committee  on  roads. 

A  Blessage  from  the  Governor,  by  Mr.  Ketcham,  his  private  Secre- 
tary: 

Mr.  Speaker — 
I  am  directed  by  his  excellency,  the  Governor,  to  inform  the  House  of 
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Representatives  that  on  the  26th  Jan.  1836,  he  approved  the  acts  en- 
titled as  follows: 

No.  27— Ad  act  to  repeal  the  act  to  incorporate  the  Crawfords- 
ville  Seminary: 

No.  34 — An  act  concerning  the  reserved  township  of  seminary  lands 
in  Monroe  county; 

No.  36— An  act  to  locate  a  state  road  from  Portage  Point  to  the  slate 
line; 

No.  35 — An  act  to  locate  a  state  road  from  South  Bend  in  the  di- 
rection of  Bertrand; 

No.  37 — An  act  to  locate  a  state  road  from  South  Bend  to  the  north 
line  of  the  state; 

No.  38 — An  act  to  locate  a  state  road  from  the  north  line  of  the 
state  in  the  direction  of  Chicago; 

No.  25 — An  act  declaring  a  certain  road  therein  named,  a  state  road ; 

No  23 — An  act  to  locate  a  stale  road  from  Delphi  in  Carroll  coun- 
ty to  Dayton  in  Tippecanoe  county; 

No.  22 — An  act  to  amend  an  act  entitled  an  act  for  the  appointment 
of  persons  to  receive  deeds  for  lots  or  lands  given  or  purchased  for  the 
use  of  schools,  meeting  houses,  and  masonic  lodges. 

No.  97 — An  act  to  change  the  name  of  the  town  of  Greensboro  in 
Franklin  county,  to  that  of  Blooming  Grove; 

No.  81 — amendatory  of  an  act  entitled  an  act  establishing  a  State 
Bank,  approved  Jan.  28,  1834;, 

No.  50 — An  act  declaring  the  county  road  from  Owensville  to  the 
mouth  of  thePatoka  in  Gibson  county,  a  state  road; 

No.  41 — An  act  to  amend  the  act  entitled  an  act  to  ineorporate  the 
Lexington  Steam  Mill  Company,  approved    February  7,  1835; 

No.  61 — An  act  authorizing  the  sale  of  the  residue  of  one  of  the 
reserved  sections  of  land  in  the  reserved  township  of  land  in  Monroe 
county; 

No.  94 — an  act  to  repeal  in  part  the  act  entitled  an  act  for  assessing 
and  collecting  the  revenue,  approved  Feb.  10,  1831,  and  for  other  pur- 
poses; 

No.  98 — An  act  to  change  the  name  of  the  town  of  Somerset; 

No.  106 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
town  of  Leavenworth,  approved  Feb.  7th  1835; 

No.  76 — An  act  to  incorporate  the  Evansville  and  Vineennes  rail 
road  company. 

And  the  House  adjourned. 
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WEDNESDAY,  January  27,  1836. 

The  House  met. 

Mr.  Brown  presented  the  petition  of  William  H.  Moody,  and  others, 
citizens  oi  Laporte  county,  in  relation  to  the  state  road  from  Laporte 
to  Michigan  City,  which  was  referred  to  a  select  committee  of  Messrs. 
Brown,  Davis,  and  Liston,  without  reading. 

Mr.  Macy  presented  the  petition  of  sundry  citizens  of  the  town  of 
Knightstown,  praying  an  act  for  the  incorporation  of  said  town,  which, 
On  his  motion,  was  referred  to  the  judiciary  committee  without 
reading. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary 
Mr.  Speaker — 

The  Senate  has  adopted  the  following  resolution: 

Resolved,  That  the  Senate  will,  the  House  of  Representatives  con- 
curring herein,  adjourn  sine  die,  on  Monday  the  8th  of  February  next, 
and  that  the  House  of  Representatives  be  informed  thereof,  and  a  si- 
milar resolution  on  their  part  requested. 

Mr.  moved  to  lay  said  resolution  on  ths  table. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Boone,  Brown,  Chamberlain,  Craig  of  M.,  Cur- 
tis, Cushman,  Dunning,  Eggleston,  Evans,  Harris,  Howard,  Hubbard, 
Johnston,  Jones,  Macy,  Mason,  McBean,  Murray,  Ray,  Steele,  Strain, 
Vandeveer,  Walker  of  S.,  Whitman,  Willett,  and  Wilson— 27. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Bryan,  Buell,  Carnan,  Carr,  Cham- 
bers, Chiles,  Clark  of  Washington,  Cole,  Craig  of  P.,  Davis,  Edmonston, 
Edwards,  Gregg,  Hannaman,  Harrow,  Howell,  Huckleberry,  Jackson, 
Kilgore,  Lee  of  B.,  Lee  of  M.  and  C,  Liston,  McCarty,  Miller,  Morris, 
Myers, Nave,  Phelps,  Posey,  Ristine,  Smith,  Stapp,  Templeton,  Thomp- 
son of  A.,  Thompson  of  L.,  Vawter,  Walker  of  D.,  Watt,  Zenor  and 
Smith,  Speaker — 42. 

And  so  said  resolution  was  not  laid  on  the  table. 

And  the  question  then  recurring  on  the  question  to  reciprocate  said 
resolution, 

It  was  decided  ie  the  affirmative. 

The  following  message  was  also  received  from  the  Seoate,  by  Mr. 
Morrison  their  principal  secretary: 
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Mr.  Speaker — 

The  Sena'e  lias  passed  a  bill  from  the  House  of  Representatives,  en- 
titled as  follows,  viz: 

No.  74 — An  act  to  incorporate  (he  Laporte  Canal  and  Rail  Road 
Company,  with  an  anfiendment,  in  which  the  concurrence  of  the  House 
of  Representatives  is  requested. 

The  amendment  of  the  Senate  to  said  bill,  was  concurred  in  by  the 
House. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  following  message  was  also  received  from  the  Senate,  by  Mr. 
Morrison,  their  principal  secretary: 

Mr.  Speaker — 

The  Senate  has  passed,  without  amendment,  bills  &c.  from  the 
House  of  Representatives,  entitled  as  follows,  viz: 

No.  63 — An  act  to  incorporate  the  town  of  Indianapolis; 

No.  190 — An  act  to  amend  an  act  entitled  "an  act  encorporating 
congressional  townships  and  providing  for  public  schools  therein,  ap- 
proved February  2d,  1833; 

No.  191 — A  joint  resolution  authorizing  the  publishing  of  an  act  of 
Congress  therein  named; 

No.  206 — to  authorize  the  holding  of  an  additional  term  of  the  Floyd 
circuit  court; 

No.  238 — An  act  to  authorize  the  sale  of  certain  real  estate  of  James 
Johnson,  late  of  Indianapolis,  deceased.     Also 

A  bill  from  the  House  of  Representatives,  entitled  as  follows,  viz: 

No.  122 — An  act  to  incorporate  the  Lafayette  and  Danville  Rail 
Road  company,  with  amandments;  and 

An  engrossed  bill  of  the  Senate,  entitled  as  follows,  viz: 

No.  73 — An  act  to  amend  an  act  entitled,  an  act  for  the  promotion 
of  schools  in,  and  for  the  sale  of  lands  belonging  to  the  Vincennes  do- 
nation tract,  approved  February  7,  1835; 

In  which  last  named  bill  of  the  Senate,  and  the  amendments  made 
by  the  Senate  to  the  bill  of  the  House  No.  122,  the  concurrence  of  the 
House  of  Representatives  is  requested. 

The  Senate  has  receded  from  its  amendment  to  the  engrossed  bill 
from  the  House  of  Representatives  No.  91,  entitled  "an  act  to  organize 
the  county  of  Porter,  and  for  other  purposes. 

The  amendments  of  the  Senate  to  the  bill  [No.  122,]  to  incorporate 
the  Lafayette  and  Danville  rail  road  company,  was  read  and  concur- 
red in. 

The  engrossed  bill  of  the  Senate  [No.  75]  to  amend  an  act  entitled 
"an  act  for  the  promotion  of  schools  in,  and  for  the  sale  of  lands  belong- 
ing to  the  Vincennes  donation  tract,  approved  February  7,  1835, 

Was  read  the  first  lime  and  passed  lo  a  second  reading  on  to-morrow. 

Mr.  Howell  presented  the  petition  of  sundry  citizens  of  the  county  of 
Spencer,  praying  the  repeal  of  an  act  of  the  General  Assembly,  passed 
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at  the  session  of  1834  and  5,  for  the  location  of  a  state  road  in  said 
county,  and  a  remonstrance  of  sundry  citizens  of  said  county,  against 
said  petition;  which, 

On  motion  of  Mr.  Howell,  were  referred  to  the  committee  on 
roads. 

Mr.  Howell  also  presented  the  petition  of  H.  C.  Patridge  and  others, 
praying  a  state  road  from  Rockport  to  Washington ; 

Which  was  referred  to  a  select  committee  of  Messrs.  Howell,  Jones 
and  Edmonston. 

Mr.  Phelps  presented  the  petition  of  John  Flinn  and  others,  citizens 
of  Crawford  county,  praying  that  no  change  may  be  made  in  the  mode 
of  doing  county  business  in  said  county. 

Mr.  Eggleston,  from  the  judiciary  committee  to  which  was  referred 
the  bill  of  of  the  Senate 

No.  60 — to  amend  the  charter  and  define  the  powers  and  duties  of  the 
president  and  trustees  of  the  town  of  Evansville,  reported  the  same 
back  to  the  House  without  amendment. 

Ordered^  That  it  be  read  the  third  time  to-morrow. 

Mr.  Listonfrom  the  same  committee,  to  which  was  referred  the  bill 

No.  189 — to  incorporate  the  South  Bend  manufacturing  company, 
reported  the  same  back  to  the  House  without  amendmdnt; 

When  said  bill  was  considered  as  engrossed,  read  the  third  time  and 
passed. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senale  and  ask  their  concurrence  therein. 

Mr.  Stapp  from  the  judiciary  committee  made  the  following  report: 
Mr.  Speaker — 

The  committee  on  the  judiciary  to  which  was  committed  bills  from 
the  Senate  No.  53  entitled  an  act  relative  to  county  orders  in  Parke 
county,  and  59  entitled  an  act^to  incorporate  the  Rome  Savings'  Insti- 
tution, have  had  the  same  under  consideration  and  have  instructed  me 
to  report  the  same  to  the  House,  the  first  without  amendment  and  the 
second  with  an  amendment,  to  which  amendment  the  concurrence  of 
the  House  is  requested. 

The  engrossed  bill  of  the  Senate  [No.  53]  entitled  an  act  relative  to 
county  orders  in  Parke  county,  was  ordered  to  the  third  reading  on  to- 
morrow. 

The  amendment  of  the  committee  to  the  bill  of  the  Senate  [No.  59] 
entitled  an  act  to  incorporate  the  Rome  Savings'  Institution  was  read 
and  concurred  in. 

Ordered,  That  said  bill  be  read  the  third  time  to-morrow. 

Mr.  Carnan  from  the  committee  on  the  judiciary  to  which  was  re- 
ferred the  bill  [No.  231]  reported  the  same  to  the  House  with  one 
amendment; 

Which  was  read  and  concurred  in;  when. 

Said  bill  was  considered  as  engrossed,  read  the  third  lime  and  passed. 
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Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  (heir  concurrence  therein. 

Mr.  Brown  from  the  committee  on  the  judiciary  to  which  was  re- 
ferred Ihe  bill  No.  203  reported  the  same  to  the  House  with  an  amend- 
ment; 

Which  was  read  and  concurred  in,  when, 

Said  bill  vvosconsidered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Brown  from  the  same  committee  to  which  was  referred  the  bill 

No.  233 — to  change  the  time  of  holding  circuit  courts  in  the  5th  ju- 
dicial circuit,  reported  the  same  back  to  the  House  without  amend- 
ment; when, 

Said  bill  was  considered  asengrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Nave  from  the  same  committee,  made  the  following  report: 
Mr.  Speaker — 

The  judiciary  committee  to  whom  was  referred  a  resolution  No,  15 
requesting  an  inquiry  into  the  expediency  of  amending  the  law  ex- 
empting property  from  execution,  as  that  hereafter  whenever  any  ex- 
ecution shall  jpsup  from  any  judgment  in  this  state,  and  if  the  execu- 
tion debtor  shall  claim  any  property  exempt  from  execution,  he  shall 
make  oath  to  the  same  and  file  a  schedule  setting  forth  the  property 
so  by  him  claimed  as  aforesaid,  before  the  officer  issuing  said  execution 
if  required  by  the  officer  so  to  do,  with  leave  to  report  by  bill  or  oth- 
erwise, have  had  the  same  under  consideration  and  have  directed  me 
to  report  a  bill 

No.  244 — to  amend  an  act  entitled  an  act  to  amend  an  act  entitled 
an  act  to  subject  real  and  personal  estate  to  execution,  approved  Feb. 
let,  1834; 

Which  was  twice  read  by  consent;  when, 
On  motion  of  Mr.  Posey, 

Snid  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Armstrong  made  the  following  repprt: 
Mr.  Speaker — 

The  committee  on  the  ajSTairs  of  the  State  Prison,  report,  that  from 
an  examination  of  (he  reports  of  the  superintendent,  they  find  there 
has  been  confined  in  the  prison  the  last  year,  77  convicts — of  whom 
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13  are  natives  of  Kentucky,  10  of  Virginia,  10  of  Pennsylvania,  8  of 
Tennessee,  7  of  Ohio,  6  of  Indiana,  5  of  New  York,  3  of  North  Caro- 
lina, 3  of  MHrylaiid,  1  of  Rhode  Island,  1  of  Massfichusetip,  1  of  Geor- 
gia, 1  of  New  Jersey,  1  of  Wales,  4  of  Ireland,  2  of  Canada,  1  ofEng- 
land.  45  convicted  ofl.irceny,  6  of  burglary,  5  of  assault  and  battery 
with  intent  lo  kill,  5  of  forgery,  4  of  manslaughter,  2  of  murder,  2  of 
peijuiy,  2  of  robbery,  2  of  passing  counterfeit  money,  1  of  altering  cur- 
rent money,  1  of  assault  and  battery  with  intent  of  robbery,  1  of  stab- 
bing, and  1  of  rape. 

From  the  statement  of  the  superintendent  it  appears  that  th€  receipts 
of  the  institution  from  the  sale  of  manufactured  articles  for  the  year 
ending  1st  December  1835,  were  $10,799  90| 

Amount  of  expenses  for  same  period,  including  salaries 

of  keepers  and  hired  bands,  5,307  76| 

Leaving  a  nett  income  to  the  superintendent  after  pay- 
ing all  expenses  of  ^5,492  14 

The  committee  have  had  under  their  consideration  that  part  of  the 
message  of  (he  Governor  referred  to  them  by  a  resoluiion  of  this  House, 
which  suggests  the  propriety  of  selling  the  prison  at  Jeffersonville  and 
the  erection  of  a  more  extensive  one  at  the  seat  of  government  or 
some  other  p!;ice,  and  are  unanimously  of  opinion  (bat  it  would  be  in- 
ex[tedient  to  change  the  location  of  (he  prison;  that  the  place  of  its 
present  location  is  probably  as  good  as  any  one  which  could  now  be  se- 
lected for  the  interest  of  the  stale. 

Your  committee  ask  to  be  discharged  from  the  further  considera- 
tion of  thai  suhjtct. 

Your  committee  have  had  under  consideration  other  matters  refer- 
red to  in  the  message  of  the  Governor,  and  have  directed  me  to  report 

A  bill  to  amend  an  act  entitled  an  act  for  the  regulation  of  the  state 
prison,  approved  Feb.  10,  1831; 

Which  Siiid  hill  [No.  245]  was  read  throe  limes  and  passed  (the  rules 
of  the  house  hnvini£  first  been  dispensed  with.) 

Ordered,  That  it  he  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Vawter,  from  the  committee  on  roads,  made  the  following  re- 
ports: 

Mr.  Sl'KAKER — 

The  committee  on  roads  to  which  was  referred  the  petition  of  H. 
B.  Milroy  and  others,  praying  an  ..ppropriation  of  money  for  the  pur- 
posii  of  opening  a  state  road  through  the  Indian  coantry,  leading  from 
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Delphi  to  Muncietown,  have  had  the  same  under  consideration,  and 
the  committee  have  directed  me  to  report  that  legislation  on  that  sub- 
ject is  inexpedient  at  this  time. 

Mr.  Speaker — 

The  committee  on  ronds  to  which  was  referred  the  petition  of  John 
Fox  and  others,  praying  that  commissioners  be  appointed  to  locate  a 
state  road  commencing  at  the  moulh  of  Log-licic  creek,  thence  to  Cen- 
tre Square,  thence  to  the  Versailles  stale  road;  aI<o  a  remonstrance  a- 
gainst  the  location  of  the  proposed  road,  have  according  to  order  had 
the  same  under  consideration,  and  find  llie  number  remonstrating  lar- 
ger in  number  by  30  than  the  number  petitioning  for  said  road.  The 
committee  therefore  have  directed  me  to  report  that  legislation  on  the 
subject  of  said  petition  is  inexpedient, 

Mr.  Speaker — 

The  committee  on  roads  to  which  was  referred  the  petition  of  John 
F.  Cotton,  praying  an  appropriation  of  five  thousand  dollars  on  a  state 
road  m  Switzerland  county,  have  according  to  order  had  the  same  un- 
der consideration,  and  the  committee  have  directed  me  to  report  that 
legislation  on  that  subject,  at  this  time,  is  inexpedient. 

Mr.  Speaker — 

The  committee  on  roads  to  which  was  referred  the  petition  of  Jona- 
than Shearmon  and  others,  praying  that  the  law  be  so  amended  as  to 
subject  supervisors  of  public  roads  and  highways  to  indictment  for 
neglect  in  keeping  their  respective  roads  in  repair,  have  according  to 
order  had  the  same  under  consideration, and  the  committee  have  iirccted 
me  to  report  that  the  prayers  of  the  petitioners  are  fully  provide  I  for 
in  a  bill  of  the  two  Houses  of  this  General  Assembly  and  ask  to  bo 
discharged  from  the  further  consideration  of  said  petition; 

Which  said  reports  were  severally  read  and  concurred  in. 

Mr.  Vawter,  from  the  same  committee,  to  which  was  referred 

Thf  bill  (No.  2*28)  to  appropriate  so  much  of  the  3  per  cent,  fund  as 
is  now  due  to  Greene  county; 

Reported  the  same  to  the  House  without  amendment. 

Ordered,,  That  said  bill  be  engrossed  and  read  the  ihird  lime  (o- 
snorrow. 

Mr.  Vawter,  from  the  same  committee,  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  246)  vacating  so  much  of  the  Greensburgh  and  Charles- 
town  state  road  as  lies  between  the  widow  Stagg's  and  the  Jennings  and 
Pecalur county  lines; 

Which  was  twice  read,  (the  rules  of  the  House  ba?in|tir3t  been  dis- 
pensed with,)  and. 
On  motion. 
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Committed  to  the  committee  on  roads  with  instructions  to  incoFpo^ 
rate  the  same  in  the  bill  concerning  state  roads. 

Mr.  Hannaman,  from  a  select  committee,  made  the  following  report: 

Mr.  Speaker — 

The  select  committee  to  which  was  referred  the  petition  of  John  S. 
Fors)'th  and  40  others,  praying  the  relocation  of  that  part  of  the  New- 
castle and  Crawfordsville  state  road  which  lies  between  Lebanon  and 
Henry  Coonts';  and  also  the  remonstrance  of  Westley  Smith  and  62 
others,  against  the  same,  have  had  the  same  under  consideration,  and 
have  directed  me  to  report  that  legislation  on  that  subject  is  inexpe- 
dient, and  ask  to  be  discharged ; 

Which  was  read  and  concurred  in. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  'the  enrolled  with  the  engrossed  bills,  which 
originated  in  the  House  of  Representatives  of  the  following  titles,  to 
wit: 

No.  93 — An  act  to  amend  the  act  entitled  an  act  to  incorporate  the 
Michigan  City  and  Kankakee  rail  road  company; 

No.  118 — An  act  to  organize  the  county  of  Jay; 

No.  147 — An  act  to  vacate  a  part  of  a  certain  street  in  the  town  of 
Washin2;ton  in  Wayne  county  Indiana;  and 

No.  174 — An  act  for  (he  appointment  of  commissioners  to  review 
and  extend  a  state  road  in  the  county  of  Switzerland; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Ristine,  from  the  select  committee  to  which  was  referred  the 
bill  (No.  101)  reported  the  same  back  to  the  House  with  an  amendment, 
in  which  the  House  refused  to  concur. 

Mr.  Moore  moved  to  indefinitely  postpone  said  bill, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  qffirmaiive  are, 

Messrs,  Boone,  Bryan,  Carr,  Chiles,  Clark  of  Washington,  Cole, 
Craig  of  M.,  Craig  of  P.,  Cushman,  Eggleston,  Harrow,  Harris,  How- 
ard, Howell,  Huntington,  Jackson,  Lee  of  M.,  and  C,  Liston,  McBean, 
Miller,  Moore,  Murray,  Myers,  Nave,  Ristine.Smith,  Strain  TempletoD, 
Vandeveer,  Walker  of  D.,  Watt,  Wilson,  and  Zenor — 33. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bennett,  Brown,  Bnell,  Carnan,  Chamberlain, 
Chambers,  Curtis,  Davis,  Dunning,  Edmonston,  Ed  wards,  Evans,  Gregg, 
Hannaman,  Hubbard,  Johnston,  Kilgore,  Lee  of  B.,  Macey,  Mison, 
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McCarty,  Morris,  Phelps,  Posey,  Ray,  Stapp,  Steele,  Thompson  of  A., 
Thompson  of  L.,  Vawter,  Walker,  of  S.,  Whitman,  Willett,  &  Smith, 
Speaker— 35. 

And  so  said  bill  was  not  indefinitely  postponed. 

And  the  question  was  put, 

Shall  said  bill  pass? 

And  decided  in  the  negative. 

Mr.  Phelps,  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

The  select  committee  to  which  was  referred  a  bill  of  the  Senate 
No.  13,  and  a  bill  of  the  House  of  Representatives  No.  68,  have  di- 
rected me  to  report  them  to  the  House  without  amendment,  and  re- 
commend that  the  same  be  indefinitely  postponed; 

When  the  question  was  had  thereon,  and  decided  in  the  afiBrmative. 

Mr.  Howell  made  the  following  report: 

The  select  committee  to  which  was  referred  a  bill  of  the  Senate  No. 
22,  and  a  bill  of  the  House  No.  Il7,  to  amend  an  act  entitled  "an  act 
regulating  the  taking  up  of  animals  going  astray,  and  water  craft  and 
other  articles  of  value  adrift,  report  the  same  with  the  following  amend- 
ment: "And  the  1st  section  of  the  bill  of  the  House  to  the  bill  of  the 
Senate  as  section  4. 

And  recommend  the  indefinite  postponement  of  the  balance  of  the 
bill  of  the  House; 

Which  said  report  was  concurred  in. 

The  said  bill  of  the  House  [No.  1 17]  was  indefinitely  postponed,  and 

The  said  bill  of  the  Senate  [No.  22]  as  amended, 

Was  read  the  third  time  and  passed. 

Ordered^  That  the  clerk  inloim  the  Senate  thereof. 

Mr.  Morri?,  from  the  select  committee  to  which  was  referred  a  pe* 
tition  on  th^t  subject,  reported 

A  bill  [No.  247]  for  ilie  location  of  certain  stale  roads  in  Marion, 
Boone,  Hamilton,  and  Hancock  counties; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with)  and  ,      . 

On  motion,  > 

Referred  to  the  committee  on  roads. 
On  motion  of  Mr.  Evans, 

Resolved^  That  the  enrolling  clerk  of  this  House  have  leave  to  em- 
ploy such  assistance  as  he  may  find  necessary  in  order  to  facilitate  the 
discharge  of  the  duties  of  his  office. 
On  motion  of  Mr.  Willett, 

Resolved,  That  the  committee  on  public  buildings  be  directed  to  in- 
quire into  the  propriety  of  allowing  a  compensation  to  the  commission- 
ers appointed  to  superintend  the  erection  of  a  State  House,  and  pro- 
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vide  by  law  for  paying  the  same  out  of  the  Indianapolis  fund,  or  other- 
wise. 

On  motion  of  Mr.  Posey, 

Resolved,  That  there  be  a  select  committee  appointed  lo  inquire  in- 
to the  expediency  of  so  amending  the  law  regulating  the  dulies  of  over= 
seers  of  the  poor,  in  the  several  counties  in  this  Stale,  as  to  authorize 
the  boards  doing  county  business,  to  allow  to  each  of  paid  overseers, 
one  dollar  for  ench  day  they  are  necessarily  employed  in  the  discharge 
of  the  duties  of  their  otHces,  to  be  paid  out  of  any  money  that  may  be 
in  the  county  treasury,  not  otherwise  appropriated,  upon  the  order  of 
said  board. 

Ordered,  That  Messrs,  Posey,  McCarty,  and  Eggleslon,  be  thatcom- 
mittee. 

On  motion  of  Mr.  Brown, 

Resolved,  That  the  committee  on  claims  be  instructed  to  inquire  into^ 
the  propriety  of  allowing  to  Augustus  Wylie,  collector  of  the  State 
revenue  in  the  county  of  Tippecanoe,  for  the  years  1833  and  1834,  the 
sum  of  twenty-one  dollars  and  sixty-four  cents;  the  said  amount  having 
been  by  him  paid  into  the  stale  treasury  by  mistake,  when  he  should 
have  been  entitled  to  a  credit  for  that  sum  on  the  delinquent  list,  with 
leave  to  report  by  resolution  or  otherwise. 

Mr.  Strain  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  for  the  purpose  of  Expediting  business,  this  House 
will  meet  at  6  o'clock,  on  every  Monday,  Wednesday,  and  Friday  eve* 
ning; 

Which  was  negatived. 

On  motion  of  Mr.  Walker  of  S., 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  in- 
to the  expediency  of  affording  by  law,  some  further  relief,  for  replevy 
bail,  when  the  principal  is  about  lo  abscond  or  dispose  of  his  property. 
On  motion  of  Mr.  Lee  of  M.  and  C, 

Resolved,  That  the  judiciary  committee  be  instructed  to  inquire  into 
the  expediency  of  extending  prison  bounds  of  debtors. 

Mr.  Listen  presented 

A  bill  [No.  248]  supplemental  to  an  act  passed  during  the  present 
session  ot  the  General  Assembly,  to  provide  for  the  organization  of 
Porter  county,  and  for  other  purposes; 

Which  was  three  limes  read  and  passed,  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered,  That  the  Clerk  inform  the  Senate  thereof  and  aek  their 
concurrence  therein. 

Mr.  Dunning  presented 

A  bill  [No.  249]  to  incorporate  the  Bloomington  Saving  Institution; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and, 

On  motion,  referred  to  the  judiciary  committee. 

Mr.  Ray  presented 

A  bill  [No.  250]  to  amend  an  act  to  incorjporate  the  Wayne  and  Uni- 
on Turnpike  Company,  approved  February  7th,  1835; 
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Which  was  three  times  read  (the  rules  of  the  House  having  first  been 
dispensed  wi(!i,)  and 

On  motion  referred  to  the  judiciary  committee. 

Mr.  Kiltfore  presenled 

A  bill  [No.  25 1]  (o  amend  an  act  entitled  "an  act  to  prevent  the  gale 
of  ardent  spirits  to  the  Indians,"  approved,  February  3,  1832; 

Which  was  read  three  times  and  passed  (the  rules  of  the  House 
having  first  been  dispensed  with) 

Ordered,  That  it  he  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  JobnsJon  from  (he  joint  committee  on  enrolled  bills  reported, 
that  they  huve  compared  ilie  enrolled  with  the  engrossed  bill,  which 
originated  \n  the  House  of  Representatives  of  the  following  title,  to  wit: 

No.  91 — An  act  to  organize  the  county  of  Porter,  and  for  other  pur- 
poses, 

And  find  the  same  truly  enrolled  5 

Whereupon,  the  Speaker  signed  the  same. 

Ordered^  That  the  clerk  carry  it  to  the  Senate  for  the  signature  of 
their  president. 

Mr.  Eggleston,  from  the  judiciary  committee,  to  which  was  refer- 
red the  bill  No.  250,  to  amend  an  act  to  incorporate  the  Vv  ayne  and 
Union  Turnpike  Company,  approved  February  7th,  1836,  (on  leave 
being  granted)  reported  said  bill  back  to  the  House  without  amend- 
ment, when 

Said  bill  passed; 

Ordeied,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  225]  to  abolish  public  executions, 

Was  read  the  second  lime,  when, 

Mr.  Claik  of  Washington  moved  to  indefinitely  postpone  the  further 
consideration  thereof. 

Mr.  Moore  moved  to  lay  it  on  the  table,  which  motion  was  lost. 

And  the  question  then  recurring  on  the  motion  to  indefinitely  post- 
pone, 

And  the  ayes  and  nays  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Carr,  Chambers, 
Clark  of  Washington,  Cole,  Craig  of  M.,  Craig  of  P.,  Cushman,  Da- 
vis, Dunning,  Edmonston,  Edwards,  Eggleslon,  Harrow,  Harris,  How- 
ard, Howell,  Jackson,  Jones,  Lee  of  B..  Lee  of  M.  and  C,  Mason, 
McCarty,  Miller,  Moore,  Murray,  Myers,  Phelps,  Posey,  Ristine,  Smith, 
Steele,  Strain,  Templeton,  Vandeveer,  Vawter,  Walker  of  Dm  Watt, 
and  WbilfflaD-^42. 

And  those  who  voted  in  the  negative  are^ 
Mesirs*  Brown,  Buell,  Carnao,  Chamberlain,  Chiles,  Curtis,  Evans, 
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Hubbard,  Huckleberry,  Huntington,  Johnston,  Kilgore,  Listen,  Ma- 
cey,  McBean,  Morris,  Nave,  Ray,  Stapp,  Thompson  of  A.,  Thompson 
of  L.,  Walker  of  S.,  Willett,  Wilson,  Zenor,  and  Smith,  Speaker— 25. 

And  so  said  bill  was  indefinitely  postponed. 

And  the  House  adjourned. 

2  o'clock,  P.  M. 
The  House  met. 

A  message  from  the  Governor  by  Mr.  Ketcham  his  private  Secre- 
tary : 

Mb.  Speaker — 

I  am  directed  by  his  excellency  the  Governor  to  inform  the  House  of 
Representalives,  that  on  27th  Jan,  1836,  he  approved  the  acts  entitled 
as  follows: 

No,  53 — An  act  to  establish  a  state  road  therein  named; 

No.  54 — An  act  to  locate  a  state  road  from  New  Albany  in  Floyd 
county,  to  Mauk?port  in  Harrison  county; 

No.  55 — An  act  for  the  establishment  of  a  certain  state  road  therein 
named; 

No.  47 — An  act  to  locate  a  state  road  from  Booneville  to  Jasper. 

No.  44 — An  act  to  establish  a  state  road  therein  named; 

No.  79 — An  act  to  amend  an  act  entitled  an  act  to  establish  a  state 
road  from  Bedford  in  Lawrence  county,  via  Washington  in  Daviess 
county  to  the  Rapids  of  the  Wabash  river,  at  or  near  the  mouth  of 
White  river,  approved,  January  20,  1834; 

No.  43 — An  act  to  change  the  time  of  holding  the  probate  courts 
in  Daviess  county; 

No.  39 — An  act  to  vacate  a  part  of  the  Indianapolis,  Centreville, 
and  Richmond  state  road  in  Wajne  county ; 

No.  31 — An  act  to  legalize  tlie  sale  of  the  west  half  of  the  public 
square  in  the  town  of  New  Castle; 

No.  46 — An  act  to  legalize  the  proceedings  of  the  board  of  commis- 
sioners of  the  county  of  Lawrence; 

No.  58 — An  act  respecting  the  borough  of  Vincennes; 

No.  123 — An  act  to  provide  for  a  general  system  of  internal  ira* 
provements; 

Mr.  Evans  from  the  committee  on  canals  and  internal  improvemeDts, 
made  the  following  report: 

The  committee  on  canals  and  internal  improvemements,  to  vehom 
has  been  referred  sundry  petitions,  memorials,  remonstrances,  resolu- 
tions, and  so  much  of  the  message  of  his  excellency  the  Governorj  as 
relates  to  internal  improvements,  have  directed  me  to  report;  that  on 
alfsubject^  rfefei^red  to  your  cdmmittee,  excepit  wliat'bas  been  eflabra  "^ 
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ced  in  the  bills  heretofore  reported  and  the  reference  on  the  subject 
of  the  Chiulestown  Rail  Road, your  commiltee  deem  it  inexpedient  at 
this  fime  to  legislate. 

Your  commiuec  have  appointed  a  sub-committee  lo  draft  a  report 
on  the  suliject  of  the  Chnrleslown  Rail  Road. 

Your  committee  now  report  a  bill  supplecrental  to  the  act  pafsed 
the  present  session,  emilled  an  act  to  provide  for  a  general  system  of 
internal  improvement; 

Whir!;  said  bill  [No.  252]  was  twice  read  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Mr.  Smith  moved  to  strike  out  the  first  section  thereof; 

And  on  that  question, 

The  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstronc:,  Boone,  Bryan,  Bur-H,  Carr,  Clark  of  Washing- 
ton.  Cole,  Curti?,  Cushman,  Dunnirii.',  Edmonst  >n,  Ed"ard<,  Evfgle- 
pton,  Hovvard,  Howell,  Hiiniinj^t<in,  Jai  k?on,  Miller,  M  'orp,  Murray, 
Nave,  Phelps,  Poaey,  Smith,  Steele,   Willetl,  WjUon,  and  Zenor — 28, 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwcll,  Brown,  Carnan,  Chamberlain,  Chambers,  Chiles* 
Craig  of  M.,  Craig:  of  P.,  Davis,  Evans,  Gipgg.  Harrow,  Hat  ri>,  H>jb- 
bard,  John?ton,  Kilgore,  Lee  of  Boriholomew,  Lee  ot  M.  and  C, 
Lision.  Maroy,  Mason,  Mc Bean,  McCarly,  Morii?,  Myers,  Ray,  Ris- 
tine,  Stapp,  Strain,  Templeion,  Thompervn  of  Allen,  Thompson  of  Law- 
rence, Vandevcer,  Vavvter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whit- 
man, and  Smith  Speaker — 39. 

And  so  SMid  motion  was  decided  in  the  negative. 

Mr.  Willftit  moved  to  Insert  the  word  "seven"'  after  "six"  where  it 
occurs  in  the  first  section. 

And  the  ayes  and  noes  being  requested  thereon  by  two  memberS) 

Those  who  voted  in  the  affirmative  arcy 

Messrs.  Moore  and  Willelt — 2. 

And  those  who  voted  in  the  negative  are, 

Ms8  rs.  Armstrong,  Bardwrll,  Bennett,  Boone,  Brown,Bryan,  Buell, 
Carnan,  Carr,  Chamberlain,  Chamber?,  Chiles,  Clark  of  Washington, 
Cole,  Collins,  Craig  of  M.,Ciaig  of  P.,  Curtis,  Cusliman,  D.tvi-,  Dun- 
ning, Edmonston,  Edwarr.?,  Eggleston,  Evan?,Giegg,  Harrow.  Harris, 
Howard,  Hubhard,  Huckleberry,  Humiiigton,  Jackson,  Johnston, 
Jones,  Kilgnre,  Lee  of  B.,  Lee  of  M.  and  C,  Listnn,  Macey,  Mason, 
McBean,  McCarty,  Miller,  Mori  is,  Murray,  Myers,  Nave,  Phelps,  Po- 
aej,  Eay,  Hifiliue»  S^iiU,  Stapp^  Steele/StriiLQ,  Tempktoo»  Thoma- 
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«on  of  A.,  Vandevcer,  Vawfer,  Walker  of  D.,  Walker  of  S.,  Watt, 
Whitman,  Wilson,  Zonor,  arid  Smith  Speaker^ — 57. 
An  so  said  amendment  «n«  lost. 
Oo  mo'ion  of  Mr.  Davis, 
^   The  following;  was  added  to  said  bill  a?  an  addrliona!  section,  viz; 

Sec.  It  shall  be  the  duly  of  the  Board  of  internal  improvement  to 
m'«ke  out  a  lis(  of  all  bids- received  for  contracts  in  any  and  all  worki 
of  internal  improvements  in  this  state  and  report  the  same  to  the  Gen- 
eral Assembly  annually. 

On  motion  of  Mr.  Kilgore, 
The  following  was  also  added  as  an  additional  section  to  said  bill: 
Sec.  Incase  any  vacancy  shall  occur  in  the  Board  of  Internal  im- 
provement by  death,  resignation,  or  refusal  to  serve, or  otherwise,  the 
Governor  shall  have  power  to  fill  such  vacancy  or  vacancies,  by  tern* 
porary  appointments,  until  the  first  meeting  of  the  legislature  after 
such  vacancy  or  vacancies  shall  occur. 

Mr.  Smith  then  moved  to  strike  out  (he  12th  section, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  toted  in  the  qffirmalive  ar€^ 

Messrs.  Armstrong,  Bardwell,  Boone,  Buell,  Carr,  Chamberlain, 
Chiles,  Clark  of  Washington,  Cushman,  Edmonston,  Edwards,  Eggle- 
ston,  Howard,  Howell,  Huckleberry,  Huntington,  Moore,  Murray, 
Nave,  Phelps,  Posey,  Smith,  Steele,  Willett,  Wilson,  and  Zenor— 26. 

And  those  who  voted  in  the  negative  are, 

IMessrs.  Bennett,  Brown,  Bryan,  Carnan,  Chambers,  Craig  of  M., 
Craig  of  P.,  Curtis,  D?.vls,  Dunning,  Evans,  Gregg.  Harrow,  Harris, 
Hubbard,  Jackson,  Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M. 
and  C,  Liston,  Macey,  Mason,  McBean,  McCaity,  Miller,  Morris,  My- 
ers, Hay,  Ristine,  Stapp,  Strain,  Thompson  of  A.,  Thompson  of  L., 
Vandeveer,  Vawter,  Walker  of  S.,  Watt,  Whitman,  and  Smith,  Spea* 
ier— 42, 

And  so^aid  motion  did  not  prevail. 

Mr.  Hubbard  moved  to  amend  said  bill  as  follows^ 

Sec,  That  no  part  of  the  first  clause  of  (he  5th  section  of  (he  act  to 
which  (his  is  a  supplement,  relative  to  the  White  Water  Canal  and  the 
connection  thereof  with  (he  White  river  Canal  by  rail  road  shall  ever 
be  80  construed  as  to  make  it  the  duty  of  the  board  of  internal  improve- 
ment to  commence  the  said  road,  mentioned  in  said  clause,  at  or  near 
thelNational  road,  provided  said  White  Water  canal  shall  be  extend- 
ed north  of  the  National  road,  then  and  in  that  case,  it  shall  be  the  du° 
ty  of  said  board  to  commence  said  road  at  or  as  near  the  termination 
of  said  canal  as  practicable; 

Aod  the  ayes  and  noes  being  requested  thereon  by  two  mecibe/s. 


355  " 

Those  who  voted  in  the  ajlrmative  arty 

Mftssrs.  Armstrong,  Buell,  Carr,  Chamberlain,  Clark  of  Washing- 
Ion,  C'>le,  Cinig  of  M  ,  Curli?,  blilmonslon,  Edwaf<ls,  Eggleslnn.  Ev- 
ans, H  iward,  Howell,  Hubbard,  liiickle berry,  Hunlinalon,  Jnhr»- 
ston,  Kilgore,  L-c  of  B.,  Mason,  MtCirly,  ftloni?,  Myers,  Nave, 
Phelps,  Rny,  Siapp,  Thompson  of  A.,  Thompson  of  L.,  Vawter^  Walk- 
er of  D.,  VVilletl,  Wilson,  Zenor,  and  Smith,  Speaker— 3G. 

And  those  who  voted  in  the  negative  are^ 

Mesjr?.  Bardwell,  Boone,  Brown,  Bryan,  Carnan,  Chamber?, Chiles,. 
Crag  of  P.,  Cushman,  Davis,  Dunning,  Gregg,  Harrow,  Harris,  Lee 
of  ft),  and  C,  Liston,  Macey,  JVioore,  Murray,  Posey,  Ristinc,  Smith, 
Strain,  Templeron,   Vandeveer,  Watt,  and  Whitman — 27. 

And  so  said  amendment  was  adopted. 

Mr,  Wilieti  ihcn  moved  to  amend  said  bill  by  adding  as  an  addition- 
al section,  the  following: 

Sec.  That  the  Governor  of  this  state,  thef  President  of  the  Senate  and 
Speaker  of  the  House  of  Representatives,  shall  at  all  times  be  ex-offi- 
cio  members  of  the  Board  of  Canal  Fund  Commissioner?,  and  have  a 
vote  upon  all  question?,  but  not  be  compelled  to  travel  to  do  the  busi- 
ness of  etfjcting,  loaning,  or  rendering  accounts,  or  making  reports  to 
the  legislature. 

Mr.  Huntington  moved  to  strike  out  Speaker  of  the  House  of  Re- 
presentatives; 

Which  motion  prevailed. 

On  motion  of  Mr.  Thompson  of  L., 

Said  proposed  amendment  was  amended  as  followings,  to  wit: 

And  they  shall  receive  the  same  allowance  (or  their  services  as  is 
provided  for  the  members  of  the  board  of  internal  improvement  in  the 
bill  10  which  this  is  a  supplement. 

And  the  question  then  recurring  on  the  proposed  amendment,  as  a- 
inended,  it  was  put. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajjirmalive  arey 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Chamberlain,  Cole,  Dun- 
ning, Edmonston,  Evans,  Howard,  Huntington,  Jackson,  Lee  of  B.,  Lis- 
ton, Macey,  Mason,  Moore,  Murray,  Phelps,  Posey,  Ristine,  Smith, 
Strain,  Templeton,  Thompson  of  L.,  Vandeveer,  Walker  of  S.,  Whit- 
man, Willett,  Wilson,  and  Zenor— 31. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Bryan,  Carnan,  Carr, Chambers,  Clark 
of  W.,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis,  Edwards,  Eggleston, 
Gregg,  Harrow,  Harris,  Howell,  Hubbard,  Huckleberry,  Johnston, 
Jones,  Kilgore,  Lee  of  M.  &  C,  McCarty,  Miller,  MorrU,  Myers,  Naye^ 
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Rny,  Stapp,  Steele,  Thompson  of  A.,  Vawter,  Walker  of  D.,  Watt, 
and  Smith,  Speaker — 3(5. 

And  so  said  amendment  was  not  adopted^ 

And  the  House  adjourned. 


THURSDAY,  January  28,  1836L 


The  House  met. 

On  motion  of  Mr.  Evans, 

The  previous  orders  of  day,  which  precede  the  bill  (No.  216)  to 
provide  for  an  equitibie  mode  of  levying  the  laxes  of  this  state,  were 
for  the  present  postponed,  and  the  House  again  resolved  itself  into  the 
committee  of  the  whole  to  which  said  bill  was  referred; 

And  after  some  time  spent  therein. 

The  Speaker  resumed  the  chair,  and 

Mr.  Ray  reported  progress, and  asked  leave  to  sit  again; 

Wiiich  leave  was  granted  by  the  House. 

Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  engrossed  with  the  enrolled  bills  that 
originated  in  the  Setiatc  of  the  fcllowing  titles,  to  wit: 

No.  49 — An  act  to  incorporate  the  President  and  Trustees  cf  the 
Rush  county  seminary; 

No.  41 — An  act  to  provide  for  a  special  session  of  the  Jefiferson  cir- 
cuit court: 

And  do  find  the  sanr.e  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordereil^  That  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 

And  the  House  adjourned. 

2  o'clock,  P.  M. 


The  House  met. 

Leave  of  absence  was  granted  to  the  committee  on  the  canal  fund., 
On  motion  of  Mr.  Evans, 

The  previous  orders  of  the  day,  were  for  the  present  postponed,  and 
the  House  again  resolved  itself  into  the  committee  of  the  whole  on  the 
blll(Nc.  216)  to  provide  for  an  equitable  mode  of  ieying  the  taxes  of 
this  state;  nnd  after  some  time  spent  therein, 

The  Speaker  resumed  the  chair,  and 
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Mr.  Smith  reported  the  bill  to  the  House  with  sundry  amendnientt, 
in  which  he  asked  the  concurrence  of  the  House; 
And  before  the  question  was  had  thereon. 
The  House  adjourned. 


FRIDAY,  January  29,  1836. 

On  motion  of  Mr.  Vandcveer,  the  previous  orders  of  the  day  were 
postponed,  and  the  House  resumed  the  consideration  of  the  amend* 
ments  of  the  committee  of  the  whole  to  the  bill  [No.  21G]  to  provide 
for  an  equitable  mode  o(\evy'\ng  the  taxes  of  this  State  pending  when 
the  House  ndjournefl  on  yesterday  evening; 

When,  said  amendments  were  severally  read  and  concurred  in,  with 
the  exception  of  the  amendment  by  striking  out  the  14th  Section;  in 
which  the  House  refused  to  concur. 

Mr.  Evans  then  moved  to  amend  the  26th  section  of  said  bill,  by 
striking  out  thereof  the  word  "five,"  and  insert  "six;"  when  a  division 
of  the  question  w«s  called  for,  and  was  thereupon  put  on  the  first 
branch  thereof,  to  wit:  on  striking  out; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members; 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bryan,  Buell,  Carnan,  Clark  of  Washington,  Craie  of  M., 
Craig  of  P.,  Curtis,  Davi?,  Edwards,  Evans,  Graham,  Gregg,  Harrow, 
Hubbard,  Huntington,  Johnston,  Jones,  KilEjore,  Lee  of  M.  and  C, 
Liston,  Marey,  McBean,  McCnrty,  Moriis,  Ray,  Ristine,  Slapp,  Tem- 
pleton,  Thompson  of  A.,  Vawter,  Whitman,  Willclt,  and  Smith  Speak- 
er—33. 

And  those  who  voted  in  the  negative  are, 

Messr?.  Armstrong,  Bennett,  Boone,  Carr,  Chamberlain,  Chambers, 
Chiles,  Coje,  Cushman,  Dunning,  Edmonston,  Eggleston,  Harris,  How- 
ard, Howell,  Hurkleberry,  Jackson,  Lee  of  B.,  Mason,  Miller,  Moore, 
Murray,  Nave,  Phelps,  Posey,  Smith,  Steele,  Strain,  Thompson  of  J. 
Thompson  of  L.,  Vandevecr,  Walker  of  D.,  Walker  of  S.,  Watt,  Wil- 
son, and  Zenor — 36 

And  so  said  motion  was  decided  in  the  negative. 

Mr.  Bryan  moved  to  amend  the  26th  section  of  said  bill,  by  striking 
out  thereof  the  word  "fifiy,"  and  insert  "thirty-seven  and  a  half." 

Mr.  Kilgore  moved  to  amend  said  motion,  by  inserting  "twenty-five" 
in  lieu  of  "thirty-seven  and  a  half;  when, 

A  division  of  the  question  was  called  for,  and  was  thereupon  put  on 
ih0  first  branch  thereof,  to  wit:  on  striking  out  "fifty," 

Ad^  the  ayes  and  noea  being  requested  thereon  by  two  meoabers^ 
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Those  who  voted  in  the  affirmative  arCf 

Mesrrs.  Armstrong,  Brown,  Bryan,  Carr,  Channberlain,  Chnmber*^ 
Chilee,  Clark  of  Wjishir.gton,  Coie,  Craig  of  M.,  Davis,  Dtiiining,  Ed- 
monston,  Evan?,  Gregg,  Hjirri?,  Howard,  Huckleberry,  Huniinglon, 
Kilgore,  Lee  of  B.,  Murray,  Nave,  Snrjith,  Stapp,  Steele,  Strain,Thomp« 
son  of  A.,  Vandeveer,  and  Whilnnan — 30. 

And  those  who  voted  in  the  negative,  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Buell,  Carnan,  Craig  of  P.,  Cur- 
tis, Cushmnn,  Edward.*,  Egglestnn,  Gruhnm,  Harrow,  Howell,  Hub- 
bard, Jackson,  Johnston,  Jone?,  Lee  of  M.  and  C»,  Liston,  Mucey, 
WcBean,  McCarty,  Mi'ler,  Moore,  Morris,  Phelps,  Posey,  Ray,  Rislino, 
Templeton,  Thompson  of  J.,  Thompson  of  L.,  Vtnvter.  Walker  of  Dt 
Walker  of  S.,WaU,  VVillett,  VVilr^on,  Zenor,  and  Smith,  Speaker-~4l. 

And  so  said  motion  was  decided  in  the  negative. 

Mr.  Vandeveer,  moved  to  amend  the  said  bill  by  striking  out  the  27th 
section  ihereofj 

And  the  ayes  and  noes  being  required  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Boone,  Chambers,  Chiles,  Clark  of  Washington, 
Collins,  Craig  of  M.,  Dunning,  Ed^vard*,  Eggleslon,  H^irrow,  Harris, 
Hubbard,  Lee  of  B.,  Lee  of  M.  and  C,  Murray,  Nave,  Strain,  Vande- 
deveer,  Wilson  and  Zenor — 22. 

And  those  who  voted  in  the  negative  are. 

Messrs.  Armstrong,  Bennett,  Brown,  Bryan,  Buell,  Carnan,  Carr,. 
Chamberlain,  Cole,  Cushman,  Davis,  Edmonston,  Evans,  Grah«m, 
Gregg,  Howard,  Howell,  Huckleberry,  Huntington,  Jackson,  John- 
ston, Jone?,  Kilgore,  Liston,  Macey,  Mason,  McBean,  McCarty,  Miller, 
Moore,  Morris,  Phelps,  Posey,  Ray,  Ristine,  Smith,  Stapp,  Steelp, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L  ,  Vaw- 
ter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  Willett  and  Smith, 
Speaker — 49. 

And  so  said  section  was  not  stricken  out, 

Mr.  Kilgore  moved  to  amend  said  bill,  by  striking  out  the  first  sec- 
tion after  the  enacting  clause,  and  insert  in  lieu  thereof,  the  following: 

"That  all  lands,  town  lots,  and  the  value  over  and  above  two  hundred 
dollars  of  all  buildings  erected  thereon  or  affixed  thereto,  together 
with  all  other  substantial  improvements  which  is  the  property  of  any 
individual  or  individuals,  body  corporate  or  politic;  all  horses  over  the 
age  of  three  years  old;  all  mules  and  asses  over  the  age  of  two  years 
old;  all  neat  cattle  of  the  age  of  two  years  and  upwards,  except  milch 
cows,  not  to  exceed  two  to  each  family;  all  hogs,  except  one  hundred 
dollars  worth  to  each  family;  all  carts,  wagons,  and  two  and  four  wheel 
carriages;  all  brass  aod  wooden  clocks,  and  gold,  silver,  and  compose 
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tioa  wntches;  all  sideboards,  sofas,  and  secretaries;  all  musical  iastru- 
ments  over  the  value  of  five  dollars ;  and  gold  and  silver  vv^are ;  the  law 
and  medio;*!  libraries  of  all  practicing  lawyers  and  physicians;  and  all 
capititl  employed  in  t^inneries,  distilleries,  breweries;  Iron,  brass,  and 
copper  foundries;  and  all  capital  employed  in  steam,  canal,  and  keel 
boatii,  and  in  the  vending  of  spiritous  liquors;  all  carding  machines  and 
machinery  employed  in  any  kind  of  manufacture  whatever;  all  mo- 
neys loaned  at  interest  on  simple  contract,  bond,  mortgage,  or  other- 
wise; the  capital  of  all  merchants  and  exchange  brokers  employed  in 
this  state,  all  capital  in  public  stocks,  or  other  stocks,  of  monicd  or 
other  corporations,  shall  be,  and  the  same  are  hereby  declared  to  be 
subject  to  taxition,  wi.h  the  exceptions  hereinafter  specified,  to  be  le- 
vied Hpd  collected  agreeably  to  law. 

A  division  of  the  question  being  called  for. 

It  was  thereupon  put  on  the  first  branch  thereof,  to-wit: 

On  striking  out, 

And  the  ayes  and  noes  being  requested  thereon  by  twomemben, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Chiles,  Harris,  Kilgore,  Ray,  Stapp,  and  Smith,  Speak* 
er— 6. 

And  those  rcho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone.  Brown, Bryan,  Buell, 
Carnan,  Carr,  Chamberlain,  Chambers,  Clark  of  Washington,  Cole, 
Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Dunning, 
Edmonston,  Edward?,  Eggleston,  Evans,  Graham,  Gregg,  Harrow, 
Howard,  Howell,  Hubbard,  Huckleberry,  Huntington,  Jackson, 
Johnston,  Jones,  Lee  of  B.,  Lee  of  M.  and  C,  Liston,  Marey,  Mason, 
McBean,  .McCarty,  Miller,  Moore,  Morris,  Murray,  Nave,  Phelps,  Po- 
sey, Ristinc,  Smith,  Steele,  Strain,  Templeton,  Thompson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of 
D.,    Walker  of  S.,  Watt,  Whitman,  Willelt,  Wilson,  and  Zenor— 66. 

And  so  said  section  was  not  stricken  out. 
On  motion  of  Mr.  Craig  of  M., 

Said  bill  was  amended  by  adding  an  additional  section  thereto. 

Mr.  McCarly  moved  further  to  amend  the  said  bill  by  adding  there- 
tO|  as  an  additional  section,  to-wit: 

Sec.  That  there  shall  be  and  is  hereby  set  apart,  an  amount  equal 
to  one  third  par',  of  the  state  revenue,  for  the  payment  of  the  interest 
upon  any  loans  hereafter  to  be  made  or  negotiated  by  the  canal  fund 
commissioners  under  the  provi-iions  of  the  act  to  provide  for  a  (general 
system  of  int^ernal  improvements  in  this  state,  and  for  the  collection  and 
application  of  the  same,  the  faith  of  the  state  is  hereby  pledged;  and 
that  said  sum,  set  apart  as  aforesaid,  shall  not  be  less  io  any  year  da> 
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ring  Ihe  time  it  shall  be  necessary  to  set  opart  revenae  for  the  pnyinent 

of  the  interest  aforesaid; 

And  before  the  queslion  thereon  was  had, 

'J'he  previous  question  was  called  by  Mr.  Nave  and  ieconded  by  a 
mnjority  of  all  ihe  members  present, 

And  the  question  was  then  put. 

Shall  the  main  question  be  now  put? 

Anddecided  in  the  affirmative; 
Whereupon, 

The  main  question  was  then  put, 

Shall  said  bill  be  engrossed  for  a  third  reading? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Carnan,  Carr,  Chambers, 
Chiles,  CoIp,  Collins,  Craig  of  iVI.,  Craig  of  P.,  Cushman,  Divis, 
Dunning,  Edmonston,  Ejiglesfon,  Evans,  Graham,  Gregg,  Harrow, 
Howard,  Howell,  Huntington,  Jackson,  Jones,  Lee  of  B.,  Lee  of  M. 
and  C,  McBean,  Miller,  Moore,  Morris,  Murrnj;,  Myer?,  Nave,Phflps, 
Ristine,  Smith,  Slapp,  Steele,  Strain,  Temphton,  Thompson  of  J., 
Vandeveer,  Vawter,  Walker  of  D,,  Walker  of  S.,  Whitman,  Willelt, 
Wilson,  and  Zenor — 5L 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bennett,  Bryan,  Chambetlain,  Clark  of  Wash- 
ington, Curtis,  Edward--,  Harris,  Hubbard,  Hirkleherry,  Johnston, 
Kiigore,  Listun,  Macy,  Masoi ,  iMcCarty,  Posey,  Ray,  Thompson  of  A., 
Thompson  of  L.,  Watt,  and  Smith,  Speaker — 21. 

And  so  said  question  was  decided  in  the  affirmative. 
On  motion  of  Mr.  Dunning, 

Said  bill  was  considered  as  engrossed  and  read  a  third  time; 

And  the  question  was  then  put, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  member?. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Boone,  Brown,  Buell,  Carr,  Chambers,  Cole,  Col- 
ling, Craig  of  M.,  Craig  of  P.,  Cushman,  Davi:",  Dunning,  Edmonston^ 
Eggleston,  Evans,  Grahaui,  Gregg,  Harrow,  Howard,  Howell,  Hun- 
tington, Jackson,  Jones,  Lee  of  B.,  Lee  of  M.  and  C,  McBean,  Miller, 
Moore,  Morris,  Murray,  Nave,  Phelps,  Posey,  Ristine,  Smith,  Slapp, 
Steele,  Strain,  Templeton,  Thompson  of  J.,  Vandeveer,  Vawter,  Walk* 
«r of  D.,  W«lker  of  S.,  WbitcDao,  WilleU,  Wil9OQ»Q0d  Z^wn-^^ 
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And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Brjan,  Carnan,  Chamberlain,  Chiles, 
Clark  of  Washington,  Curtis,  Edwards,  Harris,  Hubbard,  Huckleber- 
ry, Johnston,  Kilgore,  Liston,  Macey,  McCarty,  Myers,  Ray,  Thomp- 
son of  A.,  Thompson  of  L.,  Watt,  and  Smith,  Speaker— '24. 

And  so  said  bill  passed. 

Ordered,  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  and 
joint  resolution  of  the  following  titles,  which  originated  in  the  House 
of  Representatives: 

No.  190 — An  act  to  amend  an  act  entitled  an  act  incorporating  con- 
gressional townships  and  providing  for  public  schools  therein,  approved 
Feb.  2,1833; 

No.  191  —  A  joint  resolution  autherizing  the  publishing  of  an  act  of 
Congress  therein  named; 

No.  206 — An  act  to  authorize  the  holding  of  an  additional  term  of 
the  Floyd  circuit  court; 

No.  238 — An  Hct  to  authorize  the  sale  of  certain  real  estate  of  James 
Johnson,  late  of  Indianapolis,  deceased. 

Also  bills  and  joint  resolution  which  originated  in  the  Senate  of  the 
following  titles,  to-wit: 

No.  32 — An  act  to  provide  for  a  justice  of  the  peace  in  Rockford, 
Jackson  county; 

No.  42 — An  act  authorizing  the  inhabitants  of  township  8,  south  of 
range  2  west,  lo  sell  iheir  school  lands; 

No.  48 — A  joint  res^olulion  respecting  Blackfrod's  Reports; 

No.  33 — All  act  to  incorporate  the  town  of  Rome  in   Perry  county; 

No.  52 — An  act  to  establish  a  state  road  from  Rome  in  Perry  county 
to  Jasper  in  Dubois  county; 

And  tind  the  same  truly  enrolled* 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Morris  presented  the  petitions  of  sundry  citizens  of  the  county 
of  Marion,  praying  an  act  authorizing  Nicholas  McCarty  (o  build  a 
dam  across  white  river; 

Which  was  referred  to  a  select  committee  of  Messrs.  Morris,  Kil- 
gore, and  Moore. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  the  28th  inst.,  present  to  his  excellency  the  Governor,  for 
his  approval  and  signature,  bills  which  originated  in  the  House  of  Rep- 
resentatives, of  the  following  titles,  to  wit: 

No.  44 — An  act  to  change  certain  alleys  in  the  town  of  Livonia; 

No.  28 —  A  joint  resolution  and  memorial  for  the  relief  of  Marga- 
ret Nation  and  others ; 

46 
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No.  66 — An  actio  provide  for  the  election  of  a  justice  of  the  peace 
in  the  town  of  Brownsville; 

No.  174 — An  act  for  the  appointment  of  a  commissioners  to  review 
and  extend  a  state  road  in  the  county  of  Switzerland; 

No.  147 — An  net  to  vacate  part  of  a  certain  street  in  the  town  of 
Washington,  in  Wayne  county; 

No.  124 — An  act  to  establish  a  state  road  from  a  point  in  Clny  coun- 
ty to  the  Wabash  river  near  the  mouth  of  Honey  creek  in  Vigo  coun- 
ty, and  thence  to  the  slate  line; 

No.  1 18 — An  act  to  organize  the  county  of  Jay; 

1^0.  108 — An  act  to  incorporate  the  Indiana  Baptist  Education  Soci- 
ety and  the  Indiana  Baptist  Manual  Labor  Institute; 

No.  93 — Ar.  act  io  amend  the  act  to  incorporate  the  Michigan  city 
and  Kaiiiiakee  Rail  Road  Company; 

No.  91 — An  act  to  organize  the  county  of  Porter,  and  for  other  pur- 
poses; 

No.  70 — An  act  to  incorporate  the  town  of  Vevay; 

No.  24 — An  art  erstablishiiigas  a  state  road  the  county  road  leading 
from  Livonia  to  George  B'.ck's; 

Also  that  they  have  comj)ared  the  enrolled  with  the  engrossed  bills 
which  originated  in  the  Hou::e  of  Representatives  of  the  following  ti- 
tles, to  wit: 

No.  48 — An  act  to  make  the  Knox  county  agricultural  society  a 
branch  of  the  state  agrcultural  society  of  Indiana; 

No.  89 — An  act  to  enable  the  school  commissioners  of  the  several 
counties «  f  fhis  state  to  correct  the  returns  of  the  collectors; 

No.  128 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
St.  Joseph's  Iron  Compan}  ; 

No.  165 — A  joint  resolution  relative  to  the  IMarion  county  Library 
moneys; 

No.  167— A  j'>int  resolution  relative  to  (he  Michiean  road  lands; 

No.  168 — A  joint  resolution  for  the  relief  of  Jamt^  Scott; 

No.  J  75 — All  act  to  vacate  a  part  of  a  state  road  therein  named  and 
for  other  purposes; 

No.  176 — An  act  to  authorize  the  location  of  a  state  road  from  the 
month  of  Eel  river  in  Greene  county  to  Bowlingjiieen  in  Clay  couoty; 

No.  178 — An  act  to  establish  a  state  road  from  Scott's  ferry  in 
Morgan  couiify,  by  the  way  of  Hadley's  mill  in  said  county,  (o  Belvilie 
in  Hendrick?  county; 

And  do  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  last  named  bills. 

Ordered^  that  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 

On  motion, 

Mr.  Huckleberry  was  added  *o  the  joint  committee  on  enrolled  bills. 

Mr,  Bro^v!"l,  from  the  judiciary  committee,  io  which  was  referred 

The  bill  (No.  208)  to  incorporate  tlie  Bedford  Insurance  Company, 
reported  the  same  back  totlie  House  with  amendments; 
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Which  were  severally  read  and  concurred  in,  when. 
On  motion  of  Mr.  Thompson  of  L., 

The  said  bill  was  considered  as  engrossed,  read  a  third  time,  and 
passed. 

Ordered^  That  it  be  entitled  an  act,  and   that  the  Clerk  carrj'  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Stiipp,  from  the  judiciary  committee,  to  which  was  referred 

The  bill  (No.  249)  to  incorporate  the  Bloomington  savings  institu- 
tion, reported  the  same  to  the  House  with  amendments; 

Which  were  .severally  read  and  concurred  in,  when, 
On  motion  of  Mr.  Dunning, 

Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed.. 

Ordered,  That  it  be  entitled  an  act  and    (hat  tiie  Clerk  carry  it   to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Macey,  from  the  judiciary  committee,  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  2.53)  for  .he  incorporation  of  the  town  of  Knight^town; 

Which  was  twice  read  by  the  title  (the  rules  of  the  House  having, 
first  been  dis^»ensed  with.) 

Ordered^  That  said  bill  be  engrossed  and  read  the  third  time  to  mor- 
row. 

On  motion, 

Mr.  Chiles  was  added  to  the  joint  committee  on  enrolled  bills. 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  rcportt. 
Mr.  Speaker — 

The  commiltc'eon  roads  to  which  was  committed  a  bill  of  the  Hong©. 
[No.  243]  relating  to  slate  roads,  report  the  same  back  with  an  amend- 
ment of  ihe  37lh  section;  also  by  additional  sections  No?.  39,  40.41, 
42,  43,44,  4c  46,  47,  48,  and  49,  and  report  h^>ck  without  amtndmentj 
bills  of  the  House,  Nos.  246,  247,  219  and  220; 

Which  said  amendments  were  severally  read  and  concurred  i",and 
said  bill  was  amended  (by  consent)  by  adding  several  additional  sec- 
tions thereto  when, 

On  motion,  said  bill  was  considered  as  engrossed,  read  the  third 
time  and  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

On  motion  of  Mr.  Vawter,  the  bills  Nos.  246, 247,  219  and  220j. 
were  laid  on  the  table. 

Mr.  Evan?  (having  obtained  leave)  moved  the  adoption  of  the  follow- 
ing resolution: 

Resolved^  That  the  committee  on  canals  and  internal  improvements 
be  instructed  to  inquire  what  allowance  should  be  made  to  the  Govern- 
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or  for  money  expended  by  him  in  superintending  the  rail  and  turnpike 
roads  surveys  of  last  season; 

Which  was  read  and  adoplcd, 

And  the  House  adjourned. 

\  2  o'clock  P.M. 

The  House  met. 
A  message  from  the  Senate  by  Mr.  Morrison  their  palncipal  Secretary  : 
Mr.  Speaker — 

The  Senate  has  passed  bills  of  the  Senate,  entitled  as  follows,  viz: 

No.  62 — An  act  to  incorporate  the  Clarke  County  Trading  and  Ma- 
nufacturing Compariy; 

No.  6.5 — An  act  dispensing  with  certain  unnecessary  oaths,  now  re- 
quired of  executors,  administrators,  and  appraisers; 

No.  67 — An  act  in  relation  to  the  seat  of  justice  of  Dearborn  county; 

No.  73 — An  act  to  facilitate  the  apprehension  of  fugitives  from  jus- 
tice; 

No.  87 — An  act  to  incorporate  the  Salem  Savings  Institution; 

No.  90 — An  act  for  the  reliefof  John  Dicken,  and  for  other  purposes; 

No.  91 — An  act  to  locate  a  state  road  from  Greencastle  in  Putnam 
county  aia  Carthage  in  said  county, to  Martinsville  in  Morgan  county; 

No.  93 — An  act  lo  locatt*.  a  state  road  in  Posey  county; 

No.  72 — An  act  to  incorporate  the  Madison  Hotel  Company; 

AI?o,  t'ills  from  the  House  of  Representatives,  without  amendment, 
of  th'^  (ojlo'ving  titles: 

No.  75 — An  act  concerning  guardians; 

No.  148 — An  act  to  incorporate  the  town  of  New  Albany; 

And  bills  from  the  House,  of  the  following  titles,  with  amendments 
to  each,  to  wit: 

No.  I5l — An  act  to  incorporate  the  Eel  river  Steam  mill  Company; 

No.  154 — An  act  to  provide  for  cancelling  and  entering  satisfaction 
of  mortgages; 

No.  198 — An  act  to  incorporate  the  New  Albany  Ferry  Company; 

No.  17 — An  act  to  incorporate  the  Lawrenceburgh  and  Harrison 
Turnpike  Company; 

In  which  bills  of  the  Senate,  and  in  the  amendments  of  the  Senate 
to  the  bills  of  the  House  Nos.  151,  154,  198,  and  17,  the  concurrence 
of  the  House  of  Representatives  is  requested. 

The  engrossed  bill  of  the  Senate  [No.  62]  named  in  said  message, 
was  twice  read  by  the  title,  (the  rules  of  the  House  having  first  been 
dispensed  with,)  and 

On  motion,  committed  to  the  judiciary  committee. 

The  engrossed  bills  of  the  Senate,  named  in  said  message,  Noe.  65, 
73,  90, 
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Were  severally  read  the  third  times  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate  No.  67,  named  in  said  message, 

Was  read  the  first  time  and  passed  to  the  second  reading  on  to-mor- 
row. 

The  engrossed  bill  of  the  Senate  [No.  87]  named  in  said  message, 
was  three  times  read,  and 

On  motion  of  Mr.  Willett,  committed  to  the  judiciary  committee, 
(the  rules  o/  the  House  having  first  been  dispensed  with.) 

The  engrossed  bill  of  the  Senate,  [No.  91]  named  in  the  message, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with,)  and 

On  motion  of  Mr.  Craig  of  M.,  amended,  when, 
On  motion,  said  amendment  to  said  bill,  was  considered  as  en- 
grossed, and,  with  the  bill,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  of  the  amendment  of 
the  House  of  Representatives  thereto. 

The  Engrossed  bill  of  the  Senate  [No.  93]  named  in  said  message, 
was  read  the  first  time,  and  passed  to  a  second  reading  on  to-morrow. 

Mr.  Willett  moved  to  reject  said  bill ; 

Which  motion  did  not  prevail;  when, 

On  motion  of  Mr.  Stapp,  the  rules  of  the  House  were  dispensed 
with,  the  bill  read  the  second  time  by  the  title,  and  committed  to  the 
judiciary  committee. 

The  amendments  of  the  Senate  to  the  engrossed  bills  of  the  House 
of  Representatives,  named  in  said  message  Nos.  151,  154, 198,  and  17, 

Were  severally  read,  and  concurred  in  by  the  House. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

An  additional  message  from  the  Senate  by  Mr.  Morrison  their  prin- 
cipal secretary: 

Mr.  Speaker — 

The  Senate  has  concurred  in  the  several  amendments  made  by  the 
House  of  Representatives  to  bills  of  the  Senate  entitled  as  follows,  viz; 

No.  37 — An  act  to  amend  an  act  entitled  "an  act  for  opening  and 
repairing  public  roads  and  highways,"  approved  February  10,  1831  • 

No.  61 — An  act  to  layout  a  state  road  in  the  counties  of  Ripley  and 
Dearborn. 

The  Senate  has  concurred  in  the  second  amendment  of  the  House, 
to  the  bill  of  the  Senate  [No.  47]  entitled  "an  act  to  incorporate  the 
Logansport  and  Eel  river  Bridge  company,"  and  disagreed  to  the  1st 
amendment  of  the  House  to  said  bill. 

On  motion  of  Mr.  McBean,  the  House  receded  from  its  first 
amendment  to  said  bill  No.  47,  of  the  Senate. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 
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A  meesage  from  the  Senate  by  Mr.  Morrison  tbeir  principal  Secret 
tary: 

Mr.  Speaker— 

The  Senate  has  passed  without  amendment,  bills,  &c.,  from  the 
House  of  Representatives,  entitled  as  follows,  viz: 

No.  84 — An  act  to  organize  the  county  of  Marshall; 

No.  99 — An  act  declaring  Big  Raccoon  creek  in  the  county  of  Put- 
nam  and  Parke  a  public  highway; 

No.  156 — An  act  to  revive  and  continue  in  force  an  act  to  incorpo- 
rate the  town  of  Washington  in  Daviess  county,  approved  January 
3ist,  1832; 

No.  180 — A  joint  resolution  relative  to  certain  irreclaimed  lands  in 
the  Wabash  bottom  below  Vincennes  in  Knox  county. 

Also  bills  from  the  House  with  amendments  to  each,  of  the  following 
titles : 

No.  169 — An  act  for  the  formation  of  the  county  of  Brown; 

No.  181 — An  act  to  incorporate  the  Crawfordsville,  Covington  and 
Illinois  Rail  Road  Company; 

No.  210 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund  in  the 
county  of  Orange  and  for  other  purposes. 

Also  an  engrossed  bill  of  the  Senate  entitled, 

No.  82 — An  act  to  change  a  part  of  a  certain  state  road  therein 
named ; 

In  which  bill  of  the  Senate  and  amendments  to  the  bills  of  the  House 
the  concurrence  of  the  House  of  Representatives  is  requested. 

The  amendments  of  the  Senate  to  the  engrossed  bills  of  the  House 
named  in  said  message,  Nos.  181,  210,  and  168,  were  severally  read 
and  concurred  in. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate  therein  named,  [No.  82] 

Was  three  times  read  and  passed  (the  rules  of  the  House  having  first 
been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  following  message  was  also  received  from  the  Senate,  by  Mr. 
Morrison  their  principal  secretary: 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment  engrossed  bills  from  the 
House  of  Representatives,  entitled  as  follows: 

No.  90 — An  act  declaring  a  misprint; 

No.  92 — An  act  to  organize  Kosciusko  county; 

No.  222 — An  act  for  the  improvement  of  Morgantown  in  Morgan 
county ; 

Also  bills  of  the  Senate  entitled  as  follows: 

No.  71 — An  act  to  incorporate  the  Troy  Savings'  Institution: 
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No.  81 — An  act  to  locate  a  state  road  from  Montezuma  in  Parke 
county  to  the  state  line  in  the  direction  of  Hickoiy  Grove  in  Edgar 
county,  Illinois; 

In  which  bills  of  the  Senate  !he  concurrence  of  the  House  of  Rep- 
resentalives  is  requested. 

The  engrossed  bill  of  the  Senate  [N  ^  71]  narr.ed  in  said  message, 

Was  twice  read  (the  rules  of  the  House  having  first  heen  dispensed 
with),  and 

On  motion, 

Committed  to  the  judiciary  committee. 

The  engrossed  billof  the  Senate  [No.  81]  therein  named,  was  three 
times  read  by  consent  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  following  additional  message  was  also  received  from  the  Senate, 
by  Mr.  Morrison,  their  principal  secretary: 

Mr.  Speaker — 

The  Senate  has  passed  engrossed  bills  of  the  following  titles,  viz: 

No.  85 — An  act  tochiingethe  mode  of  doing  county  business  in  the 
county  of  Washington  and  for  other  purposes; 

No.  86 — An  act  for  the  relief  of  Wilson  Anderson; 

In  which  the  concurrence  of  the  House  of  Representatives  is  re- 
quested. 

The  engrossed  bill  of  the  Senate  [No.  85]  therein  named, 

Was  twice  read  (the  rules  of  the  House  having  iirst  been  dispensed 
with),  and 

On  motion. 

Committed  to  a  select  committee  of  Messrs.  Strain,  Clark  of  Wash- 
ington, and  Armstrong. 
The  engrossed  bill  of  the  Senate  (No.  86)  named  in  said  message,  was 
three  times  read  and  passed,  (the  rules  of  the  House  having  tirst  been 
dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  following  message  was  also  received  from  the  Senate,  by  Mr, 
Morrison  their  principal  Secretary. 

Mr.  Speaker — 

The  Senate  has  passed  bills  of  the  Senate  of  the  following  titles,  viz- 
No.  9'2 — An  act  to  Incorporate  the  Charlestown  savings  institution: 
No.  94 — An  act  to  incorporate  the  Rockport  savings  institution; 
No,  97 — An  act  suplemental  to  an  act  entitled  an  act  regulating  the 

practice  in  chancery,  approved  Feb.  10,  1831. 

In  which  bills,  the  concurrence  of  the  House  of  Representatives  is 

requested. 
The  engrossed  bills  of  the  Senate,  named  in  said  message,  (Nos.  93, 
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first  been  dispensed  with,)  and  committed  to  the  judiciary  committee. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency,  the  Governor,  to  inform  the  House  of 
Representatives  that  on  the  30th  Jan.  1836,  he  approved  the  acts  and 
joint  resolution  entitled  as  follows: 

No.  42 — An  act  establishing  as  a  state  road  the  county  road  from 
Livonia  to  George  Beck's; 

No.  129 — An  act  authorizing  the  location  of  a  state  road,  from  Ma- 
rion in  Grant  county  to  Lagro  in  Wabash  county: 

No.  174 — An  act  for  the  appointment  of  commissioners  to  review 
and  extend  a  state  road  in  the  county  of  Switzerland ; 

No.  124 — An  act  to  establish  a  state  road  from  a  point  in  the  county 
of  Clay  to  the  Wabash  river  near  the  mouth  of  Honey  creek  in  Vigo 
county,  and  thence  to  the  state  line; 

No.  91 — An  act  to  organize  the  county  of  Porter; 

No.  118 — An  act  to  organize  the  county  of  Jay; 

No.  70 — An  act  to  incorporate  the  town  of  Vevay ; 

No.  64 — An  act  to  change  certain  alleys  in  the  town  of  Livonia ; 

No.  115 — An  act  authorizing  the  school  commissioner  of  Dearborn 
county  to  sell  and  convey  certain  school  lands  therein  mentioned; 

No.  66 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  the  town  of  Brownsville; 

No.  93 — An  act  to  amend  the  act  to  incorporate  the  Michigan  City 
and  Kankakee  rail  road  company; 

No.  108 — An  act  to  incorporate  the  Indiana  Baptist  Education  So- 
ciety, and  the  Indiana  Baptist  Manual  Labor  Institute; 

No.  147 — An  act  to  vacate  part  of  a  certain  street  in  the  town  of 
Washintong  in  Wayne  county,  Indiana. 

No.  28 — A  joint  resolution  and  memorial  for  the  relief  of  Margaret 
Nation  and  others; 

Mr.  Vawter,  from  the  select  committee,  to  which  was  referred 

The  bill  (No.  62)  of  the  House  of  Representatives,  authorizing  a 
loan  for  the  improvement  of  state  roads  and  pledging  the  3  per  cent, 
fund  for  the  payment  thereof,  reported  the  same  back  to  the  House  with 
sundry  amendments. 

Mr.  Dunning  being  in  the  chair, 

Mr.  Smith,  Speaker,  moved  to  indefinitely  postpone  said  bill  and 
amendments. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajjirmative  are^ 

Messrs.  Brown,  Bryan,  Buell,  Carnan,  Chiles,  Craig  of  M.,  Craig  of 
P.,  Curtis,  Davis,  Dunning,  Edwards,  Evans,  Gregg,| Harrow,  Hubbard, 
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Huntington,  Johnston,  Lee  ef  M.,  and  C,  Maeey,  Mason,  McBean, 
McCarty,  Morris,  Myers,  Nave,  Posey,  Ray,  Steele,  Templeton, 
Thompson  of  J.,  Walker,  of  S.,  Willett,  &  Smith,  Speaker— 33. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Carr,  Chamberlain' 
Chambers,  Clark  of  Washington,  Cole,  Collins  Cushman,  Edmonston» 
Eggleston,  Graham,  Harris,  Howard,  Howell,  Huckleberry,  Jackson* 
Jones,  Kilgore,  Lee  of  B.,  Liston,  Miller,  Moore,  Murray,  Phelps, 
Ristine,  Smith,  Stapp,  Strain  Thompson  of  A.,  Thompson  of  L.,Vaw- 
ter.  Walker  of  D.,  Watt,  Whitman,  Wilson,  and  Zenor— 39. 

And  so  said  bill  was  not  indefinitely  pestponed. 
On  motion, 

Said  proposed  amendment  was  amended,  when, 

Mr.  Kigore  moved  to  indefinitely  postpone  said  bill  and  appending  a- 
mendments, 

And  the  ayes  and  »oes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajffirmative  are, 

Messrs.  Brown,  Bryan,  Buell,  Carnan,  Chiles,  Craig  of  M.,  Craig  of 
P.,  Curtis,  Davis,  Dunning,  Edwards,  Evans,  Gregg,  Harrow,  Hub- 
bard, Huntington,  Johnston,  Kilgore,  Lee  of  M.  &  C.,  Maeey,  Mason, 
McBean,  McCarty,  Morris,  Nave,  Posey,  Ristine,  Stapp,  Steele,  Strain, 
Templeton,  Thompson  of  L.,  Vandeveer,  Walker  of  S.,  Willett,  and 
Smith,  Speaker — 37. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Carr,  Chamberlain, 
Chambers,  Clark  of  Washington,  Cole,  Collins,  Cushman,  Edmonston, 
Eggleston,  Graham,  Harris,  Howard,  Howell,  Huckleberry,  Jackson, 
Jones,  Lee  of  B.,  Liston,  Miller,  Moore,  Murray,  Phelps,Smith,  Thomp- 
son of  A.,  Thompson  of  L.,  Walker  of  D.,  Vawter,  Watt,  Whitman, 
Wilson,  and  Zenor — 35. 

And  so  said  bill  was  indefinitely  posponed, 

Mr.  Armstrong,  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  254)  to  change  the  line  dividing  the  counties  of  Jeflfer- 
8on  and  Clarke; 

Which  was  three  times  read  by  consent  and  passed. 

Mr.  Stapp  voting  against  the  same. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Sena'e  and  ask  their  concurrence  therein. 

Mr.  Dunning,  from  the  select  committee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  (No.  255)  to  locate  and  improve  certain  state  roads  therein 
named;  and 

.-■.  47 
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Mr.  Posey,  from  the  select  committee  to  which  was  referred  a  peti- 
tion on  that  subject,  reported  ,% 

A  bill  (No.  i^56)  to  amend  an  act  entitled,  an  act  for  the  relief  of 
the  poor,  approved  Feb.  10,  1831; 

^Vhich  were  severally  read  three  times  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Ordered,  That  they  be  entitled  acts  and  that  the  Clerk  carry  them  to 
the  Senate  and  ask  their  concurrence  therein. 
Mr.  Liston  (having  obtained  leave)  presented 
A  bill  [No.  257]  to  incorporate  Michigan  Citj; 
"Which  was  twice  read  by  the  title,  (the  rules  of  the  House  having 
first  been  dispensed  with,)  and  committed  to  the  judiciary  committee. 
Mr.  Stapp  (having  obtained  leave)  presented 

A  bill  [No.  258j  to  authorize  the  election  of  an  additional  justice  of 
the  peace  in  the  county  of  Jefferson;  and 

Mr,  Bardwell  (having  obtained  leave)  presented 
A  bill  [No.  259]  to  legalize  the  marriage  of  Derastus  Fry  and  Miss 
Snodgrass  of  Hancock  county;  and 
Mr.  Thompson  of  A.  also  (having  obtained  leave)  presented 
A  bill  [No.  2C0]  to  repeal  so  much  of  the  act  entitled    an  act  to  a- 
Jnend  an  act  entitled  an  act  to  regulate  the  mode  of  doing  county  busi- 
ness in  this  state,  approved  Jan,'19,  1831,  as  relates  to  the  county  of 
Allen; 

n  hich  were  severally  read  three  times  and  passed,  (after  a  suspen- 
sion of  the  rules.) 

Ordered,  That  (hey  be  entitled  acts,  and  that  the  Clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

Mr.  Huckleberry,  from  the  joint  committee  on  enrolled  bills,  re- 
ported that  they  have  compared  the  enrolled  with  the  engrossed  bills 
which  originated  in  the  Senate  entitled  acts  as  follows,  to  wit: 

No.  40 — An  act  to  incorporate  the  Rockville  steam  mill  company; 

No.  27 — An  act  to  itrcorporate  the  Leavenworth  savings  institution; 

No.  46— An  act  to  continue  in  force  an  act  entitled  an  act  for  the  bene- 
fit of  persons  who  are  likely  to  sutler  by  the  destruction  of  the  records 
of  Parke  county  approved  Dec.  23,  1832,  and  also  an  act  amendatory 
thereto,  approved  Jan.  8,  1834,  and  amendatory  of  an  act  entitled  an 
act  for  the  benefit  of  persons  wIk)  are  likely  to  suffer  by  the  destruction 
of  the  records  of  Spencer  count}',  approved  Jan.  27,  ISSSj 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

And  the  House  adjourDed. 
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SATURDAY,  Jancaut  30, 1836. 

The  House  met. 

Mr.  Edwards  presented  the  petition  of  sundry  citizens  of  Randolph 
county,  praying  the  incorporation  of  a  company  for  the  construction  of 
a  rail  road. 

Mr.  Evans  ntioved  that  the  previous  orders  of  the  day  which  precede 
the  b'M  [No.  252]  supplemental  to  an  act,  passed  the  present  session  of 
the  General  Assembly,  entitled  "an  act  to  provide  for  a  general  system 
of  internal  improvement,  and  thutsaid  bill  be  then  considered. 

And  the  ayes  and  nays  being  requested  thereon  by  two  meajbers, , 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardweli,  Brown,  Bryan,  Buell,  Carnan,  Carr,  Clark  of 
Washington,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis,  Ed  wards, 
Evans,  Hubbard,  Huntington,  Johnston,  Jones,  Kil^^ore,  Lee  of  M,. 
and  C,  Mason,  McBean,  McCarty,  Morris,  Ray,  Ristine,  Stapp,  Tem- 
pleton,  Thompson  of  A.,ThoiTipsonof  J.,  Thompson  of  L.,  Vandeveer, 
Vawter,  Walker  of  D.,  Walker  of  S.,  Whitman  &  Smith,  Speaker— 37. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bfinnett,  Boone, Chamberlain,  Chambers,  Chiles, 
Cushman,  Dunning,  Edmonston,Eggleston, Harrow,  Harris,  Howard,, 
Howell,  Huckleberry,  Lee  of  B..  Mncey,  Miller,  Moore-,  Murray, Nave, 
Phelps,  Smith,  Steele,  Strain,  Watt,  Willett,  Wilson,  Zenor, — 27. 

And  so  said  motion  was  decided  in  the  atfirmative. 

Mr.  Evans  moved  that  said  bill  be  referred  to  a  select  committee. 

Mr.  Howel  moved  to  amend  said  motion  as  to  change  the  reference 
to  a  committee  of  the  whole,  and  make  it  the  order  of  the  day  for  Mon- 
day next. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  aj/lrmative  are, 

Messrs.  Armstrong,  Eardwell,  Chiles,  Cushman,  Edmonston,  Egg^es- 
ton,  HarriSjHoward,  Howell,  Huckleberry,  Macey,  Miller,  Moore,, 
Nave,  Phelps,  Smith,  Steele,  Strain,  Willett,  Wilson,  and  Zenor — 2L 

And  those  who  voted  in  the  negative  are, 

Messrs.  Boone,  Brown,  Bryan,  Buell,  Carnan,  Carr,  Chamberlain, 
Chambers,  Clark  of  Washingon,  Cole,  Collins,  Craig  of  M.,  Crag  of  P., 
Curtis,  Davis,  Dunning,  Edwards,  Evans,  Harrow,  Hubbard,  Hunting- 
Ion,  Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  Cass,  Ma- 
son, McBean,  McCarty,  Morris,  Murray,  Ray,  Ristine,  Stapp,  Tem- 
pletoD,  Thompson  of  A.,Thompson|of  J.,  Thompson  of  L.,  Vandeveier,. 
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Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman  and  Smith, 
Speaker — 45. 

And  so  said  amendment  did  not  prevail. 

Mr.  Moore  moved  to  indefinitely  postpone  said  bill; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  arCj 

Messrs.  Bard  well,  Chambers,  Cole,  Cushman,  Edmonston,  Eggleston, 
Graham,  Harris,  Howard,  Howell,  Jones,  Macey,  Miller,  Moore,  Nave, 
Phelps,  Posey,  Smith,  Steele,  Wiliett,  Wilson,  and  Zenor — 22. 

And  those  who  voted  in  the  negative  are, 

Mesrrs.  Armstrong,  Bennett,  Boone,  Brown,  Bryan,  Buell,  Carnan^ 
Carr,  Chamberlain,  Chiles,  Clark  of  Washington,  Collins,  Craig  of  M., 
Craig  of  P.,  Curtis,  Davis,  Dunning,  Edwards,  Evans,  Gregg,  Han- 
naman,  Harrow,  Hubbard,  Huckleberry,  Huntington,  Jackson,  John- 
ston, KiIgore,Leeof  B.,  Lee  of  M.  and  C,  Mason,  McBean,  McCarty, 
Morris,  Murray,  Myers,  Ray,  Ristine,  Stapp,  Strain,  Templeton, 
Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vaw- 
ter.  Walker  of  S.,  Watt,  Whitman  and  Smith,  Speaker— 50. 

And  so  said  motion  did  not  prevail. 

Mr.  Smith  moved  to  amend  the  motion  to  commit  to  a  select  commit- 
tee, by  adding  the  following  instructions: 

"Strike  out  the  first  section  which  proposes  to  increase  the  interest  on 
stocks  for  internal  improvements,  from  5  per  cent,  to  S  per  cent.;  and 
also  strike  out  the  twelfth  section,  which  authorizes  the  fund  commis- 
sioners to  negotiate  temporary  loans  with  banks  or  individuals,  or  the 
Stale  Bank  or  branch  banks  of  Indiana,  without  prescribing  the  length 
of  time  or  the  purpose  for  which  such  loans  shall  be  made,  and  the  a- 
mount  of  interest  that  shall  be  paid. 

Mr.  Dunning  moved  to  amend  said  instructions  by  striking  out  there- 
of, so  much  as  relates  to  the  twelfth  section  of  said  bill; 

And  the  ayes  and  noes  being  required  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Brown,  Bryan,  Buell,  Carnan,  Cham- 
berlain, Chambers,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M., 
Curtis,  Davis,  Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Harrow, 
Hubbard,  Huckleberry,  Johnston,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C, 
Mason,  McBean,  McCarty,  Morris,  Murray,  Ray,  Ristine,  Stapp, 
Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L., 
Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman, 
and  Smith, Speaker — 47. 

And  those  who  voted  in  the  negative  are. 

Messrs,   Boone,  Cmrr,  Chiles,  Craig  of  P.,  Cushoaan,  Edmonston, 
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EgglestoD,  Graham,  Harris,Howard,  Howell,  Jackson,  Jones,  Macey, 
Miller,  Moore,  Nave,  Pbelps,  Posey,  Smith,  Steele,  Willett,  Wilson 
and  Zerior — 24. 

And  so  said  amendment  was  adopted. 

On  motion  of  Mr.  Buell,  said  instructions  were  further  amended, 
as  follows,  to  wit: 

"That  the  fund  commissioners  shall  not  be  authorized  to  make  tem- 
porary loans,  until  a  permanent  loan  has  been  effected,  and  to  limit  the 
amount  of  the  temporary  loans. 

On  motion  of  Mr.  Smith,  said  instructions  were  further  amended 
as  follows,  to  wit: 

"And  that  no  temporary  loans  shall  be  made  at  a  higher  rate  of  inte- 
rest than  6  per  cent." 

Mr.  Thompson  of  L.,  moved  further  to  amend  said  instructions,  as 
"that  the  committee  inquire  into  the  expediency  thereof; 

And  the  ayes  and  noes  being  requesten  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Brown,  Bryan,  Carnan,  Chamberlain,  Collins,  Craig  of  P., 
Curtis,  Davis,  Edwards,  Evans,  Gregg,  Hannaman,  Johnston,  Kilgore, 
Lee  of  M.  and  C,  Mason,  McBean,  MeCarty,  Murray,  Ray,  Ristine, 
Stapp,  Templeton,  Thompson  of  A.,  Thompson  of  L.,  Vawter,  Walk- 
er of  S.,  and  Smith,  Speaker — 28, 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bardwell,  Bennett,  Boone,  Buell,  Carr,  Chiles,  Clark  of 
Washington,  Cole,  Craig  of  M.,  Cushman,  Dunning,  Edmonston, 
Eggleston,  Graham,  Harrow,  Harris,  Howard,  Howell,  Hubbard, 
Htickleberrj,  Huntington,  Jackson,  Jones,  Lee  of  B.,  Macy,  Miller, 
Moore,  Nave,  Phelps,  Posey,  Smith,  Steele,  Strain,  Thompson  of  J., 
Vandeveer,  Walker  of  D.,  Watt,  Whitman,  Willett,  Wilson,  and 
Zenor — 4L 

And  so  said  motion  did  not  prevail. 

Mr.  Nave  moved  to  further  amend  said  instruction  as  follows,  to-wit: 

And  in  case  such  temporary  loans  shall  be  made,  the  citizens  of  this 
state  shall  not  be  bound  for  the  payment  of  either  the  principal  or  in- 
terest  or  any  part  thereof; 

Which  was  decided  in  the  negative. 

Mr.  Thompson  of  L.  moved  to  amend  said  instructions  by  striking 
them  out  and  insert  in  lieu  thereof  the  following. 

To  inquire  if  any  and  what  amendments  are  necessary  thereto. 

Mr.  Smith  moved  to  indefinitely  postpone  said  bill  and  appending 
amendments, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 
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Those  who  voted  in  the  affirmative  arc^ 

Messrs.  Bardwell,  Chambers,  Cole,  Cushman,  Edmonston,  Eggle- 
ston,  Graham,  Harris,  Howard,  Howell,  Jones,  Miller,  Moore,  Nave, 
Phelps,  Posey,  Smith,  Steele,  Willelt,  Wilson,  and  Zenor — 21. 

And  those  rvho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Boooe, Brown,  Bryan,  Buell,  Carnan, 
Carr,  Clark  of  Washington,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis, 
Davis,  Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Harrow,  Hub- 
bard, Huckleberry,  Huntington,  Jackson,  Johnston,  Kilgore,  Lee  of 
B.,  Lee  of  M.  and  C,  Macey,  Mason,  McBean,  McCarty,  Morris,  Mur- 
ray, Ray,  Ristine,  Stapp,  Strain,  Templeton,  Thompson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawler,  Walker  of 
D.,    Walker  of  S.,  Watt,  Whitman,  and  Smith,  Speaker — 50. 

And  so  said  motion  did  not  prevail. 

And  the  question  then  recurring  on  the  motion  to  amend  the  instruc- 
tion, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members; 

Those  icho  voted  in  the  affirmative  are, 

Messrs.  Brown,  Chamberlain,  Collins,  Craig  of  P.,  Curtis,  Davis, 
Edwards,  Evans,  Gregg,  Hannaman,  Huntington,  Johnston,  Kilgore^ 
Lee  of  M.  and  C,  Mason,  McBean,  McCarty,  Morris,  Ray,  Ristine, 
Stapp,  Templeton,  Thompson  of  A.,  Thompson  of  J.  Thompson  of  L., 
Vawter,  Walker  of  S.,  and  Smith  Speaker — 28. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Buell,  Carnan,  Carr,  Chambers, 
Clark  ofWashington,  Cole,  Craig  of  M.,  Cushman,  Dunning,  Edmon- 
ston, Eggleston,  Graham,  Harris,  Howard,  Howell,  Hubbard,  Huckle- 
berry, Jackson,  Jones,  Lee  of  B.,  Macey,  Miller,  Moore,  Murray,  Nave, 
Phelps,  Posey,  Smith,  Steele,  Strain,  Vandeveer,  Walker  of  D.,  Watt, 
Whitman,  Willett,  Wilson,  and  Zenor— 40. 

And  so  said  motion  was  decided  in  the  negative. 

Mr.  Willett  moved  further  to  amend  said  instructions  by  adding 
thereto  the  following: 

That  the  committee  be  instructed  to  strike  out  so  much  of  the 
section  as  makes  it  the  duty  of  the  board  of  internal  improvement, 
(should  the  White  Water  canal  be  extended  further  north  than  the 
National  road)  to  connect  the  rail  road,  which  will  connect  the  White 
Water  canal  at  the  terminating  of  the  said  White  Water  canal; 

Which  was  negatived. 

Mr.  Eggleston  then  moved  the  following  amendment  to  said  in- 
structions: 
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That  the  committee  be  instructed  to  so  modify  the  bill  that  no  tem- 
porary loan  shall  be  made  for  any  other  purpose  than  for  defraying  the 
interest  on  the  permanent  loans,  and  that  no  temporary  loan  shall  be 
for  a  longer  period  of  time  than  six  months,  and  shall  not  be  renewed 
under  any  pretence  whatever; 

Which  motion  did  not  prevail. 

And  the  question  then  recurring  on  the  motion  of  Mr.  Smith  to  amend 
the  motion  to  commit, 

It  was  put, 

The  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Buell,  Carr,  Cham- 
bers, Clark  of  Washington,  Cole,  Craig  of  M.,  Curtis,  Davis,  Dun- 
mng,  ^dmonston,  Eggleston,  Harrow,  Harris,  Howard,  Howell,  Hub- 
bard,  Hunlmgton,  Jones,  Lee  of  Bartholomew,  Macey,  McBean,  Mil- 
ler, Moore,  Murray,  Nave,  Phelps,  Posey,  Smith,  Steele,  Strain, 
ihompson  of  Johnson,  Vandeveer,  Watt,  Whitman,  Willett,  and  Ze- 
nor — 4 1 . 

jind  those  who  voted  in  the  negative  art, 

Messrs.  Brown,  Carnan,  Chamberlain,  Collins,  Craig  of  P.,  Evans, 
Gregg,  Haannaman,  Johnston,  Kilgore,  Lee  of  M.  and  C,  Mason, 
McCarfy,  Morris,  Ray,  Ristine,  Stapp,  Templeton,  Thompson  of  Allen, 
Thompson  of  Lawrence,  Vawter,  Walker  of  S.,  and  Smith,  Speak- 
er— 23.  *^ 

And  so  said  question  was  decided  in  the  affirmative. 
And  the  question  was  then  put  on  the  motion  to  commit  with  the  in- 
«*'-Jctions,  -:'-wm 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Brown,  Buell,  Carnan, 
Carr,  Chamberlain,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M., 
Craig  of  P.,  Curtis,  Davis,  Dunning,  Edwards,  Evans,  Gregg,  Hanna- 
man,  Harrow,  Hubbard,  Huntington,  Johnston,  Jones,  Kilgore,  Lee 
of  B.,  Lee  of  M.  and  C,  Macey,  Mason,  McBean,  McCarty,  Morris, 
Murray,  Ray,  Ristine,  Stapp,  Strain,  Templeton,  Thompson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of  S., 
Watt,  Whitman,  and  Smith  Speaker — 49. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Chambers,  Edmonston,EgglestoD,  Harris,  Howard,  How- 
ell, Miller,  Moore,  Nave,  Phelps,  Posey,  Smith,  Steele,  Willett,  and 
Zenor, — 15, 
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And  so  said  bill  was  so  committed. 

Ordered,  That  Messrs.  Evans,  Stapp,  Thompson  of  L.,  Huntington, 
and  McCarty  be  that  committee. 
And  the  House  adjourned. 


2  o'clock,  P.  M. 

The  House  met, 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  did  on  this  day,  present  to  his  excellency  the  Governor,  for 
his  approval  and  signature,  bills  and  jomt  resolutions  of  the  following 
titles,  to-wit: 

No.  238 — An  act  to  authorize  the  sale  of  certain  real  estate  of 
James  Johnson,  late  of  Indianapolis,  deceased; 

No.  206 — An  act  to  authorize  the  holding  an  additional  term  of  the 
Floyd  circuit  court; 

No.  191 — A  joint  resolution  authorizing  the  publishing  of  an  act  of 
Congress  therein  named; 

No.  175 — An  act  to  vacate  a  part  of  a  state  road  therein  named  and 
for  other  purposes; 

No.  167 — A  joint  resolution  relative  to  the  Michigan  road  lands; 

No.  165 — A  joint  resolution  relative  to  the  Marion  county  Library 
moneys ; 

No.  190 — An  act  to  amend  an  act  entitled  an  act  incorporating  con- 
gressional townships,  approved  February  2, 1833; 

No.  178 — An  act  to  establish  a  state  road  from  Scott's  ferry  in  Mor- 
gan county  by  the  way  of  Hadley's  mill  in  said  county  to  Bellville  in 
Hendricks  county; 

No.  176 — An  act  to  authorize  the  location  of  a  state  road  from  the 
mouth  of  Eel  river  in  Greene  county  to  Bowlinggreen  in  Clay  county; 

No.  168 — A  joint  resolution  for  the  relief  of  James  Scott; 

No.  128 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
St.  Joseph's  Iron  Company; 

No.  89 — An  act  to  enable  the  school  commissioners  of  the  several 
counties  of  this  state  to  correct  the  returns  of  the  collectors ; 

No.  48 — An  act  to  make  the  Knox  county  Agricultural  Society  a 
branch  of  the  State  Agricultural  Society  of  Indiana ; 

Also  bills  and  joint  resolutions  which  originated  in  the  Senate,  enti- 
tled as  follows,  to-wit: 

No.  52 — An  act  to  establish  a  state  road  from  Rome  in  Perry  county 
to  Jasper  in  Dubois  county; 

No.  42 — An  act  authorizing  the  inhabitants  of  township  8,  south  of 
range  2  west,  to  sell  their  school  lands; 

No.  44 — An  act  to  provide  for  a  special  session  of  the  Jefferson  cir- 
cuit court; 

No.  48 — A  joint  resolution  respecting  Blackford's  Reports; 

No.  32 — An  act  to  provide  for  a  justice  of  the  peace  in  Rockford, 
Jackson  county; 
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No.  40— An  act  to  incorporate  the  Rockville  steam  mill  company; 

No.  41 — An  act  to  incorporate  the  town  of  Rome  in  Perry  county; 

No.  27 — An  act  to  incorporate  the  Leavenworth  Savings  Institution; 

No.  12 — An  act  to  continue  in  force  an  act  entitled  an  act  for  the 
benefit  of  persons  who  are  likely  to  suffer  by  the  destruction  of  the 
records  of  Parke  county,  approved  Dec,  28,  1832;  and  also  an  act 
amendatory  thereto,  approved  Jan,  8,  1834,  and  amendatory  of  an 
act  entitled  an  act  for  the  benefit  of  persons  who  are  likely  to  suffer  by 
the  destruction  of  the  records  of  Spencer  county,  app'd.  Jan,  27, 1833; 

No.  49 — An  act  to  incorporate  the  president  and  trustees  of  the 
Rush  county  Seminary. 

Mr.  Jackson,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  had  compared  the  enrolled  with  the  engrossed  bills  and 
joint  resolution,  which  originated  in  the  House  of  Representatives  of 
the  following  titles,  to- wit: 

No.  63 — An  act  to  incorporate  the  town  of  Indiaoaplis; 

No.  90 — An  act  declaring  a  misprint; 

No.  92 — An  act  to  organize  Kosciusko  county; 

No.  99 — An  act  declaring  Big  Raccoon  creek  in  the  counties  of 
Parke  and  Putnam  a  public  highway; 

No.  156 — An  act  to  revive  and  continue  in  force  an  act  to  incorpo- 
rate the  town  of  Washington  in  Daviess  county,  approved  January  the 
31st,  1832; 

No.  180 — A  joint  resolution  relative  to  certain  unreclaimed  lands  io 
the  Wabash  bottom  below  Vincennes  in  Knox  county;  and, 

No,  222 — An  act  for  the  improvement  of  Morgantown  in  Morgan 
county ; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  f«r  the  signature  of 
%eir  President. 

Mr,  Wilson  from  the  committee  of  ways  and  means  made  the  follow- 
ing report: 

Mr.  Speaker — 

The  committee  of  ways  and  means  to  which  was  referred  a  resolu- 
lution  directing  them  to  inquire  into  the  expediency  of  directing  the 
collectors  of  each  county  to  advertise  in  two  or  three  of  the  most  pub- 
lic plaees  in  each  township,  that  he  will  attend  on  a  certain  day  at  the 
usual  place  of  holding  elections  for  the  purpose  of  collecting  the  reve- 
nue of  state  and  county — Further,  any  person  or  persons  failing  to 
pay  or  have  paid  his  or  their  taxes  on  or  against  such  day,  the  collect- 
or shall  be  authorized  to  collect  the  same  by  suit  before  some  justice 
of  the  peace  of  the  township  where  such  delinquent  actually  risidei  or 
may  be  found ; 
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Also  a  resoluHon  referring  so  much  of  the  Governor's  message  as 
relates  (o  loaning  the  unexpended  balance  appropriated  to  the  im- 
provement of  the  Wabash  river; 

Also  a  communicnJion  fmm  \he  President  Judge  of  the  2d  judicial 
circuit,  reporting  claims  allowed  to  the  clerk  of  Floyd  county,  have 
had  (he  same  under  consideration  and  direct  me  to  report  that  legis- 
latioii  on  these  mntters  is  inexpedient; 

Which  was  read  and  concurred  in. 

Mr.  Stapp,  from  the  judiciary  committee,  made  the  following  report: 
Mr.  Speaker — 

The  judiciary  committee  to  which  was  referred  bills  of  the  Senate, 
entitled  ac(?,  to-wi!; 

No.  72— An  act  to  incorporate  the  Madison  Hotel  Company; 

No.  92 — An  act  to  incorporate  the  Charlestown  Savings'  Institution; 

No.  94 — An  act  to  incorporate  the  Rockport  Savings'  Institution; 

Have  had  the  same  under  consideration  and  have  directed  me  to 
report  the  same  with  amendments  and  ask  the  concurrence  of  the 
Housec 

The  amendments  of  the  committee  to  tl\e  bill  [No.  94,]  named  in 
said  report,  were  read  and  concurred  in,  and 

On  moticn  of  Mr.  Stapp,  said  amendments  were  considered  aa 
engrossed,  and  with  the  bill,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  amendments  of  the  committee  to  the  bill  of  the  Senate  [No.  72] 
named  in  said  report,  were  read  and  concurred  in  by  the  House,  and 

On  motion,  said  amendments  were  considered  as  engrossed,  and 
with,  the  bill,  read  the  third  time  and  passed. 

Orderedi,  That  tlie  clerk  inform  the  Senate  thereof. 

The  amendments  to  the  bill  [92)  of  the  Senate,  (herein  named,  were 
concurred  in  and  with  the  bill,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  (he  Senate  thereof. 

Mr.  Ray,  from  the  judiciary  committee,  to  which  was  referred  the 
bill  (No.  87)  to  incorporate  the  Salem  Savings  institution,  reported 
the  s;ime  back  (o  the  House  wiih  amendments; 

Which  were  read  and  concurred  in;  and 

On  motion  of  Mr.  Ray.  said  bills  were  considered  as  engrossed, 
read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Egt»lesion,  from  the  judiciary  committee,  to  which  was  referred 
the  bill  [No.  62]  of  the  Senate,  to  incorporate  the  Clark  county  trading 
and  manufacturing  company,  reported  the  same  to  the  House  with 
amendments; 

Which  wore  read  and  concurred  in. 

O.)  motion,  said  amendments  were  considered  as  engrossed, 
and,  iviih  the  bill,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inlbroo  the  Senate  thereof. 
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Mr.  Eggleston,  from  the  committee  on  the  judiciary,  to  which  was 
referred  the  bill  [No.  7lJ  of  the  Scnafe,  to  incorporate  Troy  Savings 
Institution,  reported  the  same  baciv  to  the  Senate  with  amendments; 

Which  Were  read  and  concurred  in:  wl.en, 

On  motion,  the  amendments  to  said  bill  were  considered  as  en- 
grossed, and  the  bill  read  the  third  time  and  passed. 

Mr.  Willet  moved  to  amend  the  title,  by  inserting  after  the  word 
"savings,"  the  words  "and  insurance;" 

Which  motion  prevailed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Wilson  presented  the  respective  petitions  of  A.  F.  Morrison,  and 
Douglass  &  Maguire,  on  the  subject  of  the  public  printing,  and  pray- 
ing certain  relief  therein  named;  which, 

On  motion  of  Mr.  WiUon,  were  referred  to  the  committee  on 
claims. 

Mr.  Chiles,  from  the  joint  committee  on  enrolled  bills,  made  the  folr 
lowing  report: 

Mr.  Speakeb — 

The  joint  committee  on  enrolled  bills  report,  that  they  have  com- 
pared the  enrolled  with  the  engrossed  bills  and  joint  resolution  which 
originated  in  the  Senate,  entitled  as  follows,  viz: 

No.  37 — An  act  to  am.end  an  act  entitled  -'an  act  for  opening  and  re- 
pairing public  roads  and  highways,"  approved  February  10,  1831  ; 

No.  41 — An  act  to  incorporate  Farke  cousity  seminary; 

No.  50 — A  joint  resolution  on  the  subject  of  authorizing  the  Secre- 
tary of  State  to  furnish  the  counties  of  Allen  and  Laporte,  with  copies 
of  the  revised  laws; 

No,  61  — An  act  to  lay  out  a  state  road  in  the  counties  of  Ripley  and 
Dearborn, 

And  find  the  same  truly  enrolled ; 

Whereupon,  the  Speaker  signed  the  same; 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Bennett,  from  the  committee  on  claims,  made  the  following 
report: 

The  committee  on  claims  to  whom  were  referred  resolutions  of  the 
House  in  relation  to  the  claims  of  Augustus  Wylie,  late  collector  of  the 
Siate  revenue,  in  Tippecanoe  county;  Arthur  L.  Blagrave,  collector 
in  Dubois  county,  and  of  the  Jlon.  Isaac  Blackford,  for  reports  furnish- 
ed by  him  to  the  State,  have  had  the  same  under  consideration,  and 
have  directed  the  following  resolution  to  be  reported  to  the  House  for 
adoption. 

Resolved,  That  the  committee  of  ways  and  means  be  directed  to  al- 
low, in  the  specific  appropriation  bill,  the  sum  of  twenty-one  dollars 
a,od  sixty-four  cents  to  Augustus  Wjlie,  of  Tippecanoe  county,  and 
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to  Arthur  L.  Blagrave  of  Dubois  county,  twenty-one  dollars  and  seven- 
ty four  cents,  the  said  amounts  having  been  hy  them  paid  improperly 
into  the  state  treasury;  and  to  the  Hon.  Isaac  Blackford,  the  sum  of 
one  hundred  and  sixty-eight  dollars  for  forty-two  volumes  of  Blackford's 
Reports,  by  him  furnished  to  the  State,  in  pursuance  ©f  a  resolution 
of  the  last  General  Assembly; 

Which  said  resolution  was  read  and  adopted. 

Mr.  Morris,  from  the  committee  on  agriculture,  made  the  following 
report: 

Mr.  Speaker — 

The  committee  on  agriculture  to  which  were  referred  the.several 
communications  made  to  the  House  from  the  State  Board  of  Agricul- 
ture, have  had  the  same  under  their  consideration,  and  report: 

From  an  examination  of  these  documents  referred  to,  it  appears 
that  the  law  of  last  year,  for  the  encouragement  of  agriculture,  has 
been  productive  of  much  good.  Under  it,  a  state  board  of  Agriculture, 
a  state  agricultural  society,  and  a  number  of  county  agricultural  soci- 
eties have  been  organized.  From  the  returns  sent  up  to  the  state  ag- 
ricultural society  at  their  meeting  in  December  last,  it  is  evident  that 
within  the  year  past,  quite  an  agricultural  revolution  has  been  produc- 
ed in  many  counties. 

Your  committee  therefore  entertain  hopes,  that  by  the  next  meet- 
ing of  the  society,  it  will  be  found  that,  that  not  only  has  each  county 
a  well  organized  society,  but  that  each  society  will  be  represented  at 
that  meeting.  The  reportsof  the  state  board  suggest  amendments  to 
the  present  law,  which  has  been  duly  considered  by  your  committee; 
some  of  them  they  have  embodied  in  a  bill  herewith  reported,  entitled 
"a  bill  to  amend  the  act  for  the  encouragement  of  agriculture,"  approv- 
ed, February  7, 1835. 

As  several  of  the  documents  referred  to  the  committee,  contained 
genera!  information  upon  the  important  subject  of  agriculture,  it  is  be- 
lieved by  your  committee,  that  they  would  be  read  by  every  part  of 
the  community  with  interest.  They  therefore  recommend  the  adop- 
tion of  the  following  resolution : 

Resolved^  That  documents  accompanying  this  report,  numbered  1,2, 
3, 4,  5,  and  6,  be  printed  in  pamphlet  form,  for  publie  distribution. 

The  bill  [No.  261]  therein  named,  was  twice  read  by  consent. 

Mr.  Moore  moved  to  amend  the  same  by  striking  out  'twenty  dollars ;' 

Which  motion  was  lost. 

Orderedy  That  said  bill  be  engrossed  and  read  the  third  time  to  mor- 
row. 

The  resolution  in  said  report,  was  read  and  adopted. 

Mr.  Howard  (having  obtained  leave)  presented 

A  bill  [No.  262]  to  legalize  the  Rising  Sun,  Dearborn  county,  Agri- 
cultural Society ; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with) 
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Ordered^  That  it  be  entitled  an  act,  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Dunning,  from  the  committee  on  the  state  library,  to  which  was 
referred  several  matters  pertaining  thereto,  reported 

A  bill  [No.  263]  to  amend  the  act  entitled  an  act  to  establish  a  state 
library,  approved  February  10th,  1831 ; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and  ordered  to  be  engrossed  and  read  a  third  time  to- 
morrow. 

Mr.  Strain,  from  the  select  committee  to  which  wa?  referred  a  peti- 
tion on  that  subject,  reported 

A  bill  [No.  264]  to  amend  an  act  entitled,  an  act  to  locate  a  state 
rord  from  Levenworth  in  Crawford  county,  to  Salem  in  Washington 
county,  approved  January  8, 1835; 

Which  was  three  times  read  and  passed. 

Ordered^  That  it  be  intitled  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Spkaker — 

The  select  committee  to  which  wasreferred  the  report  of  the  Board 
of  Directors  of  the  Bloomington  and  Leavenworth  rail  road  company, 
and  also  the  report  of  E.  N.  Elliott,  principal  engineer  on  said  road, 
with  the  accompanying  doucments,  have  had  those  several  matters  un- 
der consideration,  and  after  mature  deliberation  upon  the  same,  have 
directed  me  to  report  the  following  bill  in  accordance  with  the  views  of 
said  board,  to  wit: 

A  bill  to  amend  the  act  incorporating  the  Leavenworth  and  Bloom- 
ington rail  road  company,  approved  Feb.  1,  1834; 

Which  said  bill  (No.  265)  was  read  the  first  time  and  passed  to  a 
second  reading  on  to  morrow. 

Mr.  Moore,  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  (No.  266)  to  vacate  a  part  of  the  public  common  in  the  town 
of  Spencer,  in  the  county  of  Owen; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Strain,  from  the  committee  to  which  was  referred  the  engrossed 
bill  ef  the  Senate  [No.  85]  reported  the  same  back  to  the  House  with 
an  amendment; 

Which  was  read  and  concurred  in,  when, 
On  motion, 

Said  amendment  was  considered  as  engrossed,  and  with  the  bill  read 
the  third  time  and  passed. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

Mr,  Huckleberry,  from  the  select  committee  to  which  was  referred 
sundry  petitions  on  that  subject,  reported 
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A  bill  [No.  267]  to  incorporate  the  Jeffersonville  and  New  Albany- 
canal  company; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed  with,)  and  referred  to  the  judiciary  committee. 
On  motion  of  Mr.  Brown, 

Resolved,  That  the  committee  on  the  State  Bank  be  instructed  to  in- 
quire into  the  expediency  of  reducing  the  amount  of  damages  on  bills 
of  exchange  as  regulated  by  an  act,  approved  Jan.  20, 1820. 
On  motion  of  Mr.  V^awtor, 

Resolved,  That  the  commitee  of  ways  and  m.8ans  he  directed  to  report 
a  bill  appropriating  two  hundred  dollars  per  annum,  for  clerk  hire  in 
each  of  the  offices  of  Auditor,  Secretary,  and  Treasurer  of  State,  pay- 
able quarter  yearly,  as  other  moneys  cut  of  the  Treasury. 

Mr.  Willett  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  resolution  heretofore  adopted  on  the  subject  of 
adjourning  sine  die  be  recinded,  and  that  the  General  Assembly  will  ad- 
journ without  day  on  Thursday  the  4th  of  February,  and  that  the 
Senate  be  informed  thereof  and  its  agreement  thereto  requested. 

Mr.  Huntington  moved  to  strike  out  Thursday  the  4th,  and  insert 
Monday  the  15th. 

Mr.  Johnston  moved  to  lay  said  resolution  on  the  table. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Carnan,  Chamberlain,  Chambers,  Clark  of  Wash- 
ington, Collins,  Craig  of  M.,  Craig  of  P-,  Curtis,  Davis,  Dunning, 
Edmonston,  Edwards,  Evans,  Hannaman,  Harrow,  Harris,  Howard, 
Howell,  Hubbard,  Huntington,  Johnston,  Jones,  Lee  of  B.,  Lee  of  M. 
and  C,  Macey,  Mason,  McBean,  McCarty,  Morris,  Murray,  Nave, 
Ray,  Ristine,  Steele,  Strain,  Templeton,  Thompson  of  A.,  Thompson 
ofJ.,Vandeveer,  Walker  of  S.,  Whitman,  Wilson,  and  Smith,  Speaker 
—42. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Boone,  Brown,  Buell,  Carr,  Cushman, 
Eggleston,  Gregg,  Huckleberry,  Kilgore,  Miller,  Moore,  Phelps,  Po- 
sey, Smith,  Stapp,  Thompson  ofL.,  Vawter,  Walker  of  D.,  Watt, 
Willett,  and  Zenor— 23. 

And  so  said  resolution  was  laid  on  the  table. 

Mr.  Huckleberry  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  this  House  will,  after  this  week,  and  during  the  re- 
mainder of  the  session,  meet  each  evening  at  6  o'clock  for  the  transac- 
tion of  busmess; 

Which  was  decided  in  the  negative. 

On  motion  of  Mr.  Thompson  of  L., 

Resolved,  That  the  committee  on  claim.s  be  directed  to  inquire  into 
the  expediency  of  allowing  Yandes  «fc  E.  T.  Porter  the  sum  of  $50 
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92J  for  sundry  articles  of  merchandize  furnished  the  state  of  Indiana 
during  the  present  session  of  the  General  Assembly. 
On  motion  of  Mr.  Harrow, 

Resolved^  That  the  committee  on  claims  be  directed  to  inquire  into 
and  investigate  the  claim  of  John  Cowgill,  a  witness  summoned  in  be- 
half of  the  state  of  Indiana  in  the  case  of  C.  C.  Nave,  a  member  of 
this  House  at  the  present  session,  for  travelling  from  and  returning  to 
Greencastle,  the  place  of  his  residence. 

On  motion  of  Mr.  Morris,  , 

Resolved,  That  the  committee  of  ways  and  means  be  instructed  to 
incorporate  a  provision  in  the  specific  appropriation  bill,  making  it  the 
duty  of  the  commissioners  who  superintend  the  erection  of  the  state  house, 
to  allow  to  such  persons  who  have  furnished  tables,  desks,  and  chairs  for 
the  State  House,  also  for  any  other  articles  furnished  for  either  Hall, 
or  any  of  the  committee  rooms,  and  the  Auditor  of  Public  Accounts 
shall  upon  their  certifiate  audit  such  claims  so  allowed. 

Mr.  Thompson  of  A.,  introduced 

A  memorial  and  joint  resolution  (No.  268)  on  the  subject  of  the 
Wabash  and  Erie  Canal; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof,  and  ask  their  con- 
currence therein. 

Mr.  Kilgore  introduced  a  joint  resolution  [No.  269]  for  the  benefit  of 
the  Colleges  of  (his  state,  which  was  read  the  first  time,  and, 
On  motion  of  Mr.  Willett,  rejected. 

Mr.  Brown  presented 

A  bill  [No.  270]  for  the  relief  of  Stephen  Trickle; 

Which  was  twice  read  (the  rules  of  the  House  being  dispensed 
with,)  and 

On  motion  of  Mr.  Buell, 

Amended  by  striking  out  "^20"  and  inserting  "such  amount  as  may 
be  found  due  him." 

On  motion  of  Mr.  Brown, 

The  rules  were  further  dispensed  with,  said  bill  read  the  third  time 
and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that^  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Brown  presented 

A  bill  [No.  271]  to  incorporate  the  Lafayette  insurance  company; 

Which,  (after  a  suspension  of  the  rules)  was  twice  read  by  the  title 
and  referred  to  the  judiciary  committee. 

Mr.  Bardwell  presented 

A  bill  [No.  272]  to  renew  the  corner  stakes  and  boundaries  of  the 
town  of  Greenfield,  the  county  seat  of  Hancock  county; 

Which,  (after  a  suspension  of  the  rules)  was  three  times  read  and 
passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  thereio. 
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Mr.  Morris  presented 

A  bill  [No.  273]  to  incorporate  the  Western  Scientific  and  Agricul- 
tural College ; 

Which,  (after  a  suspension  of  the  rules  for  that  purpose)  was  twice 
read,  and 

On  motion, 

Referred  to  a  select  committee  of  Messrs.  Armstrong,  Morris,  and 
Evans. 

Mr.  Evans  presented 

A  bill  [No.  274]  authorizing  the  inhabitants'of  Newtown  in  Foun- 
tain county  to  become  incorporated; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Johnston  presented 

A  bill  [No.  275]  for  the  relief  of  Benjamin  McCarty,  a  parchaser  of 
Michigan  road  land ; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and 
On  motion. 

Referred  to  the  committee  on  roads. 

Mr.  Nave  presented 

A  bill  [No.  276]  to  provide  for  an  additional  appropriation  of  the  3 
per  cent,  fund; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with.) 

Mr.  Evans  moved  to  indefinitely  postpone  said  bill. 

Mr.  Smith  moved  to  lay  it  on  the  table; 

Which  motion  was  decided  in  the  affirmative, 

Mr.  Hannaman  presented 
A  bill  [No.  277]  to  vacate  the  town  of  Cynthiana  in  Hamilton  county ; 

Which,  (after  a  suspension  of  the  rules  for  that  purpose)  was  three 
times  read  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  inform  the 
Senate  thereof  and  ask  their  concurrence  therein. 

Mr.  Carr  presented 

A  bill  [No.  278]  to  incorporate  the  Browsntown  turnpike  company; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and 
On  motion, 

Committed  to  the  committee  on  roads. 

Leave  of  absence  was  granted  to  Mr.  Vawter  during  the  residue  of 
the  session.  ' 

Mr.  Armstrong  introduced 

A  bill  [No.  279]  to  incorporate  the  Bethlehem  Savings  Institution; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with),  and 
On  motion, 
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Committed  to  the  judiciary  comtinittee. 
On  motion  of  Mr.  Stapp, 

The  Gommiltee  of  the  whole  to  which  was  referred  the  bill 

No.  142— To  amend  an  act  entitled  an  act  to  regulate  the  mode  of 
doing  county  business  in  the  several  counties  in  this  state,  approfed 
Jan.  19,  1831,  was  discharged  from  the  further  consideration  thereof. 

Mr.  Eggleston  moved  to  amend  said  bill  by  striking  out  the  Sth  sec- 
tion thereof;  when, 

On  motion  of  Mr.  Howell, 

Said  bill  was  indefinitely  postponed. 
On  motion  of  Mr.  Stapp, 

The  committee  of  the  whole  to  which  was  referred  the  bill 

No.  217— To  amend  -.m  act  entitled  an  act  regulating  the  jurisdic* 
tion  and  duties  of  justices  of  the  peace,  approved  Feb.  10,  1831,  was 
discharged  from  the  further  consideration  thereof. 

And  the  House  adjourned. 


MONDAY,  Februtry  1,  18S6. 


The  House  met. 

Mr.  Stapp  from  the  judiciary  committee  to  which  was  ireferred  the 
bill  [No.  267]  to  incorporate  the  Jeffesonvijle  and  New  Albany  canal 
company,  reported  the  same  back  to  the  House  without  anendment. 

Mr.  Stapp  then  moved  to  amend  said  hill  as  follows: 

That  the  Secretary  of  State  be  and  he  is  hereby  authorized  on  be- 
half of  the  State  of  Indiana,  to  subscribe  for  and  take  two  thousand 
shares  of  said  stock,  to  be  paid  as  follow^s,  to-wit:  So  soon  as  said  com- 
pany shall  have  expended  on  said  canal,  the  sum  of  §100,000,  and  the 
hoard  of  internal  improvement  shall  be  satisfied  that  ihe  same  has 
been  expended  in  good  faith,  he  is  hereby  authorized,  and  it  shall  be  his 
duty  on  behalf  of  the  State  of  Indiana,  to  accept  a  draft,  drawn  by 
said  company,  at  4  months  for  the  sum  of  fifty  thousand  dollars  and  the 
interest  thereon,  from  the  time  of  the  call  on  the  stockholders  for  their 
proportion  at  the  rate  of  5  per  centum  per  annum,  and  for  every  $100, 
000  so  expended  by  said  company,  the  secretary  shall  in  like  manner 
accept  a  like  draft  of  $50,000  until  the  whole  stock  subscribed  shall 
be  paid; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajjirmative  are, 

Messrs.  Armstrong,  Bardwell,  Brov/n,  Carr,  Chambers,  Davis,  Ev- 
ans, Gregg,  Hannaman,  Huckleberry,  Jackson,  Johnston,  Macey,  Me- 
Beao,  Morris,  Phelps^  Ristioe,  Stapp,  Strain,  Templetoo,  Thooapson 
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ef  A.,  Walker  of  D.,  Walker  of  S.,  Whitman,  aod  Smith,  Speaker— 25. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Bryan,  Buell,  Carnan,  Chamberlain,  Col- 
iins,  Craig  of  M.,  Cutii?,  Edmonston,  Edward?,  Eggleston,  Harrow, 
Harris,  Howard,  Howell,  Hubbard,  Lee  of  M.  and  C,  Mason,  Mc- 
Carly,  Miller,  Moore,  Murray,  Myer?,  Posey,  Ray,  Smith,  Steele, 
Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  and  Willett-33. 
On  motion  of  Mr.  Armstrong, 
Said  bill  was  further  amended,  and 

On  motion, 
Read  the  third  time  tind  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Stapp  from  the  same  committee  to  which  was  also  referred  the 
bill  [No.  271]  to  incorporate  the  Lafayette  insurance  company,  report- 
ed the  same  to  the  House  without  amendment. 
On  motion, 
Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 
Ordered,  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  ilierein. 

Mr.  Ejijleslon  from  the  same  committee  to  which  was  also  referred 
the  bill  [No.  271]  to   incorporate  Michigan  City,  reported  the  same 
back  to  the  House  with  one  amendment; 
■Which -was  read  and  concurred  in;  when. 

On  motion, 
Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 
Ordered,  Thai  it  be  entitled' an  act  and   that  the  clerk  carry  it  to 
ihe  Senate  and  ask  their  concurrence  therein. 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  report: 

The  committee  on  reads  to  which  was  referred  the  petition  of  J. 

Ross  and  others  No.  4;  also  the  petition  of  Robert  Hood  and  others 

No.  9;  also  the  petition  of  George  Johnson  and  others,  No.  237;  also 

•he  petition  of  John  Ward  and  others  No.   13;  also  the  petitions  of 

Smith  Boyd  and  others  Nos.  7  and  8,  praying  the  location  of   state 

oads  and  asking  an  appropriation  of  the  3  per  cent,  fund,  have  had  the 

ame  under  consideration,  and  (he  committee  have  directed  me  to  re- 

ort,  that  in  several  cases  the  prayers  of  said  petitioners  have  been 

rovided  for  in  the  bill  reported  by  the  committee  of  revision  on  roads, 

nd  that  legislation  on  the  other  petitions  at  this  time  is  inexpedient; 

Which  was  read  and  concurred  in. 

Mr.  Thompson  of  L.  from  the  select  committed  to  which  was  refer- 
red a  petition  on  that  subject,  reported 
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A  bill  [No.  280J  amendatory  of  an  act  entitled  an  act  relative  to 
county  boundaries,  approved  Feb.  10,  1831; 
Which  was  read  the  first  time,  and. 
On  motion  of  Mr.  Carr,  rejected. 

Mr.  Walker  of  Dearborn  from  a  select  committee,  made  the  follow- 
ing report: 

The  select  committee  to  which  was  referred  the  petitions  of  sundry 
citizens  of  Dearborn  county,  praying  for  a  division  of  said  counly  and 
erect  a  new  county  out  of  the  ?ame,  have  had  the  same  nsider  (heir 
care  and  have  directed  me  to  report  (hat  it  is  inexpedient  to  legislate 
on  that  subject,  and  the  committee  ask  to  be  discharged  from  (he  fur- 
ther considera(ion  of  the  same; 

Which  was  read  and  concurred  in. 

Mr.  Edwards  from  the  select  committee  to  which  was  referred  a  pe- 
tition on  that  subject,  reported 

A  bill  [No.  28 1  j  to  incorporate  the  Michigan  turnpike  company; 

Which  was  three  times  read  and  passed  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Armstrong  from  the  select  comnn.ittee  to  which  was  referred  the 

bill  [No.  273]  to  incorporate  the  Western  Scientific  and  Agricultural 

College,  reported   the  same  back  to  the  House  without  amendment; 

When, 

On  motion,. 

Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Morris  from  a  select  committee,  made  the  following  report: 
Mr.  Speaker — 

The  select  committee  to  which  was  referred  bill  No.  204  of  the  House 
of  Representatives  to  incorporate  the  While  river  bridge  company, 
and  bill  [No.  16G]  relative  to  the  Michigan  road  and  Michigan  road 
fund,  have  had  the  same  under  consideration  and  report  the  latter  [No. 
166]  v.ith  amenciinents,  in  which  the  concurrence  of  the  House  is  re- 
quested; bill  [No.  204]  they  report  back  without  amendment. 

The  amendments  of  the  said  committee  to  the  bill  [No.  166]  were 
read  and  concurred  in. 

On  motion. 
Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 
Ordered,  That  it  be  entitled  ao  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  204]  therein  named,  was  considered  as  eo^rossed,T€ad 
the  third  tinie  and  passed. 
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Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Buell  havingobtained  leave,  presented  the  petition  of  H.  Lowrey 
and  others,  citizens  of  Warren  county,  praying  an  act  to  encourage 
the  killing  of  prairie  wolves; 

Which  was  referred  to  the  committee  on  agriculture. 

Mr.  McBean  presented  the  petition  of  sundry  citizens  of  Cass  coud- 
ty,  on  the  subject  of  a  certain  road  therein  named; 
Which, 
On  his  motion, 

Was  referred  to  the  committee  on  canals  and  internal  improvements. 

Mr.  Willelt  moved  the  adoption  of  the  following  resolution: 

Resolved,  That  the  select  committee  to  which  was  referred  the  biU 
supplementary  to  the  act  to  provide  for  a  general  system  of  internal 
improvements,  be  directed  to  provide  in  the  spid  bill  that  two  or  more 
persons  be  added  to  the  board  of  fund  commissioners,  and  that  they  be 
ineligible  tore-appointment  to  said  office  after  a  certain  period  of  ser- 
vice ; 

Which  was  decided  in  the  negative. 

Mr.  Chamberlain  presented  the  remonstrance  of  sundry  citizens  of 
Laporte  county,  against  a  petition  heretofore  presented  praying  a  cer- 
tain state  road  therein  named; 

Which  was  referred  to  the  committee  on  roads  without  reading. 

Mr.  Mason  presented 

A  bill  [No.  282]  to  incorporate  the  Connersviile  savings  institutioD; 

Which  was  twice  read  by  consent. 
On  motion  of  Mr.  Howell. 

Said  bill  was  amended  as  to  limit  the  duration  of  said  corporation 
to  twenty  years;  when, 
On  motion. 

The  rules  of  the  House  were  further  dispensed  with,  said  bill  con- 
sidered as  engrossed,  read  the  third  time  and  passed. 
On  motion  of  Mr.  Willett, 

The  title  was  amended  so  as  to  make  it  the  Connersville  ana  Fort 
Wajne  savisigs  and  insurance  institution. 

Mr.  Craig  of  M.,  presented 

A  bill  [Nc.  283]  to  authorize  the  citizens  of  Madison  townshi  io 
the  county  of  Morgan,  to  elect  an  additional  justice  of  the  peace; 

Which  was  read  three  times  and  passed,  (the  rules  of  the  House 
having  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  McBean  presented 

A  bill  [No.  284]  supplemental  to  an  act  entitled  an  act,  to  amend  an 
act  entitled  an  act  establishing  a  State  Bank,  approved  Jan.  1836, 
providing  for  a  Branch  of  the  State  Bank,  east  of  the  Lafayette  Branch 
and  west  of  the  Fort  AVayne  Branch, 

Which  was  twice  read  by  consent. 
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Mr.  Smith  moved  to  amend  said  bill  by  striking  out  the  first  section^ 

Which  motion  was  decided  in  the  negative. 

Ordered^  That  said  bill  be  engrossed  and  read  the  third  time  to- 
morrow. 

Mr.  Miller  presented 

A  bill  (No.  285)  supplemental  to  an  act  entitled  an  act  to  provide 
for  a  general  system  of  internal  improvement; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to  morrow. 

Mr.  Kilgore  presented 

A  bill  (No.  286)  authorizing  a  relocation  of  a  part  of  the  Cumber- 
land and  Huntington  state  road; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Morris  presented 

A  bill  (No.  287)  to  authorize  the  state  to  make  a  deed  to  a  certain 
lot  near  Indianapolis  to  Wilks  Reagan; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and, 
On  motion, 

Committed  to  the  committee  on  the  alfairs  of  the  town  of  Indian- 
apolis. 

Mr.  Huntington,  from  the  committee  on  canals  and  internal  improve- 
ments, made  the  following  report: 

The  committee  on  canals  and  internal  improvements  to  which  was  re- 
ferred so  much  of  the  Governor's  message  with  the  accompanying 
documents  as  related  to  the  Ohio  and  Charleston  rail  road,  have  had 
the  same  under  consideration,  and  have  directed  me  to  report, 

A  joint  resolution  of  the  General  Assembly  of  the  state  of  Indiana, 
on  that  subject; 

Which  said  joint  resolution  (No.  288)  was  three  times  read  and 
passed,  (the  rules  of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  the  clerk  carry  it  to  the  Senate  and  ask  their  concur- 
rence therein. 

Mr.  Morris  presented 

A  joint  resolution  (No.  289)  to  extend  the  time  of  public  printing  for 
1835  and  1836; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof,  and  ask  their 
concurrence  therein. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  SecrC' 
tary; 
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The  Senate  has  passed  engrossed  bills  &c.  of  the  Senate  of  the  fol- 
lowing titles,  to  wit: 

No.  89— An  act  to  amend  the  act  entitled  an  act  for  the  defining  the 
duties  of  recorder,  approved  Jan.  19,  1831; 

No.  95 — An  act  authorizing  the^  Governor  to  commute  capital 
punishment; 

No.  99 — an  act  to  extend  the  provisions  of  an  act  therein  named,  to 
Lawrence  county; 

No.  104 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Harrison  and  Indianapolis  turnpike  company; 

No.  105 — x\nact  to  incorporate  the  Websterian  Social  Library; 

No.  31 — An  act  to  amend  an  act  incorporating  congressional  town- 
ships and  providing  for  public  schools  therein,  approved  Feb.  20,  1833; 

No.  74 — An  act  authorizing  the  boards  doing  county  business  in 
the  several  counties  in  this  state,  to  ^exempt  certain  persons  from  the 
payment  of  a  poll  and  a  road  tax. 

No.  76 — An  act  for  the  improvement  of  the  Michigan  j  road  and 
for  other  purposes ; 

No.  79 — An  act  to  amend  an  act  entitled  an  act  [subjecting  real  an(J 
personal  estate  to  execution,  approved  Feb.  4,  1831; 

No.  80 — An  act  authorizing  the  appointment  of  testamentary  guar= 
dians; 

No.  78 — An  act  regulating  trials  for  assaults  and  batteries  before 
justices  of  the  peace; 

No.  84 — An  act  for  the  relief  Elias  Osborne; 

No.  96 — An  act  to  legalize  the  sale  of  school  lands  in  the  county  of 
Pike; 

No.  100 — An  act  to  amend  and  extend  the  act  incorporating  the 
Leavenworth  and  Bloomington  rail  road  company,  approved  February 
1,  1834; 

No.  102 — An  act  in  relation  to  the  Leavenworth  and  Bloomington 
rail  road  company; 

No.  64 — An  act  for  the  relief  of  Elizabeth  Nowland,  widow  of  Mat- 
thias Nowland,  deceased; 

No.  70 — An  act  giving  justices  of  the  peace,  concurrent  jurisdiction 
with  circuit  courts  in  certain  cases; 

No.  69 — An  act  to  incorporate  the  Peru  and  jWabash  bridge  com- 
pany; 

No.  46 — A  joint  resolution  instructing  our  Senators  and  requesting 
our  Representatives  in  Congress  to  oppose  any  appropriations  for  the 
continuance  of  the  military  academy  at  West  Point; 

No.  63 — A  joint  resolution  on  the  subject  of  revising  the  school  laws; 

Also  engrossed  bills  &c.  from  the  House  of  Representatives  of  the 
following  titles,  without  amendment,  viz: 

No.  69 — An  act  for  the  relief  of  James  H.  King,  recorder  of  Monroe 
county ; 

No.  103 — An  act  for  the  incorporation  of  Dublin; 

No.  137— An  act  to  legalize  the  proceedings  of  Rezen  Malott,  a 
road  commissioner; 
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No.  155— An  act  for  the  relief  of  John  G.  Brown; 

No.  229 — An  act  for  the  relief  and  benefit  of  Thomas  Smith ; 

No.  57 — A  joint  resolution  on  the  subject  of  the  survey  of  a  rail  road 
route  from  Charleston  in  South  Carolina  to  some  suitable  point  on  [the 
Ohio  river,  in  Ohio  or  Indiana; 

No.  82 — A  joint  resolution  confirming  the  sale  of  certain  Michigan 
road  lands ; 

No.  132 — A  memorial  and  joint  resolution  to  the  Congress  of  the 
United  States,  on  the  subject  of  granting  a  bounty  in  land,  to  the  or- 
ganized militiamen,  mounted  militiamen,  and  rangers,  of  the  last  war. 

No.  193 — A  joint  memorial  and  resolution  to  Ihe  Congress  of  the 
United  States,  and  bills  &c.  from  the  House  of  Representatives,  of  the 
following  tilles,  with  amendments  to  each,  viz; 

No.  32 — An  act  to  amend  an  act  entitled  'an  act  regulating  divor- 
ces,' approved  January  17,  1831; 

No.  42 — An  act  to  authorize  the  service  of  subpoenas,  by  copy; 

No.  87 — An  act  to  incorporate  the  Northern  Insurance  Company  of 
the  State  of  Indiana; 

No.  102 — An  act  to  amend  an  act  for  the  relief  of  the  poor,  approved 
February  10,  1831; 

No.  120 — An  act  to  amend  an  act  entitled 'an  act  to  incorporate  the 
Crawford  county  seminary,'  approved  February  7,  1835; 

No.  212 — An  act  to  amend  the  several  acts  for  the  promotion  of 
schools  and  education  in  Clark's  Grant; 

In  which  bills  of  (he  Senate,  and  in  the  amendments  of  the  Senate  to 
the  bills  of  the  House,  numbered  32,  42,  87,  102,  120,  and  212,  the 
concurrence  of  the  House  of  Representatives  is  requested. 

The  engrossed  bills  ofthe  Senate  therein  named,  Nos.  89,  104, 105, 
and  74,  were  severally  three  limes  read  and  passed,  (the  rules  ofthe 
House  having  first  been  dispensed  witli.) 

Ordered^  That  the  clerk  intorm  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate  [No.  95]  named  in  said  message, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with)  and 

On  motion  of  Mr.  Willett,  laid  on  the  table. 

The  engrossed  bill  of  the  Senate  [No.  31]  therein  named,  was  twice 
read  (by  consent,)  and 

On  motionn,  referred  to  the  committee  on  education. 

The  engrossed  bill  ofthe  Senate  [No.  99]  named  in  said  message, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with,)  and 

On  motion  of  Mr.  Thompson  of  L.,  laid  on  the  table. 

The  engrossed  bills  of  the  Senate  named  in  said  message,  Nos.  76, 
and  79, 

Were  severally  twice  read,  (the  rales  ofthe  House  having  first  been 
dispensed  with,)  and 

On  motion,  laid  on  the  table. 

The  engrossed  bill  of  the  Senate,  [No.  80,J  therein  named,  was  twice 
ad/    th«  rules  ef  ths  Houao  baTing  firs^  been  dispeosed  with,)  and 
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On  motion,  referred  to  the  judiciary  committee. 

The  engrossed  bill  of  the  Senate  No.  78,  named  in  said  message,  was 
twice  read  (by  consent). 

Mr.  Bryan  moved  to  commit  said  bill  to  the  judiciary  committee, 
with  inslructions  to  amend  the  same,  as  to  allow  parlies  a  right  to  ap- 
peal to  the  circuit  court,  in  cases  where  (he  fine  does  not  exceed  three 
dollars.     And  before  the  question  was  had  thereon, 

On  motion  of  Mr.  Stapp,  said  bill  was  laid  on  the  table. 

The  engrossed  bill  of  the  Senate  No.  96,  named  in  the  message,  was 
read  the  first  time. 

Mr.  Jones  moved  to  reject  it; 

Which  motion  was  decided  in  the  negative; 

When,  the  rules  were  dispensed  with,  said  bill  read  the  second  and 
third  times,  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate  No.  ICO,  therein  named, 

Was  twice  read  (after  a  suspension  of  the  rules  of  the  House)  and 
On  motion  of  Mr.  Stapp,  amended,  when 
Oa  motion  of  Mr.  Mason,  said  bill  was  laid  on  the  table, 

And  the  House  adjourned. 

2  o'clock,  P.  M. 

The  House  met. 

The  House  resumed  the  consideration  of  the  message  from  the  Se- 
nate, pending  when  the  House  adjourned  this  morning. 

The  engrossed  bill  of  the  Senate  No.  102,  was  three  times  read,  the 
rules  of  the  House  having  first  been  dispensed  with,  and 

On  motion  of  Mr.  Thompson  of  L.,  laid  on  the  table. 

The  engrossed  bill  of  the  Senate,  No.  70,  therein  named,  was  twice 
read,  the  rules  of  the  House  having  first  been  dispensed  with,  and 
On  motion  of  Mr.  Stapp,  laid  on  (he  table. 

The  engrossed  bill  of  the  Senate,  No.  G4,  named  in  said  message,  was 
read  the  first  time  and  passed  to  the  second  reading  on  to-morrow. 

The  engrossed  bill  of  the  Senate,  No.  69,  therein  named,  was  twice 
read  (the  rules  being  dispensed  with)  and 

On  motion,  committed  to  the  judiciary  committee. 

The  engrossed  joint  resolution  [No.  46]  of  the  Senate  named  in  said 
message,  was  read  the  first  time. 

Mr.  Eggleston  moved  to  reject  the  same; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Brown,  Bryan,  Buell, 
Carr,  Chamberlain,  Chambers,  Collins,  Craig  of  M.,  Craig  of  P.,  Cur- 
tis, Davis,  Eggleston,  Evans,  Gregg,  Hannaman,  Harris,  Howell,  Hun- 
tington, Jackson,  Johnston,  Jones,  Kilgore,  Listen, Macey,  Mason,  Mc- 
Beao,  McCarty,  Morris,  Ray,  Smith,  Stapp,  TempletoD,  Thompson 
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of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vawter,  Walker  of  D.,  Watt 
Whitman,  Willett,  Wilson,  Zenor,  and  Smith  Speaker — 46. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Boone,  Carnan,  Clark  of  Washington,  Dunning,  Edmon- 
ston,  Edwards,  Harrov\'',  Howard,  Hubbard,  Huckleberr}',  Lee  of  B,, 
Lee  of  M.  and  C,  Moore,  Murray,  Myers,  Posey,  Ristine,  Steele, 
Strain,  Vandevcer,  and  Walker  of  S., — 21. 

And  so  said  joint  resolution  was  rejected. 

The  engrossed  joint  resolutionof  the  Senate  [No.  63]  named  in  said 
message,  was  three  times  read  and  passed,  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  amendments  of  the  Senate  to  the  engrossed  bills  of  the  House 
of  Representatives,  named  therein,  Nos.  32,42,  87,  102,  120,  and  212, 
were  severally  read  and  concurred  in  by  the  House. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency  the  Governor  to  inform  the  House  of 
Representatives,  that  on  1st  Feb.  1836,  he  approved  the  acts  entitled 
as  follows: 

No.  206 — An  act  to  authorize  the  holding  of  an  additional  term  of 
the  Floyd  circuit  court; 

No.  238 — An  act  to  authorize  the  sale  of  certain  real  estate  of  James 
Johnson,  late  of  Indianapolis,  deceased. 

No.  175 — An  act  to  vacate  a  part  of  a  state  road  therein  named  and 
for  other  purposes; 

No.  190 — An  act  to  amend  an  act  entitled  an  act  incorporating  con- 
gressional townships  and  providing  forpublic  schools  therein,  approved 
Feb.  2,1833; 

No.  178 — An  act  to  establish  a  state  road  from  Scott's  ferry  in 
Morgan  county,  by  the  way  of  Hadley's  mill  in  said  county,  to  Belville 
in  Hendricks  county; 

No.  165 — A  joint  resolution  relative  to  the  Marion  county  Library 
moneys; 

No.  167 — A  joint  resolution  relative  to  (he  Michigan  road  lands; 

A  joint  resolution  authorizing  the  publishing  of  an  act  of  Congress 
therein  named; 

Mr.  Thompson  of  L.  from  the  select  committee  to  which  was  refer- 
red the  bill  [No.  252]  supplemental  to  an  act  passed  at  the  present 
session  of  the  General  Assembly  entitled  an  act  to  provide  for  a  general 
system  of  internal  improvements,  having  obtained  leave,  reported  the 
same  back  to  the  House  with  sundry  ameodmeots. 
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Mr.  Will^tt  moved  (o  lay  ?aif]  bill  and  amendments  on  the  table; 
VVhicii  motion  cid  noi  prevail. 

Tb.c  livst  nmrndmfi.t  tc,  smi'I  bill  was  then  rend  and  concurred  in. 
Mr.  Clirk   of  Washinetor.    mnvod  to  iiidifiKiUly  postpone  (he  fur- 
ther cnusiiuC'raii'jn  ot'said  biil  and  appending: amendments; 

And  the  ayes  and  noes  being  rerj'jcsttd  thereon  by  two  members, 

7'huse  who  voted  in  the  affirmative  are^ 

Mesfi's.  Arm?(ror;jr»  Carr,  Chambers,  Clark  of  vVaahinglor!,  Cole, 
Cii*hrn'>n,  Edrnonston,  E^gleston,  Harrcrv,  Harri?,  Howard,  Howell, 
Hucl<le!>erTv,  Miller,  Moore,  Phelps,  Posey,  Smifh,  Steele,  Strain, 
and   Willetr— 21. 

^nd  those  zoho  voted  in  the  negative  ar'e^ 

Messrs.  Bardwfll,  Bennett,  Boone,  Brown,  Bueli,  Carnan,  Charo- 
beilain,  Claik  of  Wayn*',  Collins,  Cruig  of  M.,  Craiff  of  P.,  Curtis, 
Davi-',  Dunniog,  K<i\vr<rii5,  Rvaiis,  Giogg,  Hann:imf*p,  Hubbard,  Hun- 
(inutop,  JacU-oi),  Joh!i>loi.,  Jones,  Kilgore,  Jjee  of  Bariholumcw,Lee 
o(  M.  and  C,  L'sK.n,  Macty,  Mason,  McBcan,  McCarty,  Morris, 
Murray,  Myer.-,  Ray,  Ri^tinc,  Slapp,  'I'omplelon,  Thompson  of  Allen, 
Thompson  of  J(;hnson,  I'liompson  of  Lawrence,  Vandevcer,  Vawter, 
VValkerof  D.,  Walker  otS.,  Watt,  Whitman, and  Smith,  Speaker— 49. 

And  so  said  biii  was  not  inuefiiiitely  postponed. 

T!)e  frccond  amendment  to  said  bill  by  striking  out  the  12th  section 
Jind  inserting  in  lieu  thereof  the  following: 

Sec.  !2>  Triat  the  rqna!  fijrid  commissioners,  under  the  direction  of 
the  board  of  internal  improvement,  st)'iU  have  pov/er  from  lime  totim© 
to  (Tiuke  temporary  loans  io  aid  in  the  construction  of  any  of  the  works 
of  internal  improvement  contemplated  in  the  act  to  which  this  is  a  sup- 
plement, either  from  tiie  branches  of  the  State  Bank  of  Indiar.a  or  else- 
where, provided  that  no  temporary  loan  tiiall  be  mndc  at  a  higher  rate  of 
interest  than  six  per  centum  per  annum,  nor  shall  any  temporary  loan 
be  effected  until  s;iid  fund  comniisiioners  have  made  a  permanent  loan, 
and  provided  also,  that  said  fund  commissioners  shall  not  be  permit- 
ted to  make  a  temporary  loan  of  more  than  §500,000; 

Was  read,  and 

A  dlvisioii  of  the  question  being  called  for^  it  was  thereupon  put  on 
the  first  branch  thereof,  to-wit:  on  striking  out  and  was  decided  in  the 
affirmative. 

Mr.  Sinpp  moved  to  amend  the  proposed  amendment  by  striking 
cut  the  words  "nor  shall  any  temporary  loan  be  elfccted  until  said 
fund  commissioners  have  made  a  permancutloan.and  by  adding  there- 
to the  following:  Until  the  permanent  loan  is  effected; 

And  tise  nyes  and  noes  being  requested  thereon  by  two  members, 


395 

Those  who  voted  in  the  affirmalive  are, 

Me?«rs.  Bardwell,  Bennetf,Bione.  Brown,  Carnrfti,Cbnmberlain.  Clark 
of  Wayne,  Ciiliiii?,  Craig  of  M.,  Craig  of  P;,  Curtis',  Davis,  Dunning, 
Edvvnrds,  Evan?,  Greg;;,  Hnnnannan,  Hubbard,  iJ^JiUim-ton,  Johnston, 
Kilgorc,  Lee  of  B..  L^.-e  ofM.  and  C,  Lislon,  Macey,  Mason,  McBean, 
McCarty,  Worrit,  Myers,  Ray,  Ristine,  Stapp,  Strain,  IVmplelon, 
Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vrtw= 
ter,  Walker  of  S.,  Watt,  Whitman  and  Siaith,  Speakef-^44, 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bryan,  Buell,  Carr,,Clark  of  Washington,  Cole, 
Cushman,  Edmonston,  Eggleston,Harro'.v,  Harri?;  Howard,  Howe!!, 
Huckleberry,  Jackson,  Jones, .^}illcr,  Moore,  Murray,  Nave,  Phelp?, 
Posey,  Smith,  Steele,  Walkcrof  D.,  Willett,  Wilson,  and  Zdnor,— 28. 

And  so  said  motion  prevailed. 

Mr.  Armstrong  then  moved  to  amend  said  proposed  amendment  as 
follows: 

Provided  that  no  temporary  loan  shall  be  made  for  or  applied  to  any 
of  the  works  authorized  by  the  act  to  which  this  is  a  supplement  ex- 
cept for  the  prosecution  of  the  Wabash  and  Erie  Canal; 

And  the  ayes  and  noes  being  requested  thereoa  by  two  members, 

Those  loho  voted  in  the  ajirmatizc  arc, 

Mesrrs.  Armstrong,  Bryan,  Buell, Cdrr, Cole,  Cushman,Edmons{on, 
Eggleston,  Harros^,  HarrI',  Howard,  HcA-ell,  Huclcleberry,  Jackson, 
Miller,  Phelps,  Posey,  Smith,  Steele,  Willett,  Wilson,  and  Zenor — 22. 

And  those  icho  voted  in  the  negative  arc, 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Carnan,  Chamberlain, 
Clark  of  Wayne,  Collin?,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis,  Dun- 
ning, Edward?,  Evans,  Grefig,  Hannaman,  Hubbard,  Hun'.ington, 
Johnston,  Jones,  Kilgore,  Lee  of  B.,  L^ie  of  1^1.  and  C,  Listun,  Macey, 
Mason,  McBean,]McC;irty,Moorc,  Morris,Murray,  Myert,  Ray,  Bistine, 
Stapp,  Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thom- 
pson of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt, 
Whitman  and  Smith,  Speaker — 47. 

And  so  said  amendment  was  not  adopted. 

Mr.  Willett  (hen  moved  to  amend  said  proposed  amendment  by  stri- 
king out  "^500,000"  and  insert  in  lieu  thereof  "not  more  than  ''$100,^ 
000  at  any  time,  nor  sli;ill  any  single  loan  at  one  time  and  place,  be  ef 
fected  for  more  than  1 1 0,000;" 

Which  motion  was  lost. 

And  the  question  then  recurring  on  inserting  said  proposed  amend, 
snsent,  it  was  put, 

Aod  the  ayes  and  aoes  being  requestefl  thereon  by  two  members,. 
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Those  who  toted  in  the  affirtnative  arcy 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Carnan,  Chamberlain* 
Clark  of  Wajne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis,  Dun- 
ning, Edwards,  Ev;ins,  Gregg,  Hannaman,  Hubbard,  Huntington, 
Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C,  L'ston,  Ma- 
cey.  Mason,  McBean,  McCarty,  Morris,  Murray,  Myers,  Ray,  Ris- 
tine,  Slapp,  Strain,  Temleton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of  S.jWatt,  Whitman, 
and  Smith,  Speaker — 46. 

^nd  those  who  voted  in  the  negative  are* 

Messrs.  Armstrong,  Bryan,  Buell,  Carr,  Cole,  Cushman,  Edmonston, 
Eggleston,  Harrow,  Harris,  Howard,  Howell,  Huckleberry,  Jackson, 
Miller,  Moore,  Phelps,  Posey,  Smith,  Steele  Walker  of  D.,  Willett, 
Wilson,  and  Zenor — 24. 

And  so  said  amendment  was  adopted. 

Mr.  Willett  then  moved  to  amend  the  proposed  amendment  to  said 
bill  as  follows,  to-wit: 

That  the  Governor  of  this  State,  President  of  the  Senate,  and  Spea- 
ker of  the  House  of  Representatives,  shall  at  all  times  be  ex-officio 
menibers  and  have  a  vote  on  all  questions  in  the  board  of  fund  com- 
missioners, but  not  be  compelled  to  travel  to  effect  loans,  render  ac- 
counts, or  make  reports  to  the  legislature; 

And  the  ayes  and  noes  being  requesten  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Brown,  Carr,  Chamberlain,  Clark  of  Washington,  Dunning, 
Edmonston,  Eggleston,  Harris,  Howard,  Howell,  Huckleberry,  Jack- 
son, Lee  of  B.,Li3ton,  Miller,  Moore,  Murray,  Nave,  Posey,  Smith, 
Steele,  Strain,  Vandeveer,  Whitman,  Willett,  Wilson,and  Zenor — 27» 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Bryan,  Buell,  Car» 
nan,  Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Cush* 
man,  Davis  Edwards,  Evans,  Gregg,  Hannaman,  Harrow,  Hubbard, 
Johnston,  Jones,  Kilgore,  Lee  of  M.  and  C,  Macey,  Mason,  McBean, 
McCarty,  Morris,  Myers,  Ray,  Ristine,  Stapp,  Templeion,  Thompson 
of  A.,  Thompson  of  J.,  Thompson  of  L.,  Yawter,  Walker  of  Dc, 
Walker  of  S.,  Watt,  and  Smith,  Speaker— 42. 

And  so  said  motion  did  not  prevail. 

Mr.  Smith  then  moved  to  amend  the  section  of  said  proposed 
amendmend  by  striking  out  thereof  the  following: 

The  sufficiency  of  which  for  such  redemption  and  pajment  the  Stats 
of  Indiaoa  doth  hereby  irrevocably  guarantee: 

Which  motion  was  lost. 


39? 

And  the  question  then  recurring  on  concurring  in  the  residue  of  aaid 
«mendments,  it  was  put; 

And  the  ayes  and  noes  being  requested  thereon  by  two  naembers; 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Carnan  Chamberlain, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis, 
Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Hubbard,  Huntington, 
Johnston,  Jones,  Lee  of  B.,  Lee  of  M.  and  C,  Liston,  Macey,  Ma- 
son, McBean,  McCarly,  Morris,  Ray,  Ristine,  Stapp,  Strain,  Temple- 
ton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer, 
Vawter,  Walker  of  S.,  Watt,  Whitman,  and  Smith  Speaker— 43. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bryan,  Carr,  Clark  of  Washington,  Cushman, 
Edmonston,  Eggleston,  Harrow,  Harris,  Howard,  Howell,  Huckleber- 
ry, Jackson,  Kilgore,  Moore,  Murray,  Nave,  Phelps,  Posey,  Smith, 
Steele,  VVillett,  Wilson,  and  Zenor — 24. 

And  so  said  amendments  were  concurred  in. 

Mr.  Evans  moved  that  said  bill  be  considered  as  engrossed  and  read 
the  third  time. 

Mr.  Smith  moved  to  indefinitely  postpone  the  further  consideration 
of  said  bill;  when, 

Mr.  Evans  called  for  the  previous  question; 

Which  call  was  seconded  by  a  majority  of  all  the  members  present, 

And  the  question  was  then  put, 

Shall  the  main  question  be  now  put? 

And  the  ayes  and  noes  being  required  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Bryan,  Carnan,  Cham- 
berlain, Clark  of  Wayne,  Clark  of  Washington,  Collins,  Craig  of  M., 
Craig  of  P.,  Curtis,  Davis,  Dunning,  Edwards,  Gregg,  Hannaman, 
Harrow,  Hubbard,  Huntington,  Johnston,  Jones,  Kilgore,  Lee  of  B., 
Lee  of  M.  and  C,  Liston,  Mason,  McBean,  McCarty,  Morris,  Ray, 
Ristine,  Stapp,  Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
ThompsonofL.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S., 
Watt,  Whitman,  and  Smith,  Speaker — 48. 

And  those  who  voted  in  the  negative  are. 

Messrs.  Armstrong,  Carr,  Cushman,  Edmonston,  Eggleston,  Harris, 
Howard,  Howell,  Huckleberry,  Jackson,  Moore,  Murray,  Nave, 
Phelps,  Posey,  Smith,  Steele,  Willett,  Wilson  and  Zenor— 20. 

And  80  said  question  was  decided  in  the  affirmative. 
Whereupon, 


The  qaestion  «ra3  Ihen  put, 

Shall  said  bill  be  engrossed  for  (he  third  reading? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members^ 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Carnan,  Chamberlain, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis, 
Dunning,  Edwards,  Evans,  Gregg,  Hannannan,  Harrow,  Hubbard, 
Huntington,Johnston,  Jones,Kilgore,  LeeofB.,  LeeofM,&  C.,Liston, 
Mason,  McBean,  McCarty,  Morris, Ray,  Ristine,  Stapp,  Strain,Temple- 
ton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer, 
Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  jWhitman,  and  Smith, 
Speaker — 45. 

And  those  xcho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bryan,  Carr,  Clark  of  Washington,  Cushman, 
Edmonston,  Eggleston,  Harris,  Howard,  Howell,  Huckleberry,  Jack- 
son, Miller,  Moore,  Nave,  Phelps,  Posey,  Smith,  Steele,  Willett,  Wil- 
son, and  Zenor — 23. 

And  so  said  question  was  decided  in  the  affirmative. 
On  motion  of  Mr.  Evans, 

Said  bill  was  considered  as  engrossed, and  read  the  third  time; 

And  the  question  was  then  put, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  bj  two  members, 

Those  who  voted  in  the  ajjirmative  are^ 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Carnan,  Chamberlain^ 
Clark  of  Wayne,  Collins  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis' 
Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Hubbard,  Huntington, 
Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.,  and  C,  Liston,  Mn- 
son,  McBean,  McCarty,  Morris,  Ray,  Ristine,  Stapp,  Templeton, 
Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Vaw- 
ter, Walker  of  D.,  Walker,  of  S.,  Watt,  Whitman,  and  Smith,  Speak- 
er-.42. 

And  those  who  voted  in  the  negative  ate, 

Messrs.  Armstrong,  Bryan,  Carr,  Clark  of  Washington,  CushmaD, 
Edmonston,  Eggleston,  Harrow,  Harris,  Howard,  Howell,  Huckleber- 
ry, Jackson,  Miller,  Moore,  Murray,  Nave,  Phelps,  Posey,  Smith, 
Steele,  Strain  Willett,  Wilson,  and  Zenor— 25. 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  a(«k  their  concurrence  therein* 
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A  Message  from  the  Governor,  by  Mr.  Ketcham,  his  private  Secre- 
tary : 

Mr.  Speaker — 

I  am  directed  by  his  Excellenc)  «he  Gavernor  to  inform  the  House 
of  Rcprcsen<Alivc8,  that  on  the  Ist  February  1836,  he  approved  the 
acts  aiid  joint  resolution  entitled  as  follows: 

No.  Si? — An  act  to  enable  the  school  commissioners  of  the  several 
counties  (f  this  state  to  correct  the  returns  of  the  collectors; 

No.  1'28— An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
St.  Joseph's  Iron  Company  ; 

No.  48 — An  act  to  make  the  Knox  county  agricultural  society  a 
branch  of  the  state  agricultural  society  of  Indiana; 

No.  176 — An  act  to  authorize  the  location  of  a  state  road  from  the 
mouth  of  Eel  river  in  Greene  county  to  Bowlinggreen  in  Clay  county; 

No.  168 — A  joint  resolution  for  the  relief  of  James  Scolt; 
On  motion  of  Mr.  Kilgore, 

Besoked,  That  the  assistant  clerk  of  this  House  be  authorized  to 
employ  such  Obsistance  as  may  be  necessary,  during  the  remainder  of 
the  session. 

On  motion  of  Mr.  Dunning, 

Resolved,  That  the  committee  on  claims  be  directed  to  investigate 
the  claim  of  James  Fisler  for  four  days  services  in  repairing  the  Hall  of 
the  House  of  Representatives  in  December  last. 

Mr.  Huckleberry,  from  the  joint  committee  on  enrolled  bills,  re- 
ported that  they  have  compared  the  enrolled  with  the  engrossed  bill 
of  the  following  title,  to  wit: 

No.  151 — An  act  to  incorporate  the  Eel  river  Steam  mill  Company  j 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bill. 

Ordered^  That  the  clerk  carry  it  to  the  Senate  for  the  signature 
of  their  President. 

And  the  House  adjourned. 


TUESDAY,  February  2, 1836. 


The  House  met. 

Mr.  Dunning  moved  to  re-consider  the  vote  taken  on  the  passage  of 
the  bill  [No.  252]  supplemental  to  an  act  passed  at  the  present  session 
of  the  General  Assembly  entitled  an  act  to  provide  for  a  general  sys- 
tem of  internal  improvement ; 

Which  motion  was  decided  io  the  affirmative^ 


460 

Mr.  Chamberlain  moved  to  commit  said  bill  to  a  select  comtoiltee. 

Mr.  Bryao  moved  to  amend  the  motion  with  instructions  to  amend 
the  same  by  adding  thereto  the  following  proviso: 

Provided  that  nothing  in  this  act  shall  be  so  construed  as  to  pledge 
or  in  any  way  interfere  with  the  three  per  cent.  fund. 

Mr.  Brown  moved  the  previous  question; 

Which  motion  was  seconded  by  a  majority  of  all  the  members  present, 

And  the  question  was  thereupon  put, 

Shall  the  main  question  be  now  put? 

And  the  ayes  and  noes  being  requested  thereon  by  two  membes, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwell,  Bennett,  Brown,  Buell,  Carnan,  Chamtjiers,  Chiles, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  DaVi?, 
Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Hubbard,  Huntington, 
Johnston,  Jones,  Kilgore,  Lee  of  B.,  Lee  of  M.  and  C,  Liston,  Macey, 
Mason,  McBean,  51cCarty,  Morris,  Myers,  Risline,  Stapp,  Temple- 
ton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer, 
Walker  of  S.,  Watt,  Whitman,  and  Smith,  Speaker— 44..: 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Boone,  Bryan,  Carr,  Chamberlain,  Clark  of 
Washington,  Cole,  Cushman,Edmonston,  Eggleston,  Harris,  Howard, 
Howell,  Huckleberry,  Jackson,  Miller,  Moore,  Murray,  Nave,  Phelps, 
Posey,  Smith,  Steele,  Strain,  Willett,and  Zenor — 26. 

And  so  said  motion  was  decided  in  the  affirmative* 

And  the  question  was  then'put, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Brown,  Buell,  Carnan,  Chamberlain, 
Clark  of  Wayne,  Collins,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis, 
Dunning,  Edwards,  Evans,  Gregg,  Hannaman,  Hubbard,  Huntington, 
Johnston,  Jones,  Kilgore,  Lee'ofB.,  Lee  ofM.  and  C,  Liston,  Macey, 
Mason,  McBean,  McCarty,  Morris,  Myers,  Ray,  Ristine,  Stapp,  Temple- 
ton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L,,  Vandeveer, 
Vawter,  Walker  of  S.,  Watt,  Whitman,  and  Smith,  Speaker — 44. 

And  those  who  voted  in  the  negative  arCf 

Messrs.  Armstrong,  Boone,  Bryan,  Carr,  Chambers,  Chiles,  Clark 
of  Washington,  Cole,  Cushman,  Edmonston,  Eggleston,  Harrow,  Har- 
ris, Howard,  Howell,  Huckleberry,  Jackson,  Miller,  Moore,  Murray, 
Nave,  Phelps,  Posey,  Smith,  Steele,  Strain,  Willett,  and  Zenor— 28. 

And  so  said  bill  passed. 
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Mr.  Huntington  from  (he  committee  od  education,  having  obtained 
ieave,  made  the  following  report; 

Mr.  Speaker — 

The  committee  on  education  to  which  was  referred  a  bill  of  the  Se- 
nate [No.  3  i],  report  the  sanoie  to  the  House  without  amendment. 

They  also  report  various  resolutions  and  papers  heretofore  referred 
to  them  back  to  the  House,  and  ask  to  be  discharged  from  their  fur- 
ther consideration,  deeming  legislation  thereon  at  this  time  unne- 
cessary. 

The  annual  report  of  the  treasurer  of  stale  on  the  subject  of  lands 
and  lots  of  non-residents,  returned  by  the  several  collectors  of  (axes  in 
this  state,  to  school  commissioners  for  the  non-payment  of  taxes  in  the 
years  1832-3-4-5,  which  was  referred  to  your  commiiteP;  contains  in 
their  opinion,  matter  of  importance,  and  they  recommend  that  it  be 
printed  with  the  journals  of  this  House: 

Which  v»^a6  read  and  concuired  in. 

Mr.  Mason  moved  to  amend  said  bill  of  the  Senate  [No.  31]  by  ad- 
ding as  additional  sections  thereto,  the  following: 

Sec.  That  all  lands  in  each  school  district  shall  be  liable  for  the 
tares  imposed  by  the  act  to  which  this  is  an  amendment,  whether  the 
owner  or  owners  of  such  lands  reside  in  the  district  in  which  such 
lands  are  situated,  or  not. 

Sec.  That  any  township  or  sub-trustee  who  may  hereafter  be  ap- 
pointed, under  ihe  provisions  of  the  act  to  which  this  is  an  nmcnd- 
ment,  who  shall  refuse  to  serve,  shall  pay  a  penalty  ofliv^  doJlais  to 
be  collected  before  any  justice  of  the  peace  of  the  proper  county  and 
applied  to  the  school  fund  of  the  township  or  district  in  which  such 
trustee  resides; 

Which  was  read  and  negatived. 
On  motion  of  Mr.  Huntington, 

Said  bill  was  read  the  third  time  and  passed. 

Ordered,  That  Ihq  clerk  inform  ihe  Senate  thereof. 

Mr.  Brown  from  the  judiciary  commiUee  to  which  was  referred  the 
bill  [No.  278J  reported  the  same  to  the  House  without  amendment: 
When, 
On  motion  of  Mr.  Carr, 

1  he  rules  of  the  House  were  dispensed  with,  5f»id  bill  considered  aa 
engrossed,  read  the  third  lime  and  passed. 

Ordered,  That  the  same  be  entitled  an  act,  and  that  the  Clerk  carry 
it  to  the  Senate  and  ask  iheir  concurrence  therein. 
On  motion. 

The  House  proceeded  to  consider  the  orders  of  the  day. 
On  motion  of  Mr.  Lee  of  B., 

The  committee  of  the  whole  to  which  was  referred  the  bill  [No.  80J 
of  the  Senate,  was  discharged  from  the  consideraliou  thereof,  when, 
Go  motioo  of  Mr.  Dunning, 
51 
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The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
■CDgrossed,  read  the  third  time  and  passed. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Kilgore  moved  to  take  from  the  table  the  bill  [No.  196]  regula- 
ting the  jurisdiction  and  duties  of  justices  of  the  peace  in  Delaware 
county; 

Which  motion  was  decided  in  the  affirmative;  when, 
On  motion, 
Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered^  That  it  be  entitled  an  act  and  that   the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Kilgore, 

The  title  to  said  bill  was  amended  by  inserting  after  the  word  "Del- 
aware" the  word  "Bartholomew." 

The  joint  committee  on  enrolled  bills  report,  that  they  hav«  com- 
pared the  engrossed  with  the  enrolled  bills  that  orignated  in  the 
House  of  Representatives  of  the  following  titles,  viz; 

"No.  122 — An  act  to  incorporate  the  Lafayette  and  Danville  rail 
read  company; 

No.  74 — An  act  to  incorporate  the  Laporte  canal  and  rail  road 
compr.ny; 

No.  84— An  act  to  organize  the  county  of  Marshall ; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 

On  motion  of  Mr.  Jones, 

The  bill  (No.  214)  regulatipg  the  mode  of  doing  county  business  in 
the  counties  of  Daviess  and  Martin,  was  taken  from  the  table;  and, 
On  motion  of  JMr.  Jones, 

Considered  as  engrossed,  read  the  third  time,  and  passed;  and. 
On  motion  of  Mr.  Craig  of  M., 

The  bill  (No.  i8"2)  to  allovv  additional  compensation  to  officers  of 
elections,  v.as  also  taken  from  the  table,  considered  as  engrossed,  read 
the  third  time,  and  passed. 

Ordered^  That  they  be  entitled  acis,  and  that  the  Clerk  carry  them 
to  tiie  Senate  and  ask  (heir  concurrence  therein. 
Mr.  I\5orris  presented  the  reiP.onstrance  of  sundry  citizens  of  the  county 
of  Marion,  again?t  a  petition  heretofore  presented,  praying  an  act  au- 
tnorlzing  Nicholas  McCarty  to  construct  a  dam  across  White  river; 

Which  was  referred  to  the  same  select  committee  to  which  was  re- 
ferred said  petition. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  tlje  enrolled  with  the  engrossed  bills  which  origi- 
nated in  the  Kjuse  of  Representatives,  of  the  following  titles,  to  wit: 

No.  169 — An  act  for  the  formation  of  the  county  of  Brown; 

No.  198 — An  act  to  incorporate  the  New  Albany  Ferry  Company; 

And  bills  of  the  Senate  of  the  following  titles,  to  mU 
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No.  65 — An  act  diepensiog  with  certain  unnecessary  oaths,  cow  re- 
quired of  executors,  administrators,  and  appraisers; 

No,  86 — An  act  for  the  relief  Wilson  Anderson: 

No.  90 — An  act  for  the  reiiefof  John  Dicken,  and  for  other  purposes; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,,  that  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President, 

Mr.  Huckleberry,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills,  which 
originated  in  the  House  of  Representatives  of  the  following  titles,  to- 
wit: 

No.  148 — An  act  to  incorporate  the  town  of  New  Albany; 

No.  155 — An  act  for  the  relief  of  John  G.  Brown: 

Also,  an  act  which  originated  in  the  Senate,  of  the  following  title,  viz: 

No.  47 — An  act  to  incorporate  the  Logansport  and  Eel  river  bridge 
company; 

Also,  joint  memorials  and  resolutions  of  the  House,  of  the  following 
titles,  to  wit: 

No.  82 — A  joint  resolution  confirming  the  sale  of  certain  Michigan 
road  lands; 

No.  193— A  joint  memorial  and  resolution  to  the  Congress  of  the 
United  States, 

And  find  the  same  truly  em  oiled; 

Whereupon,  the  Speaker  signed  the  same. 

Ordered,)  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

On  motion  of  Mr.  Phelps,  the  committee  of  the  whole  to  which 
was  referred  the  bill  of  the  Senp.to,  No.  56,  to  amend  an  act  entitled 
an  act  to  regulate  the  mode  of  doing  counly  imsincfs,  in  the  sceral 
counties  in  this  state,  wgs  distliaigeu  from  the  further  consideration 
thereof,  and 

On  motion,  referred  to  i  select  committee  cf  M€?5r3.  Phelps  and 
Howsll:  and  a  petition  heretofore  presented  on  the  same  subject,  was 
also  referred  to  tha  same  select  commiltpe. 

The  engrossed  bills  of  the  House  ot  Representatives  No.  65,  to  au- 
thorize the  appointnjent  of  a  special  count}^  agent, 

No.  78 — Amendatory  of  an  act  entitled  'an  act  relative  to  county 
seminaries,  approved  February  4,  1831,  and 
•     No.  253 — An  act  for  the  incorporation  of  the  town  of  Knightstown, 

Were  severally  read  the  third  time  and  passed. 

Ordered^  That  they  be  entitled  acts  and  that  the  clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill,  No.  211,  for  the  survey  of  a  turnpike  road  from 
Mount  Vernon  in  Posey  county,  to  Princeton,  in  Gibson  county,  was. 
read  the  third  time. 

Mr.  Ray  moved  to  commit  said  bill  to  a  select  committee,  with  in- 
structions to  amend  the  same,  by  adding  thereto  the  following  proviso 
^  - ,  -     -  * 


404 

Provided  also.  That  said  Board  of  Internal  Improvement  shall,  dtir 
ingnext  summer,  cause  to  be  surveyed  a  route  for  a  collateral  canal  or 
navjjjable  feeder,  from  Richmond  to  Brownsville,  in  Union  county; 
then  down  the  Erist  Fork  of  White-water,  to  intersect  the  White-water 
canal  at  Brookville; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs,  Bennett,  Boone,  Chamberlain,  Clark  of  V/ayne,  Clark  of 
Washington,  Craig  of  M.,  Curtis,  Cushman,  Edwards,  Eggleston,  Hub- 
bard, Huckleberry,  Johnston,  Kilgore,  Macey,  Mason,  McCarty,  Moore, 
Morris,  Ray,  Vawter,  Watt,  Willett,  Zenor,  and  Smith,  Speaker — 25. 

And  those  who  voted  in  the  negative  arcy 

Messrs.  Armstrong,  Brown,  Bryan,  Carnan,  Carr,  Chambers,  Chiles, 
Cole,  Collins,  Craig  of  P.,  Davis,  Dunning,  Edmonston,  Evans,  Gregg, 
Hannaman,  Harrow,  Harri?,  Howard,  Howell,  Huntington,  Jackson, 
Jones,  Lgg  of  B.,  Lee  of  M.  and  C,  Listen,  McBean,  Miller,  Murray, 
Myers,  Nave,  Phelps,  Posey,  Risiine,  Smith,  Stapp,  Steele,  Strain, 
Templetcn,  Thompson  of  J.,  Thompson  of  L.,  Vandeveer,  Walker  of 
D.,  Walk'ircf  S.,  and  Wiulman— 45. 

And  so  said  motion  was  decided  in  the  negative. 

And  the  question  then  recurring  on  the  passage  of  the  bill, 

And  ihe  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  ajirmctivc  are, 

Mesrrs.  Armstrong,  Bardwell,Boone,  Brown,  Carnan,  Chambers^ 
Clark  of  Washington,  Collins,  Craig  of  P.,Davis,  Dunning,  Edmonston, 
Evans,  Gregg,  Howe'J.Huntington,  Jackson,  Johnston,  Jones,  Kilgore, 
Listen,  Micey,  McBean,  McCarty,  Miller,  Morris,  Murray,  Myers, 
Phelns,  Ristinc,  Stapp,  Templeton,  Thompson  of  A.,  Thompson  of  L., 
Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Whitman,  Willett, 
and  Zenor — 41. 

And  these  who  •ecied  in  the  negative  are, 

Messrs.  Bennett,  Bryan,  Carr,  Chamberlain,  Chiles,  Clark  of  Wayne, 
Cole,  Craig  of  M.,  Curtis,  Cushman,  Edwards,  Eggleston,  Hannaman, 
Harrow,  Harris,  Howard,  Hubbard,  Lee  of  B.,  Lee  of  M.  and  C 
Mason,  Moore,  Nave,  Posey,  Ray,  Smith,  Steele,  Strain,  Thompson  of 
"J.,  Watt  and  Smith,  Speaker — 30, 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

The  engrossed  bill  [No.  224]  fo  incorporate  the  town  of  New  Yt^v^^ 
ju  Switzerland  couaty,  was  read  the  third  time;  and 
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On  motion  of  Mr.  Eggleston,  amended  by  consenJj  when  said 
bill  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  inform  the 
Senate  thereof  and  ask  their  concurrence  therein. 

The  engrossed  bill,  [No.  261,]  was  read  the  third  time;  and  the 
question  was  then  put,  shall  said  bill  pass? 

And  the  ajes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Brown,  Carnan,  Chamberlain,  Collins,  Craig  of 
M.,  Davis,  Dunning,  Eggleston,  Evai^s,  Gregg,  Hannaman,  Howard, 
Huckleberry,  Huntington,  Jackson,  Johnston,  Kilgore,  Lee  of  B.,  Lis- 
ton,  Macey,  Mason,  McBean,  McCartj,  Morris,  Myers,  Posey,  Ris- 
tine,  Stapp,  Thompson  of  A.,  Thompson  of  L.,  Walker  of  D.,  Walker 
of  S.,  Whitman,  Willett,  Zenor  and  Smith,  Speaker — 36. 

And  those  who  voted  in  the  negative  arcj 

Messrs.  Bennett,  Bryan,  Carr,  Chiles,  Clark  of  Wayne,  Clark  of 
Washington,  Cole,  Craig  of  P.,  Curtis,  Cushman,  Edmonston,  Edwards, 
Harrow,  Harris,  Howell,  Flubbard,  Jones,  Lee  of  M.  and  C,  Miller, 
Moore,  Murray,  Nave,  Phelps,  Ray,  Smith,  Steele,  Strain,  Thomp- 
son of  J.,  Vandeveer,  Vawter,  and  Watt — 30. 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

And  the  House  adjourned  until  1  o'clock  P.  M. 

1  o'cloc/c,  P.  M, 

The  House  met. 

Mr.  Vawter,  from  the  committee  of  Ways  and  means  to  wjhich  was 
referred  a  resolution  on  that  subject,  reported 

A  bill  [No.  290]  allawing  the  Secretary,  Auditor,  and  Treasurer  of 
State,  to  pay  for  clerk  hire; 

Which  was  read  the  first  time,  and  passed  to  a  second  reading  on  to- 
roorrow. 

Mr.  Brown  from  a  select  committee,  (having  obtained  leave,)  made 
the  following  report. 

The  select  committee  to  whom  was  referred  the  petition  of  William 
H.  Moody  and  others,  in  relation  to  the  State  road  from  Lafayette  to 
Michigan  city,  have  had  the  same  under  consideration,  and  as  the  wish- 
es and  prayer  of  the  petitioners  will  be  answered  by  a  bill  now  before 
the  House,  incorporating  a  company  for  bridging  the  Kankakee,  ask 
the  House  to  be  discharged  from  the  further  consideration  of  the  pe- 
tition; 

Which  was  rci;d  and  concurred  in. 
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Mr.  Sfju-Keh— 

The  judiciary  committee  to  which  was  referred  a  bill  [No,  279]  i& 
incorporate  the  Bethlehem  Savings  Institution;  a  bill  from  the  Senate 
No,  80,  entitled  an  act  authorizing  the  appointment  of  testamentary 
guardians;  and  a  bill  from  the  Senate,  No.  47,  entitled  "an  act  supple- 
mental to  an  act  regulating  the  practice  in  chancery,  approved  Janu- 
ary 10,  1831,  have  had  the  same  under  consideration,  and  have  in- 
structed me  to  report  the  same,  the  first  with,  and  the  others  without 
amendments. 

The  amendment  of  the  committee  to  the  bill  [No.  279]  was  concur- 
red in,  and 

On  motion,  said  bill  was  considered  as  engrossed,  read  the  third 
time,  and  passed. 

And  the  bills  Nos.  97  and  80,  of  the  Senate,  were  severally  read  the 
third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Hannaman,  from  the  select  comm.ittee  to  which  was  referred  a 
petition  on  that  subject,  reported 

A  bill  [No.  291]  to  authorize  the  recorder  of  Boone  county,  to  record 
the  plat  of  Jamestown;  and 

Mr.  Vawter  having  obtained  leave,  also  presented 

A  bill  [No.  292]  to  incorporate  the  Vernon  Savings  and  Insurance 
Institution; 

Which  were  severally  three  times  read  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Ordered,  That  they  beintitled  acts,  and  that  the  clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

Mr.  Craig  of  P.,  having  obtained  leave,  presented  a  bill  [No,  294] 
to  incorporate  the  Evansville  Insurance  Company; 

Which  was  twice  read  (the  rules  of  the  Kouse  being  dispensed 
with)  and 

On  motion,  committed  to  the  judiciary  committee. 

Mr.  Ristine,  having  obtained  leave,  presented 

A  bill  [No.  295]  to  record  and  incorporate  Wilson'saddition  to  the 
town  of  Crawfordsville; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  inform  the  Se- 
nate thereof,  and  ask  their  concurrence  therein. 

Mr.  Ray,  from  the  committee  on  the  affairs  of  the  town  of  Indiana- 
polisjto  which  was  referred  the  bill  No.  187,  to  authorize  the  State 
to  make  a  deed  to  a  certain  lot  near  Indianapolis,  to  Wilks  Reagin,  re- 
ported the  same  to  the  House,  with  one  amendment; 

Which  was  concurred  in. 

Ordered,That  said  bill  be  engrossed  and  read  a  third  time  to-morrow. 

Mr.  Wilson,  from  the  committee  of  Ways  and  Means,  to  which  was 
referred  a  resolution  on  that  subject,  reported 
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A  bill  No.  297,  for  th«  appointment  of  a  state  printer,  and  defining 
bis  duties; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dis- 
pensed with,)  and 

On  motion,  referred  to  a  committee  of  the  whole. 

Mr.  Wilson,  from  the  committee  of  wajs  and  means,  also  m;lde  the 
following  report: 

Mr.  Speakkr — 

The  committee  of  Ways  and  means  to  which  was  referred  sundry 
resolutions  in  regard  to  specific  appropriations,  have  had  the  same  un- 
der their  consideration,  and  have  directed  me  to  report 

A  bill  making  specific  appropriations  for  the  year  1836. 

Which  said  bill  No.  296,  was  twice  read,  and 

On  motion,  the  House  then  resolved  itself  into  committee  of 
the  whole  thereon;  and  after  some  time  spent  therein,  the  Speaker  re- 
sumed the  chair,  when 

Mr.  Buell  reported  progress,  and  asked  leave  to  sit  again, 

Which  leave  was  granted  by  the  House. 

On  motion  of  Mr.  Huntington,  the  House  again  resolved  itself  into 
committee  of  the  whole  on  said  bill.  No.  296,  making  specific  appro- 
priations for  the  year  1836;  and  after  some  time  spent  therein^  the 
Speaker  resumed  the  chair,  when 

Mr.  Huntington  reported  said  bill  to  the  House  with  sundry  amend- 
ments. 

The  first  amendment, 

On  motion  of  Mr.  Stapp,  was  amended, and  then  concurred  in; 

Mr.  Stapp  moved  to  amend  the  second  amendment  to  said  bill,  by 
inserting  in  lieu  thereof  the  following,  viz: 

"That  George  Gorimm  and  Pike  Hand,  assistant  doorkeepers  of  the 
House  of  Representatives,  be  allowed  for  their  services  as  such,  the 
first  $\  50,  and  the  second  ^1  25  per  day,  for  each  day  they  have  re- 
spectively been  employed  during  the  present  session  of  the  General 
Assembly. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bardwsll,  Brown,  Bryan,'Buell,  Carnan,  Chamberlain,  Cham- 
bers, Chiles,  Clark  of  Wayne,  Cole,  Collins,  Curtis,  Cushman,  Davis, 
Edwards,  Eggleston,  Gardner,  Gregg,  Hannaman,  Harris,  Howard, 
Howei!,  Hubbard,  Huntington,  Johnston,  Jones,  Kilgore,  Lee  of  Bar- 
tholomew, Listen,  Macey,  Mason,  McBean,  McCarty,  Miller,  Morris, 
Myers,  Phelps,  Ray,  Ristine,  Stapp,  Steele,  Templeton,  Thompson 
of  Allen,  Thompson  of  Johnson,  Thompson  of  Lawrence,  Vawter, 
Walker  of  D.,  Walker  of  S.,  Whitman,  Willett,  Wilson,  Zenor,  and 
Smith,  Speaker — 55. 
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.^nd  those  who  vottd  in  the  negative  art^ 

Messrs.  Armstrong,  Bennett,  Boone,  Carr,  Clark  of  WashingtoD^ 
Craig  of  M.,  Craig  of  P.,  Dunning,  Edmonston,  Harrowr,  Huckle- 
berry, Jackson,  Lee  of  M.  and  C,  Moore,  Murray,  Nave,  Posey, 
Smith,  Strain,  Vandeveer,  and  Watt — 21, 

And  80  said  amendment  was  adopted. 

Mr.  Stapp  moved  to  amend  the  third  amendment,  which  is  as  follows: 

That  after  the  first  Monday  of  August,  1836,  each  member  of  the 
General  Assembly  shall  be  paid  three  dollars  per  day  for  each  da}'s 
attendance,  and  ten  cents  per  mile  for  each  mile  in  going  to  and  re- 
turning from  the  Capitol,  by  adding  thereto  the  following: 

That  the  supreme  and  circuit  judges  each  be  allowed  a  salary  of 
§1,000  per  annum,  to  commence  on  the  first  day  of  April  next; 

Which  was  decided  in  the  negative. 

And  the  question  then  recurring  on  concurring  in  the  said  third 
amendment. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  oj^rmative  are^ 

Messrs.  Brown,  Chamberlain,  Chambers,  Clark  of  Wayne,  Curtis, 
Gardner,  Hannaman,  Huckleberry,  Huntington,  Kilgore,  Lee  ofB., 
Liston,  McBean,  Ray,  Thompson  of  L.,  Whitman,  Willelt,  Wilson, 
aod  Zenor — 19. 

And  those  xtiho  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Bryan,  Buell,  Car- 
nan,  Carr,  Chiles,  Clark  of  Washington,  Cole,  Craig  of  M.,  Craig  of 
P.,  Cushman,  Davis,  Dunning,  Edmonston,  Ed  wards,  Eggleston,  Gregg, 
Harrow,  Harris,Howard,  Howell,  Hubbard,  Jackson,  Johnston,  Jones, 
Lee  of  M.  and  C,  Macey,  Mason,  McCarty,  iMilier,  Moore,  Morris, 
Murray,  Myers,  Nave,  Phelps,  Posey,  Ristine,  Smith,  Stapp,  Steele, 
Strain,  Templeton,  Thompson  of  A,,  Thompson  cf  J.,  Yandeveer, 
Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  and  Smith,  Speaker — 54. 

And  so  said  amendment  was  not  concurred  in. 

The  4th,  5th,  6th,  and  7th  amendments  were  thea  concurred  in  by 
the  House. 

Mr.  Thompson  of  L.  moved  to  amend  said  bill  by  adding  thereto  the 
following  as  an  additional  section,  to-wit: 

Sec.  That  the  Governor  of  Indiana  shall,  after  the  expiration  of 
the  term  cf  service  of  the  present  incumbent,  receive  the  sum  of 
fifteen  hundred  dollars  per  annum  for  his  services;  and  the  judges  of 
the  supreme  court  each  the  sum  of  one  thousand  dollars  per  annum; 

Mr.  Kilgore  moved  to  amend  said  proposed  amendment  by  inserting 
the  words  "and  circuit"  after  the  word  "supreme;" 

And  the  ayes  and  noes  being  requested  thereon  by  two  members; 
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Tkote  who  noted  in  the  affirmative  are, 

Messrs.  Brown,  Buell,  Carr,  Chamberlain,  Craig  of  M.,  Egglestooj 
Gardner,  Kilgore,  Listen,  Macey,  Mason,  Posey,  Stapp,  Tbompson 
of  A.,  Thompson  of  L.,  Willett,  and  Smith,  Speaker — 17. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Boone,  Bryan,  Carnan,  Chambers, 
Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Cole,  Collins,  Craig 
of  P.,  Curtis,  Cushman,  Davis,  Dunning,  Edmonston,  Edwards,  Gregg, 
Hannaman,  Harrow,  Harris,  How^ard,  Howell.  Hubbard,  Huckleber- 
ry, Huntington,  Jackson,  Johnston,  Jones,  Lee  of  B.,  Lee  of  M.  and 
C.,  McBean,  McCarty,  Miller,  Moore,  Morris,  Murray,  Myers,  Nave, 
Phelps,  Ray,  Ristine,  Smith,  Steele,  Strain,  Thompson  of  J.,  Van- 
deveer,  Vawter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  and 
Zenor — 54. 

And  so  said  motion  did  not  prevail. 

And  the  question  then  recurring  on  the  amendment  proposed  by 
Mr.  Thompson  of  L., 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Brown,  CI.  mberlain,  Eggleston,  Gardner,  Huntington,  Kil- 
gore, Lee  of  B.,Li3toi!,  Macey,  Mason,  3Iyers,  Ray,  Thompson  of  L., 
Walker  of  S.,  and  Willett— 15. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Boone,  Bryan,  Buell,  Carnan,  Carr, 
Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Washington,  Collins, 
Craig  of  M.,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Dunning,  Edmon- 
ston, Edwards, Gregg,  Hannaman,  Harrow,  Harris,  Howard,  Howell, 
Hubbard,  Huckleberry,  Jackson,  Johnston,  Jones,  Lee  of  M.  and  C, 
McBean,  McCarty,  Miller,  Moore,  Morris,  Murray,  Phelps,  Posey, 
Ristine,  Stapp,  Steele,  Templeton,  Thompson  of  A,,  Thompson  of  J., 
Vandeveer,  Vawter,  Walker  of  D.,  Watt,  Whitman,  Zenor,  and 
Smith,  Speaker — 53, 

And  so  said  amendment  was  negatived. 
On  motion  of  Mr.  Thompson  of  A., 

Said  bill  was  furthur  amended ;  and. 
On  motion  of  Mr.  Dunning, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Kilgore,  having  obtained  leave,  presented  a  bill  [No.  298]  to  att- 
52 
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tborize  AmasyJMakepeace  to  apply  for  a  writ  ©fad  quad  damnum^  to 

establish  a  mill  on  White  river  in  Madison  county; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  dii- 
pensed  wiih.) 

Mr.  Clark  of  Washington  moved  to  indefinitely  postpone  said  billj 

Which  motion  was  lost. 

On  motion  of  Mr.  Kilgore, 

The  rules  of  the  House  were  further  dispensed  with,  said  bill  con- 
sidered as  engrossed  and  read  the  third  time; 

And  on  the  question, 

Shall  salJ  bill  pass? 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bennett,  Boone,  Bryan,  Buell,  Carnan,  Carr,  Chamberlain, 
Chambers,  Clark  of  Wnvne,  Cole,  Collins,  Curtis,  Cushman,  Davi», 
Dunning,  Gregg,  Hnnnaman,  Harrow,  Howard,  Hubbard,  Huckleber- 
ry, Jackson,  Johnston,  Kilgore,  Lee  of  B.,  Mason,  McBean,  McCarty, 
Miller,  Moore,  Murray,  Myers,  Phelps,  Posey,  Ray,  Risline,  Stapp, 
Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L., 
Vandeveer,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  Willett, 
Zenor.  and  Smith,  Speaker — 50. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Brown,  Clark  of  Washington,  Edwards,  Howell, 
Huntington,  Lee  of  M.  and  C,  Macey,  Moore,  and  Vawter — 10. 

And  so  said  bill  prisscd. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Howell,  having  obtained  leave,  presented 

A  bill  [No.  299]  authorizing  a  survey  of  a  clay  turnpike  road  from 
Rockport  via  Jasper  to  Washington  in  Daviess  county; 

Mr.  Kilgore  moved  to  amend  said  bill;  when, 
On  motion  of  Mr.  S'app, 

Said  bill  was  laid  o!i  the  table. 
On  motion  of  Mr.  Willett, 

The  House  resolved  itself  into  the  committee  of  the  whole  to  which 
was  referred  the  bill  [No.  297]  for  the  appointment  of  a  state  printer 
and  defining  his  duties, 

And  after  some  time  spent  therein, 

The  Speaker  resumed  (he  Chair,  and 

Mr,  Tliompson  of  L  ,  reported  the  same  bill  to  the  House  with  snn- 
dry  am.endments,  in  which  he  asked  the  concurrence  of  the  House. 

Mr.  Willett  moved  to  re-commit  said  bill  lo  the  committee  of  ways 
and  means,  v/ith  instructions  to  amend  the  first  section  as  follows: 

That  there  shall  be  elected  at  the  commencement  of  each  session  of 
the  General  Assembly,  a  printer  by  each  House;  and  provide  by  the 
other  sections,  that  the  duties  of  printiog  the  laws  and  journals  shall  be 
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divided,  and  adequate  securities  given  for  the  discharge  of  their  duties. 

Mr.  Bryan  moved  to  indefinitely  postpone  said  bill  and  appending 
amendments; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members^ 

Those  who  voted  in  the  ajjirmalive  arcy 

Messrs.  Brjan,  Carnan,  Craifj  of  P.,  Cushman,  Edmonston,  Eg- 
gleston,  Howell,  Li3lon,Macey,  McBean,  Miller,  Moore,  Posey,  Smith, 
Steele,  Vawter,  and  Willett—IT. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Buell,  Carr,  Chamberlainj 
Chambers,  Clark  of  Wayne,  Clark  of  Washington,  Collins,  Cr;iig  of 
M.,  Curtis,  Davi?,  Edward?,  Gregg,  Harrow,  Harris,  Howard,  Hub- 
bard, Huckleberry,  Huntington.  Jackson,  Johnsion,  Lee  of  B.,  Lee  of 
M.  and  C,  Mason,  McCarty,  Murray^  Phelps,  Ray,  i^isline,  Stnpp, 
Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L., 
Walker  of  D.,  Walker  of  S.,  Watt,  Zenor,  and  Smith  Speaker— 42. 

And  so  said  bill  was  not  postponed. 

And  the  question  on  xMr.  Willett's  amendment,  was  then  put  and  neg- 
atived. 

The  amendments  of  the  committee  of  the  whole  thereto,  were  then 
concurred  in;  when, 

On  motion  of  Mr.  Huntington, 

Said  bill  was  considered  as  engrossed  and  read  the  third  timej 

And  on  the  question, 

Shall  said  bill  pass? 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwell,  Brown,  Buoli,  Chamberlain,  Cham- 
bers, Clark  of  Wayne,  Collin?,  Craig  of  M.,  Curtis,  Davis,  Dunning,. 
Gregg,  Harrow,  Hubbard,  Huckleberry,  Huntington,  Johnston,  Lee 
of  B.,  Lee  of  M.  and  C,  Liston,  Mnson,  McCarty,  Morris,  Murray, 
Ray,  Ristine,  Stapp,  Temleton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Walker  of  D.,  Walker  of  S.,  Whitm.an,  Zenor,  and 
Smith,  Speaker— 37. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Bryan,  Carnan,  Carr,  Clark  of  Wash- 
ington, CraigofP.,  Cushman,  Edmonston,  Edwards.  Eggleston,  Har- 
ris, Howard,  Howell,  Jackson,  Macey,  McBean,  Miller,  Moore,  Pheips, 
Posey,  Smith,  Strain,  Vandeveer,  Vawter,  Watt,  and  Willett — 27, 

And  so  said  bill  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein, 

Mr.  Huckleberry  from  the  joint  committee  on  enrolled  biUsj  report- 
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ed  that  they  have  compared  the  enrolled  with   the  engrossed 
which  originated  in  the  Senate  of  the  following  titles,  to  wit: 

No.  73 — Ad  act  to  facilitate  the  apprehension  of  fugitives  from  jus- 
tice; 

No.  81 — An  act  to  locate  a  state  road  from  Montezuma  in  Parke 
county  to  the  state  line  in  (he  direction  of  Hickory  Grove  in  Edgar 
county,  Illinois; 

No.  82 — An  act  to  change  a  part  of  a  certain  state  road  therein 
Darned; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Walker  of  S.  presented  the  petition  of  sundry  citizens  of  Shelby 
county,  praying  a  repeal  of  a  part  of  the  law  regulating  the  jurisdic- 
tion and  duties  of  justices  of  the  peace; 

Which  was  read;  and, 

On  motion  of  Mr.  Walker  of  S., 

Referred  to  the  judiciary  committee. 

The  Speaker  laid  before  the  House  a  report  of  the  canal  fund  com- 
missioners, on  the  subject  of  the  financial  concerns  thereof; 

Which  was  read  and  referred  to  the  joint  committee  on  the  canal 
fund;  and. 

On  motion  of  Mr.  Willett, 

Ordered,  To  be  printed. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  bills  of  the  Senate  of  the  following  titles^ 
to  wit: 

No.  103 — An  act  to  incorporate  the  Fulton  company; 

No.  107 — An  act  to  incorporate  the  Lagrange  county  mannfacturing 
company ; 

No.  108 — An  act  to  authorize  certain  individuals  therein  named  to 
build  a  bridge  over  the  Kankakee  river; 

No.  109 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  or  near  Milroy, in  Rush  county; 

No.  110 — An  act  to  amend  an  act  entitled  an  act  incorporating  con- 
gressional townships  and  providing  for  public  schools  therein; 

Also  engrossed  bills  &;c.  from  the  House  of  Representatives  of  the 
following  titles  without  amendment,  to-wit: 

No.  188 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund,  and 
for  other  purposes; 

No,  194 — An  act  to  incorporate  the  Hanover  steam  mill  company; 
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No.  21 8 — Ad  act  to  authorize  the  payment  of  expenses  incurred  in 
suppressing  a  riot  on  the  Wabash  and  Erie  canal; 

No.  149 — A  joint  resolution  on  the  subject  of  providing  compensa- 
tion to  the  United  States'  rangers,  raised  under  the  act  of  Congress  of 
June,  1832,  for  horses  lost  by  them  whilst  in  the  service; 

No.  221 — A  joint  resolution  on  the  subject  of  furnishing  such  new 
counties  as  may  hereafter  be  organized,  with  the  laws  of  this  state; 

No.  234 — An  act  to  change  the  time  of  holding  the  commissioner's 
court  of  the  county  of  Delaware; 

No.  1 70 — An  act  incorporating  the  town  of  Milton  in  Wayne  county ; 

In  which  bills  of  the  Senate,  the  concurrence  of  the  House  of  Rep- 
resentatives is^requested. 

The  engrossed  bills  of  the  Senate  named  in  said  message,  Nos.  103, 
107,  and  l08; 

Were  severally  twice  read  the  (the  rules  of  the  House  having  first 
been  dispensed  with),  and 
On  motion, 

Referred  to  the  judiciary  committee. 

The  engrossed  bill  [No.  109]  of  the  Senate  therein  named; 

Was  three  times  read  and  passed,  (the  rules  of  the  House  having 
first  been  dispensed  with.) 

Orderedy  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bill  of  the  Senate  [No.  110]  named  in  the  message, 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with,)  and 

On  motion, 

Committed  to  the  committee  on  education. 
On  motion  of  Mr.  Huntington, 

The  joint  resolution  [No.  163]  on  the  subject  of  a  geological  and  to- 
pographical survey  of  the  state,  was  taken  up,  and, 
On  motion  of  Mr.  Huntington, 

Amended,  and. 

On  his  further  motion, 

Considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof  and  ask  their 
concurrence  therein. 

And  the  House  adjourned. 


WEDNESDAY,  February  3,  1836. 

The  House  met. 

Mr.  Eggleston,  from  the  judiciary  committee  to  which  was  referred 
the  engrossed  bill  of  the  Senate,  No.  69,  to  incorporate  the  Peru  and 
Wabash  Bridge  Company,  reported  the  same  back  to  the  House  with 
an  amendment,  which  was  concurred  in  by  the  House, 
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On  motion,  said  amendmant  was  considered  as  engrossed,  and 
with  the  bil),  read  the  third  time  and  passed. 

Ordered^  That  the  cierk  inform  the  Senate  thereof. 

Mr.  Stapp,  from  the  judiciary  committee,  made  the  following  reportr 

Mr.  Speaker— 

The  judiciary  committee  to  which  was  referred  a  resolution  relative 
to  the  inspection  of  salt,  beef,  flour,  and  tobacco, 

To  amend  the  law  regulating  ferries. 

Relative  to  the  duty  of  prison  keepers, 

Relative  to  giving  further  relief  to  replevy  bail,  when  the  priocipat 
is  about  to  abscond, 

Relative  to  extending  the  prison  bounds;  also 

The  report  of  D.  McDonald,  prosecuting  attorney,  relative  to  the 
Wabash  Insurance  Company;  also 

The  petition  of  Olive  H.  Kelley,  praying  for  a  divorce  from  her  hus- 
band RosemanR.  Kelley;  also 

The  petition  of  John  Jamison  and  others,  praying  that  there  may  be 
prosecuting  attorneys  appointed  in  each  county,  have  had  the  same  un- 
der consideration,  and  have  directed  me  to  report,  that  it  is  inexpedi- 
ent at  this  time  to  legislate  on  the  same,  and  ask  to  be  discharged  from 
the  further  consideration  thereof. 

Which  said  report  was  concurred  in  by  the  House. 

Mr.  Craig  of  P.,  from  the  judiciary  committee,  to  which  was  refer- 
red the  bill  No.  293,  to  incorporate  the  Evansville  insurance  company,, 
reported  the  sume  back  to  the  House,  without  amendment; 
When, 
On  motion, 
Said  bill  was  considered  as  engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein. 

Mr.  Vawter  from  the  committee  on  roads  made  the  following  report: 

The  committee  on  roads  to  which  was  referred  sundry  petitions  of 
citizens  of  Lagrange,  Elkhart,  and  other  northern  counties,  praying  the 
location  of  state  roads  through  the  northern  tier  of  counties,  with  ap- 
propriations of  money  en  the  same,  for  the  opening  and  improving  the 
same,  under  consideration,  and  the  committee  have  directed  me  to  re- 
port, that  legislation  at  this  time,  on  the  subject  of  said  petitions,  is  in- 
expedient; 

Which  was  read  and  concurred  in. 

Mr.  Vawter,  from  the  same  committee,  also  made  the  following  re- 
port: 

The  committee  on  roads  to  which  was  referred  a  bill  of  the  House 
No.  275,  for  the  relief  of  Benjamin  McCarty,  have  had  the  same  under 
consideration,  and  report  the  same  back  without  amendment,  but  be- 
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lieve  it  ought  not  to  pass,  as  il  will  opeo  a  door  for  great  dissatisfac- 
tion ^ith  every  other  purchaser,  where  his  or  their  tract  of  land  does 
not  contain  the  number  of  acres  returned  by  the  authorized  surveyor 
of  the  General  Government,  and  it  is  believed  that  the  General  Gov- 
ernment has  not  in  one  single  instance,  granted  relief,  in  a  similar  case, 
although  often  called  on:  and  for  this  very  reason,  the  surveys  are  all 
made  long  before  the  lands  are  offered  for  sale,  which  affords  purcha- 
sers the  opportunity  to  survey  and  measure  ail  lands  individuals  may 
wish  to  purchase,  long  before  the  day  of  sale;  hence  fraud  cannot  be 
said  to  attach. 

The  question  was  then  put.  shall  said  bill,  No.  275,  be  engrossed  for 
a  third  reading, 

And  decided  in  the  negative. 

Mr.  Vawter  from  the  same  committee,  also  made  the  following  re- 
port: 

The  committee  on  roads  to  which  was  referred  a  bill  of  the  House, 
No.  223,  on  the  subject  of  opening  aad  repairing  roads,  have  had  the 
same  under  consideration.  AI50  sundry  resolutions  on  the  same  sub- 
ject, and  report  the  bill  back  without  amendment,  and  recommend 
that  it  be  laid  on  the  table,  as  also  the  several  resolutions.  The  com- 
mittee ask  to  be  discharged  from  all  further  business  in  relation  to 
roads  during  the  present  session  of  this  General  Assembly; 

Which  said  report  was  concurred  in  by  the  House,  and  said  bill,  No. 
225,  therein  named,  was  laid  on  the  table. 

Mr.  Thompson  of  L.,  from  the  committee  on  the  State  Bank,  made 
the  following  report: 

Mr.  Speaker — 

The  committee  crn  the  Slate  Bank  to  whom  was  referred  the  reso- 
lution of  the  House,  instructing  them  to  inquire  into  the  expediency  of 
reducing  the  damages  on  bills  of  exchange,  have  directed  me  to  re- 
port that  il  is  inexpedient  to  legislate  on  that  subject  at  this  time,  and 
ask  to  be  discharged  from  the  further  consideration  thereof; 

Which  was  read  and  concurred  in  by  the  House. 

Mr.  Morris  presenied  a  bill  No.  300,  to  authorize  an  additional  jus- 
tice of  the  peace,  in  Franklin  township,  Marion  county;  and 

Mr.  Johnston  also  presented  a  bill  [No.  301]  to  authorize  (he  board 
doing  county  business  of  the  county  of  Franklin,  to  lay  off  a  street  in 
the  town  of  Brookville,  in  said  county; 

Which  were  severally  three  times  read  and  passed,  (the  rules  of 
the  House  having  first  been  dispensed  with) 

Ordered,  That  they  be  entitled  acts  and  that  the  clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

Mr.  Thompson  of  A.,  presented  a  bill  [No.  302]  for  the  relief  of  Eli- 
as  Murray; 

Which  was  twice  read  (the  rules  of  the  House  having  first  been  di§- 
pensed  with,)  and 
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On  motion,  committed  to  a  select  committee  of  Messrs.  Edwards, 
Thompson  of  A.,  and  Chamberlain. 

M.  Bencett  presented  a  bill  [No.  303]  to  authorize  the  surrey  of  a 
turnpike  road  from  Greenfield  in  Hancock  county  via  Rushville,  Con- 
nersville,  and  Brownsville,  to  Liberty  in  Union  county; 

Which  was  read  the  first  time  and  passed  to  a  second  reading  on 
to  morrow. 

Mr.  Brown  from  the  judiciary  committee  to  which  was  referred  the 
engrossed  bills  of  the  Senate  [No.  108]  to  authorize  certain  individuals 
therein  named  to  build  a  toll  bridge  over  the  Kankakee  river,  and 
[No.  103j  to  incorporate  the  Fulton  Company,  reported  said  bills  back 
to  the  House  without  amendment;  when 

On  motion,  said  bills  were  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bills  which  origi- 
nated in  the  House  of  Representatives  of  the  following  titles,  to  wit: 

No.  75 — An  act  concerning  guardians; 

No.  154 — An  act  to  provide  for  cancelling  and  entering  satisfaction 
of  mortgages; 

No.  2i0 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund  in  the 
county  of  Orange  and  for  other  purposes. 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Johnston  from  the  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bills  of  the  House 
of  the  following  titles,  to-wit: 

j^Q,  212 — An  act  to  amend  the  several  acts  for  the  promotion  of 
schools  and  education  in  Clark's  Grant; 

js^o.  69 — An  act  for  the  relief  of  James  H.  King,  recorder  of  Monroe 

county ; 

No.  42 — An  act  to  authorize  the  service  of  subpoenas  by  copy; 

j^o,  137 — An  act  to  legalize  the  proceedings  of  Rezin  Malott,  a 
road  commissioner; 

No.  32 An  act  to  amend  an  act  entitled  an  act  regulating  divorces, 

approved  Jan.  17, 1831 ; 

No.  102 An  act  to  amend  an  act  for  the  relief  of  the  poor,  approv- 
ed Feb.  10, 1831 ;  .        ,.         .    .  r         ., 

Nq.  57 A  joint  resolution  on  the  subject  of  the  survey  of  a  rail 

road  route  fromCharlestown  in  South  Carolina  to  some  suitable  point 
on  the  Ohio  river  in  Ohio  or  Indiana ; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 
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Mr.  Strain  presented 

A  bill  [No.  304]  supplemental  to  an  act  establishiog  as  a  state  road^ 
the  county  road  from  Livonia  to  George  Beck's,  approved  January 
30,  1836; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Orderedy  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

The  House  then  proceeded  to  consider  the  orders  of  the  day. 

The  engrossed  bill  of  the  Senate  [No.  64]  for  the  relief  of  Elizabeth 
Nowland,  widow  of  Matthias  Nowland,  deceased,  was  read  the  second 
and  third  times,  (the  rules  of  the  House  having  been  dispensed  with.) 

And  the  qaestion  was  then  put, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  required  thereon  by  two  members, 

Those  who  toted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Buell,  Carnan,  Chambers,  Chiles, 
Clark  of  Wayne,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M., 
Craig  of  P.,  Curtis,  Davis,  Dunning,  Edwards,  Eggleston,  Evans, 
Gardner,  Gregg,  Harrow,  Howard,  Howell,  Hubbard,  Jackson, 
Johnston,  Jone?,  Lee  of  M.  and  C,  Macey,  Mason,  McBean,  Mc- 
Carty,  Miller,  Moore,  Morris,  Myers,  Phelps,  Ray,  Ristine,  Smith, 
Stapp,  Steele,  Strain,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S., 
Watt,  Whitman,   Willett,  Zenor,  and  Smith, Speaker — 58. 

And  those  who  voted  in  the  negative  are. 

Messrs.  Armstrong,  Bryan,  Carr,  Cushman,  Edmonston,  Lee  of  B., 
and  Posey — 7. 

And  so  said  bill  passed. 

Ordered,  That  the  clerk  intorm  the  Senate  thereof. 

The  bill  [No.  2 IT]  to  amend  the  act  entitled  an  act  to  regulate  the 
jurisdiction  and  duties  of  justices  of  the  peace,  was  read  the  second 
time. 

On  motion  of  Mr.  Johnston, 

Said  bill  was  amended  by  striking  out  thereof  so  much  as  relates  to 
the  special  acts  regulating  the  jurisdiction  and  duties  of  justices  of  the 
peace ;  when. 

On  motion  of  Mr.  Ray, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  as 
engrossed,  read  a  third  time  and  passed. 

Ordered f  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  285]  supplemental  to  an  act  entitled  an  act  to  provide 
for  a  general  system  of  internal  improvement,  was  read  the  second  time* 

53 
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Mr.  Vandeveer  moved  to  commit  said  bill  to  the  committee  an  ca- 
toals  and  interna!  improvements; 

Which  motion  did  not  prevail, 

Mr.  Moore  moved  to  strike  out  of  said  bill  the  appropriation  of  tine 
hundred  thousand  dollars. 

Mr.  Vandeveer  then  moved  to  indefinitely  postpone  said  bill; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  ivho  voted  in  the  affirmative  are^ 

.  Messrs.  Bryan,  Buell,  Carnan,  Chambers,  Chiles,  Cole,  Craig  of  M., 
Eggleston,  Harrow,  Jones,  Lee  of  M.  &  C.  Liston,  Mason,  McCarty, 
Murray,  Myers,  Posey.  Ray,  Ristine,  Stapp,  Steele,  Thompson  of  A., 
Thompson  of  J.,  Vandeveer,  and  Smith,  Speaker — 25. 

And  those  v^ho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Sardwell,  Bennett,  Boone,  Brown,  Carr,  Clark 
of  Wayne,  Clark  of  Washhigton-,  CoHins,  Craig  of  P.,  Curtis,  Cush^ 
man,  Davis,  Dunning,  Edmonston,  Edwards,  Evans,  Gardners  Gregg, 
Harris,  Howard,  Howcllj  Hubbard,  Huckleberry,  Huntington,  Jack- 
eon,  Johnston,  Kilgore,  Lee  of  B.^Macey,  McBeanli  Miller,  Moore,  Mor- 
i-is, Phelps,  Strain,  Thompson  of  L.,  Vawter,  Walker  of  S.,  Watt, 
Whitman,  Willett,  and  Zenor— 43. 

And  so  snid  bill  was  not  indefinitely  postponed. 

And  the  question  then  recurrring  on  ihe  question  of  Mr.  Moore  to 
amend. 

It  was  put  and  decided  in  tho  afi'rmative. 

Mr.  Posey  then  moved  to  Jay  said  bill  on  the  table; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members; 

Those  who  voted  in  the  ojjirmaii'cc  are^ 

Messrs.  Boone,  Bryan,  Baell,  Carnan,  Chamber:?,  Chiles,  Clark  of 
Wayne.  Cole,  Craig  of  M.,  Curtis,  EgglestoHj  Harrow,  Hubbard, 
Jones,  liCe  of  M.,  and  C,  Liston,  M^son,  McCarty,  Morris,  Murray, 
Myers,  Posey,  Ray,  Ristine,  Stapp,  Steele,  Thompson  of  A.,  Thomp» 
son  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  and  Smith,  Speak- 
er—32. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bard  well,  Bennett,  33rown,  Carr,  Clark  of 
Washington,  Collins  Craig  of  P.,  Cushmr.n,  Davis,  Dunning,  Edmon- 
ston,  Edwards,  Evans,  Gardner,  Gregg,  Harris,  Howard,  Howell, 
Huckleberry,  Huntington,  Jackson,  Johnston,  Lee  of  B.,  Maccy,  Mc- 
Bean,  Miller,  Moore,  Phelus,  Strain,  TValker,  of  S.,  Walt,  Whitman, 
Willelt,and  Zenor— 35. 

And  so  said  bill  was  not  laid  on  the  table. 

Mr.  Vandeveer  then  moved  to  indefiaitely  postpone  the  salne*. 
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And  the  ayea  and  noes  being  requested  thereon  by  two  memberf, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bennett,  Boone,  Brynn,  BuelljCarnan,  Chamberlain,  Cham- 
ber?, Chiles,  Clark  of  Wayne,  Cole,  Craig  of  M.,  Ciuti?,  Echvard?,  Eg- 
gleston,  Gregg,  Hannaman,  Harrow,  Hubbard,  Jones,  Lee  of  B., 
Lee  ol  M.  and  C,  Listen,  Ma=on,  McCarty,  Murray^  Myers,  Po«ey, 
Ray,  Ristine,  Slapp,  Steele,  Thompson  of  Alien,  Thompson  of  John-? 
son,  Thompson  of  Lawrence,  Vandcveer,  Vawter,  and  Smith,  Speak-. 
«r— 37, 

And  those  who  voted  in  the  negative  art^ 

Messrs.  Armstrons;,  Bard  well,  Brown,  Carr,  Clark  of  Washingtop, 
Collins,  Craig  of  P.,  Cushman,  Edmonstcn,  Evans,  Gardner,  Harris, 
Howard,  Howell,  Kuckleberry,  Hnnlin^ton,  Jackson,  Johnston,  Kil- 
goro,  Maccy,  McBcan,  Miller,  Moore,  Morris,  Phelps,  Strain,  Walker 
of  S.,  Whitman,  VVillett,  and  Zenor— 29. 

And  so  said  bill  was   indetmifely  poslponed. 

Mr.  Smith,  having  obtained  leave,  introduced  a  bill  [Nc.  305]  (o  in- 
corporate the  Prir^ceton  and  Wabash  rail  road  company; 

Which  was  twice  read  (ihe  rules  of  the  Hous'^  having  first  been  dis- 
pensed with.)  and 
On  motion. 

Referred  to  the  judiciary  committee. 
A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary: 
Mr.  SrEAKER — 

The  Senate  has  concurred  in  the  amendment  of  the  House  of  Rep- 
resentatives to  the  engrossed  bill  of  the  Senate, 

No.  22-^Entiiled  an  aci  to  amend  the  act  eniitled  an  ac^  regulating 
the  taking  up  of  animals  going  aslrny  and  wa^cr  craft  and  other  arti- 
cles of  value  going  adrift,  approved  Feb.  7, 1835. 

And  his  passed  engrossed  bills  from  the  House  of  Representatives, 
entitled  as  follows,  viz: 

No.  145 — An  act  to  revive  and  aniend  an  act  entitled  an  act  to  pro- 
vide for  the  s;ile  of  certain  land^  therein  named,  app'd.  Feb.  2,  1833; 

No.  215 — An  act  to  organize  the  county  of  Noble; 

No.  236— rAn  act  providing  for  holding  the  circuit  courts  in  the 
8th judicial  circuit; 

No.  237 — An  act  to  change  the  name  of  Middleton  in  the  county  of 
Tippecanoe  to  West  Point; 

No.  228 — An  act  appropriating  so  much  of  the  3  per  cent,  fund  as 
is  now  due  to  Greene  county: 

No.  251 — An  act  to  amend  an  act  entitled  an  act  fo  prevent  the  sale 
of  ardent  spirits  to  the  Indians,  approved  February  3»  1832; 

Without  amendment. 

Mr.  Moore  having  abtaioed  leave,  preseuted 
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A  bill  [No.  306]  to  amend  the  act  eotitled  aD  act  to  establish  a  8f«t« 
road  from  Martinsville  in  Morgan  county  via  Middletown  in  Owcb 
county,  to  John  Chance's  ferry  on  Eel  riyer,  thence  to  Hayne's  old 
cabin  in  Vigo  county;  and, 

Mr.  Huntington  having  obtained  leave,  also  presented 

A  bill  [No.  307]  to  establish  a  state  road  west  of  the  Wabash  river 
in  Vigo  county; 

Which  were  severally  read  three  tinries  and  passed,  (the  rules  of 
the  House  having  first  been  dispensed  with.) 

Ordered^  That  they  be  entitled  acts  and  that  the  clerk  carry  them 
to  the  Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  227]  to  amend  an  act  regulating  distress  for  rent,  ap« 
proved  Feb.  1,1831; 

Was  read  the  second  and  third  times  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

The  bill  [No.  239]  extending  the  credit  of  the  state  to  the  Ohio  and 
Indianapolis  rail  road  company  was  read  the  second  time,  and. 
On  motion  of  Mr.  Armstrong, 

Amended  by  adding  thereto  an  additional  section. 

Mr.  Vawter  moved  to  amend  the  9th  section  of  said  bill  by  striking 
out  the  word  "Columbus"  and  insert  "Vernon;" 

Which  motion  was  decided  in  the  negative. 
On  motion  of  Mr.  Ray, 
Said  bill  was  further  amended  by  striking  out  of  the  first  section  there- 
of the  words  "two  hundred  and  fifty  thousand"  and  insert  "one  hun- 
dred thousand." 

Mr.  Slapp  moved  to  indefinitely  postpone  the  further  consideiatio© 
of  said  bill; 

And  before  the  question  thereon  was  had, 

The  House  adjourned, 

1   o'clock,  P,  M. 

The  House  met» 
On  motion. 
The  bill  [No.  239]  pending  before  the  House  when  it  adjourned 
this  morning,  was  laid  on  the  table. 

Mr.  Huntington  from  the  judiciary  committee  to  which  was  referred 
the  bill  [No.  305]  to  incorporate  the  Princeton  and  Wabash  rail  road 
company,  reported  the  same  back  to  the  House  without  amendment; 
When, 
On  motion. 
The  rules  of  the  House  were  dispensed  with, said  bill  considered  as 
engrossed,  read  the  third  time  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  io  the 
i^uate  and  ask  their  concurrence  therein. 

The  bill  [No.  3iOj  to  aathorizc  the  lurvey  of  a  rail  road  route  (vom 


421 

Tndianaporis  through  Logaosport  to  Michigao  City,  was  read  the  8« 
cond  time,  and> 

On  the  question,  shall  said  bill  be  engrossed? 

It  was  decided  in  the  negative. 

The  bill  [No.  239]  extending  the  credit  of  the  state  to  the  Ohio  and 
Indianapolis  rail  road  company,  was  taken  from  the  table; 

And  the  question  then  recurring  on  the  motion  of  Mr.  Stapp  to  in= 
definitely  postpone  the  same, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  afflrmaiive  are, 

Messrs.  Bennett,  Boone,  Carnan,  Chamberlain,  Chambers,  Chiles, 
Craig  of  M.,  Egglestori,  Harrow,  Jones,  Lee  of  M.  and  C,  Listen, 
Murray,  Posey,  Ristine,  Stapp,  Templeton,  Thompson  of  J.,  Thomp- 
son  of  L.,  and  Vandeveer — 21. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwcll,  Brown,  Bryan,  Buell,  Carr,  Clark 
of  Wayne,  Clark  of  Washington,  Cole,  Collins,  Curtis,  Cushman,  Da- 
vis, Dunning,  Edmonston,  Edwards,  Evans,  Gardner,  Gregg,  Harris, 
Howard,  llowell,  Hubbard,  Huckleberry,  Huntington,  Jackson,  John- 
ston, Kilgore,  Lee  ofB.,  Macey,  Mason,  McBean,  McCarty,  Miller, 
Moore,  Morris,  Phelps,  Ray,  Steele,  Strain,  Vawter,  Walker  of  D., 
Walket  of  S.,  Watt,  Whitman,  Willelt,  Wilson,  Zenor,  and  Smith, 
Speaker — 46. 

And  so  said  bill  was  not  indefinitely  postponed. 

Mr.  Vawter  then  moved  to  amend  said  bill  as  follows: 

That  before  the  Ohio  and  Indianapolis  Rail  road  Company  shall  be 
entitled  to  the  benefit  of  the  loan  authorized  by  this  act,  said  company 
shall  enter  on  their  books,  that  said  company  recognize  the  right  of  any 
company  now  organised,  or  hereafter  to  be  organized,  to  construct  a 
lalteral  rail  road,  as  a  branch  of  said  Ohio  and  Indianapolis  rail  road, 
commencing  at  or  near  where  said  Ohio  and  Indianapolis  rail  road 
crosses  the  Vernon  fork  of  the  Muskakatack  river;  thence  on  the  best 
line  of  survey  to  a  point  on  the  Madison,  Indianapolis,  and  Lafayette 
rail  road,  at  or  near  James  McCall's  in  Jefferson  county : 

Which  was  decided  in  the  negative. 
On  motion  of  Mr.  Armstrong, 

The  rules  of  the  House  were  dispensed  with,  said  bill  considered  at 
engrossed,  read  the  third  time  and  passed. 

Ordered^  That  the  same  be  entitled  an  act,  and  that  the  Clerk  carry 
it  to  the  Senate  and  ask  their  concurrence  therein. 
On  motion  of  Mr.  Lee  of  L., 

The  vote,  on  engrossing  the  bill  No.  240,  was  to  authorize  the  sur- 
vey of  a  rail  road  route  from  iDdianapolis  through  Logansport  to  Mi- 
chigan City,  was  reconsidered ; 
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And  the  qaestion  then  recurring;  shall  said  bill  be  engrossed,  an<$ 
read  the  third  lime  to-morro«v? 

And  the  ayes  and  nays  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Brown,  Carr,  Chamberlain.  Davis,  Evans,  How- 
ell, Huckleberry,  Jackson,  Lee  of  B.,  Listen,  McBean,  Moore,  Morris, 
Phclp?,  Ristine,  Stapp,  Thompson  of  L.,  Vawter,  Walker  of  D.n 
Walker  of  S.,  Walt,  Whitman,  Willett,  Wilson  and  Zenor— 26. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Bryan,  Bue!!,  Carnan,  Cham-^ 
bcrs,  Chiles,  Cl.irk  of  Wayne,  Clark  cf  Washington,  Cole,  Collins, 
Craig  of  M.,  Curtis,  Cushman,  Dunning,  Edrvards,  Eggleston,  Gregg, 
Harrow.  Harris,  Howard,  Hubbard,  Hiin'inglon,  Johnston,  Jones^ 
Macey,  Mason,  McCarty,  Murray,  Myers,  Posey,  Ray,  Smith,  Sirain, 
Templcton,  Thompson  of  J.,  Vandevccr,  and  Smith,  Speaker — 39, 

And  so  said  question  was  decided  in  the  negative. 
'    The  bill  [No.  241]  supplemental  to  an  act  entitled  "an  act  to  provide 
for  a  general  system  of  internal  improvement,  approved  January  183G, 

Was  read  the  second  time. 

Mr.  Evans  moved  to  amend  said  bill,  as  to  make  Princeton  a  point. 

Mr.  Vandev^er  moved  thr.t  said  bill  be  indefinitely  postponed;  when 

Mr.  Willett  moved  the  previous  question,  which  was  seconded  by  a 
majority  of  all  the  members  present.     And  the  question  was  then  put, 

Shall  the  main  question  be  now  put? 

And  decided  in  the  affirmative. 

Whereupon,  (he  question  was  then  put — 

Shall  said  bill  be  engrossed  for  a  third  reading? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voled  in  the  affirmative  arCy 

Messrs.  Armstrong,  Bardwell,  Brown,  Carr,  Clark  of  Wayne,  CoN 
lins,  Craig  of  P.,Cushman,  Dunning,  Edmonston,  Evans,  Hannaman, 
Harris,  Howell,  Hubbard,  Hiickleberry,  Huntington,  Jackson,  John- 
ston, Kilgore,  Lee  of  B,,  Macey,  McBean,  McCarty.  Miller,  Moore, 
Morris,  Phelps,  Strain,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of 
L.,  Vawter,  Walker  of  S.,  Whitman,  Willett,  Wilson  and  Zenor— 37* 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Bryan,  Buell,  Chamberlain,  Chiles,  Clark 
of  Washington,  Cole,  Craig  of  M.,  Curtis,  Edwards,  Eggleston,  Gregg, 
Harrow,  Howard,  Jones,  Lee  of  M.  and  C,  Listen,  Mason,  Murray, 
Myerg,  Posey,  Ray,  Ristine,  Stapp,  Templcton,  Vandeveer,  Walker 
of  D.,  Watt,  and  Smith,  Speaker— 29. 
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And  so  said  bill  was  ordered  to  be  engrossed. 

On  motion  of  Mr.  Huntington,  the  rules  were  dispensed  with* 
^aid  bill  considered  as  engrossed,  read  the  third  time. 
And  the  question  was  then  put, 
Shall  said  bill  pass? 
And  the  aj-es  and  noes  being  requested  thereon  by  two  members^ 

Those  mho  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bard  well,  Brown,  Carr,  Clark  of  Wayne,  Clark 
of  Washington,  Collins,  Craig  of  P.,  Cushman,  Dunning,  Edmonston, 
Evans,  Gregg,  Hannaman,  Harris,  Howell,  Hubbard,  Huckelberrj, 
Huntington,  Jackson,  Johnston,  Lee  of  B.,  Macey,  MrBcan,  McCarty, 
Miller,  Mrore,  Morris,  Phelps,  Ray,  Smith,  Strain,  Thompson  of  A., 
Thompson  of  L  ,  Vawter,  Walker  of  D.,  Walker  of  S.,  Whitman,  WiU 
lett,  VVilson  and  Zenor — 39. 

And  those  who  voted  in  the  negative  arcy 

Messrs.  Bennett,  Bryan,  Buell,  Carnan,  Chiles,  Craig  of  M.,  Curtis, 
Edwards,  Harrow,  Howard,  Jones,  Lee  of  M.  and  C,  Liston,  Macey, 
Murray,  Myers,  Posey,  Risiine,  Stapp,  Templeton,  Vandeveer,  Watt 
and  Smith,  Speaker — 23. 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

A  message  from  the  Senate  by  Mr.  Morrison^  their  principal  Secre* 
tary: 

Mr.  Speakek— 

The  Senate  has  passed  engrossed  bills  of  the  Senate,  of  the  follow* 
mg  title?,  viz: 

No.  77— An  act  in  relation  to  certain  sections  of  the  Wabash  and 
£rie  canal ; 

No.  1 1 2 — An  act  to  amend  the  several  laws  relative  to  domestic  and 
foreign  attachment; 

No.  Il5 — An  act  to  vacate  a  part  of  the  Mooresvillej  Danville,  and 
Crawfordsville  state  road; 

Also  an  engrossed  bill  from  the  House  of  Representatives,  entitled 

No.  127 — -An  act  to  incorporate  the  Miami  Biidge  company,  with  an 
amendment; 

In  which  bills  of  the  Senate  and  in  the  amendments  of  the  Senate  to 
the  bill  of  the  House,  the  concurrence  of  the  House  of  Representatives 
is  requested. 

The  engrossed  bills  of  ihe  Senate,  Nos.  77,  112  and  115,  named  in 
said  message: 

Were  severally  three  times  read,  (the  rules  of  the  House  having  first 
been  dispensed  with.) 

Ordtiedf  That  the  clerk  inform  the  Senate  thereof. 
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The  amendmeot  of  the  Senate  to  the  bill  of  the  House  [No.  Ii7] 
named  in  said  message,  was  concurred  in  bj  the  House. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 
On  motion  of  Mr.  Lee  of  B., 

The  bill  [No.  113]  to  extend  the  provisions  of  an  act  therein  named, 
to  Bartholomew  county,  was  taken  from  the  table,  read  the  third  time 
and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  inform  the 
Senate  thereof  and  ask  their  concurrence  therein. 

The  bill  [No.  242]  to  abolish  theoffice  of  Agent  of  State  for  Indiana- 
polls,  and  for  the  sale  of  certain  lots  therein,  was  read  the  second  time, 

Mr.  Willelt  moved  to  amend  said  bill  by  striking  out  of  the  6lh  sec- 
tion, so  much  as  relates  to  the  sale  of  twenty-seven  acres; 

Which  motion  carried.  » 

Ordered,  That  said  bill  be  engrossed  and  read  the  third  time  to- 
morrow. 

The  engrossed  bills  of  the  Senate  No.  75  to  amend  an  act  entitled 
an  act  for  the  promotion  of  schools,  and  for  the  sale  of  lands  belonging 
to  (he  Yincennes  donation  tract,  approved  Feb.  7, 1835;  and, 

No.  93 — To  locate  a  state  road  in  Posey  county; 

Were  severally  read  the  second  and  third  times  and  passed,  (the  rules 
of  the  House  having  first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof.  . 

The  bill  [No.  290]  allovs^ing  the  Secretary,  Anditor,  and  Treasurer 
of  State  pay  for  clerk  hire,  was  read  the  second  and  third  times  by  con° 
sent;  and, 

And  on  the  question, 

Shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members^ 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Brown,  Buell,  Carnan,  Carr,  Chambers,  Clark  of  Wayne, 
Clark  of  Washington,  Collins,  Curtis,  Cushman,  Davis,  Dunning,  Ed- 
wards, Eggleston,  Gregg,  Hannaman,  Harrow,  Howell,  Hubbard, 
Huntington,  Jackson,  Johnston,  Jones,  Listen,  Macey,  Mason,  Mc- 
Bean,  McCarty,  Myers,  Phelps,  Posey,  Ray,  Ristinc,  Smith,  Stapp, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vaw- 
ter,  Walker  of  D.,  Walker  of  S.,  Watt,  Whitman,  Willelt,  Zenor  and 
Smith,  Speaker — 46. 

And  those  who  voted  in  the  negative  are^ 

Messrs,  Armstrong,  Bryan, Craig  of  M.,  Edmonston,  Howard,  Hoc- 
kleberry,  Lee  of  B.,  Lee  of  M.  and  C,  Miller,  Moore,  Murray,  Steele, 
Strain,  and  Vandeveer — 14, 

And  so  said  bill  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 
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The  bill  No.  265,  was  read  the  second  time,  and. 

On  molion  of  Mr.  Vawler, 
The  lOfh  seclionof  said  bill  was  stricken  out. 
Mr.  E<je'es<on  moved  to  indefinitely  postpone  the  farther  congider*- 
tion  of  said  bill; 
And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Bennett,  Bryan,  Carnan,  Chamberlain,  Chamber?,  Clark 
of  Wayne,  Curti-,  Cushman,  Edwards,  Eyglrston,  Hannaman,  Har- 
row, Howard,  Hubbard,  Li^e  of  M.and  Ci,  Mncey,  Mason,  McCarty, 
Moore,  Po*py,  Ray,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
Walker  of  D.,  and  Smith,  Speaker — 26. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Brown,  Carr,  Collins,  Dunning,  Ed- 
monston,  Gregu,  llowf-ll,  flackleberry,  Huntington,  Johnston,  Jones, 
Lee  of  B..  Lislon,  MtBean,  Miller,  Morri?,  Murray,  Myers,  Phelps, 
Ristine.  Stapp,  Steele, Thompson  of  L.,  Vandeveer,  Vawter,  Walker 
ofS.,  Whilman,  VVillett,  and  Zenor— 31. 

And  so  suid  hill  was  not  indefinitely  postponed. 
On  molion  of  Mr.  Brown, 

Said  bill  was  amended. 

Mr.  Vawter  oioved  further  to  amend  said  bill; 

Which  motion  prevailed. 

Mr.  M'ison  moved  to  re-consider  the  voles  on  the  adoption  of  the 
amrndmentsto  said  bill. 

Mr.  Hubbard  moved  to  indefinitely  postpone  said  bill  with  append* 
Eng  amendments, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  the  affirmative  are, 

Mesrrs.  Bardwell.  Bennett,  Bryan,  Carnan,  Chamberlain,  Curlis, 
Cushman,  Edwards,  Eggleston,  Gregg,  Hannaman,  Harrow,  Hubbard, 
Johnston,  Mason,  McCarty,  Posey,  Ray,  Strain,  Thompson  of  A., 
Thompson  of  J.,  Watt,  and  Smith,  Speaker — 24. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Boone,  Bi-own,  Carr,  Cbrk  of  Washington,  Collins,  Craig 
of  M.,  Davis,  Dunning,  Edmonston,  Howell,  Huntington,  Jackson, 
Jonps,  Lee  of  B.,  Lee  of  M.  and  C,  McBean,  Miler,  Morris,  Mur- 
ray, Phelps,  Ristine,  Smith,  Stapp,  Steele,  Thomp«on  of  L.,  Vando^ 
veer,  Vawter,  Walker  of  D.  Whitman,  Willett,  and2enor— 3i. 

And  so  said  bill  was  not  indefinitely  postponed* 

And  the  quuestion  then  recurring  od  the  motioQ  of  Mr.  Masoo  to  re- 
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consider  the  votes  bad  on  the  amendments,  was  put  and  decided  in 

the  negntive. 

j\]r.  D;ivis  Ihon  moved  to  amend  =aid  biilns  fnllowp: 
Sec.     Thai  (he  Governor  of  this  Stole  is  h(  id')  {lulborized  ard  di- 
reeled  to  employ  a  compelent  cnpineer,  \\\\o  sliiili.  cliiiii  ^  if  e  cnsuir  g 
summerxir  iA\.  nuikc  an  exrimitiiitjon,  Kuvej,  nuti  (fiimale  of  a  !OU!e 
for  a  rail  ror.d  firm  Lafaytlle  lo  the  .'■(riic!  Iif  c.  rlividii  ^  ihe  slates  of 
Indiana  and  Illinois  oii  Ihe  dirfclion  lo  Danville.  Illinoi?,  a  d(  tailed  re- 
pott  of  whicli  survey  and  estimate,  ihe  cost  of  ronsfruciioi.,  the  prac- 
ticability and  probable  uliility  of  whii  h  woik,  said  ongineer  &bail  re* 
port  lo  the  next  legiihs'p.re.,  at  as  e;uly  a  day  as  pos-ible; 
Which  was  decided  in  the  negative. 
-And  the  House  adiourncd. 


THURSDAY,  February  4,  1836. 

The  House  niet» 

Mr.  Chiles  from  the  select  committee,  to  which  was  referred  a  peti- 
tion on  that  gohjc^ct,  reported 

A  bill  [N(i.  308]  to  change  the  name  of  the  town  cf  Carthage  in  the 
county  of  Putnam; 

Which  was  three  times  read  and  passed,  (the  ruh?g  of  the  HoBse 
having  tirst  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  ncf,  and  that  the  clerk  inform  the'Sc- 
nate  thereof,  and  ask  their  concnrrence   Ihereiii. 

Mr.  Vandeveer,  having,  obtriined  leave,  prcjenfed  the  pe'ltion  of 
John  Meream  of  the  county  of  Orange,'  prayifjg  certain  relief  therein 
named ; 

Which  was  referred  tc  the  committee  on  claims  without  reading. 

Mr.  Johnston  from  the  joint  committee  of  enrolled  bills  made  the 
following  report: 

Mr.  Speaker — 

The  joint  committee  on  enrolled  bills,  report  (hat  they  did  on  3d 
instant,  present  lo  his  excclionfy  the  Governor,  for  his  apprnv;il  aiid 
signature,  he  following  enrolled  bills,  which  originated  in  in  the  Sen- 
ale,  to-wit: 

No.  81 — An  act  lo  locale  a  slate  road  from  Montezuma  in  Paikd 
county  to  the  slate  lino  in  the  direetioa  of  li\Cki>iy  Gfovc;  In  Eugaf 
county,  Illinois; 

No.  47 — An  act  to  iocorporate  the  Logansport  and  Eal  river  bridge 
companj; 
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No.  65 — An  act  dispensing  with  certain  unnecessary  oaths  now  re- 
quired of  executors,  administrator?,  and  appraisers; 

No.  73 — An  act  to  facilitate  the  apprehension  of  fugitives  from  jus- 
tice; 

No.  82 — An  act  to  change  a  part  of  a  certain  state  road  thereia 
nam°d; 

No.  20 — An  act  for  the  relief  of  Wilson  Anderson^ 

No.  90 — An  act  for  the  relicfof  John  Dickens,and  others;*! 

No.  37 — All  act  lo  amend  an  act  entitled  "an  act  for  opening  and 
repairing  put)!ic  roads  and  hi^h^yays,'*  approved  February  10,  1C31; 

No.  41 — An  act  to  incorporate  the  Parke  county  Seminary; 

No.  50 — A  joint  rcs^olndon  on  the  subject  of  authorizing  the  Secre- 
tary of  Stiite  to  furnish  the  counties  cf  Aiien  and  Laporte  with  copies 
of  the  revised  Imsvs; 

No.  51—  An  act  to  lay  out  a  state  road  in  the  counties  of  Ripley  and 
Dearborn; 

Also  ilie  following  hills  and  joint  res'.-lulions,  which  originated  in  the 
House  of  Rfprescntaiives,  entitled  as  follows,  <o-wit: 

No.  74 — An  act  to  incorporaie  the  Lapcrte  canal  and  rail  road 
company; 

No.  8i — A  joint  resolution  confirming  the  sale  of  certain  Michigan 
road  lands; 

No.  163 — An  act  to  incorporate  the  town  of  Indianapolis; 

No.  90 — An  act  declaring  a  mi?print; 

No.  92 — An  act  lo  organize  Kosciusko  county; 

No,  99 — An  act  dcchjiing  Big  Raccoon  creek  in  the  counties  of 
Parke  hikI  Putnam  a  public  liig!nv;5y; 

Nj.  156 — Am  ;ict  to  revive  .tiKi  continue  in  force  an  act  to  incorpo- 
rate the  town  of  VV.ishingion  in  D.ivicss  county; 

No.  222 — An  act  for  tiie  improvement  of  JMorganlown  in  Morgan 
county; 

No.  181 — A  joint  resolution  relative  lo  certain  unreclaimed  lands  in 
the  VVnbnsh  bottom,  below  Vinccnnes  in  Knox  county; 

No.  122 — An  act  to  iacorporate  the  Lafayette  and  Danville  rail 
road  company; 

No.  193— A  joint  memorial  and  resolution  to  the  Congress  of  the 
United  States; 

No.  14C — An  act  to  incorporate  the  (own  of  New  Albany; 

No.  84 — An  act  to  orgajiize  the  county  of  Marshall; 

No.  1 55 — An  act  for  the  relief  of  John  G.  Brown ; 

No.  169 — An  act  for  the  formation  of  the  county  of  Brown; 

No.  198 — An  act  to  incorporate  the  New  Albany  ferry  company; 

Mr.  Morris,  from  a  select  committee,  made  the  following  reports 

Mr.  Speaker— 

The  select  committaeto  which  was  referred  the  petition  of  siindry 
^tizeaa  ef  Marion  county,  for  a  miiidam  across  White  river  near  in- 
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dianapolis;  also,  the  remonstrance  of  Samuel  Patterson  and  others,  on 
the  same  subject,  report^  !hat  inasmuch  as  the  number  on  the  remon- 
strance greatly  exceeds  that  of  the  petition,  it  is  inexpedient  lo  legislate 
on  that  subject  at  this  time,  and  ask  to  be  discharged  from  the  funher 
consideration  thereof; 

Which  «as  conrurred  in  by  the  House. 

The  joint  commillee  on  enrolled  bills  reported  that  they  have  com- 
pared the  enrolled  with  the  engrossed  bill  that  orignaled  in  the 
l^ou^e  of  Representatives  of  the  following  title,  viz; 

No.  181 — An  act  to  incorporate  the  the  Crawfordsville,  Covington, 
and  Illinois  rail  road  company; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bill. 

Ordered,  that  the  clerk  carry  it  to  the  Senate  for  the  signature  of 
their  President. 

Mr.  Huckleberry,  from  the  joint  commiftee  on  enrolled  bills,  report- 
ed that  they  have  compared  Ihe  enrolled  with  the  engrossed  bills  which 
originated  in  the  House  of  Representatives,  of  the  follwing  titles,  to 
wit: 

No,  1 20 — An  act  to  amend  an  act  entitled,  an  act  to  incorporate  the 
Crawford  county  Seminary,approved  February  71h,  1835; 

No.  234 — An  act  to  change  the  time  of  holding  the  commissioners* 
court  in  the  county  of  Delaware; 

No.  229 — An  act  for  the  relief  and  benefit  of  Thomas  Smith; 

No.  194 — An  act  to  incorpor-ite  the  Hanover  Steam  mill  Company; 

No.  218 — An  act  to  authorize  the  payment  of  expenses  incurred  in 
suppressing  a  riot  on  the  Wabash  and  Erie  canal; 

No.  188 — An  act  to>»ppropriale  a  part  of  the  three  per  cent.  fund. 

Also  the  following  bills  which  originated  in  the  Senate,  of  the  follow- 
ing tiiles,  to  wit: 

No.  96 — An  act  to  legalize  the  sale  of  school  lands  in  the  county  of 
Pike; 

No.  104 — An  act  to  amend  the  act  entitled,  an  act  to  incorporate 
the  Harrison  and  Indianapolis  Turnpike  Company; 

No*  89 — An  act  to  amend  the  art  entitled,  an  act  defining  the  duties 
of  Recorders,  approved  January  19,  1831; 

AI?o  the  following  memorial  and  joint  resolution?,  which  originated 
in  the  House  of  Representatives: 

No.  132 — A  memorial  and  joint  resolution  to  (he  Congress  of  the 
United  States,  on  the  subject  of  granting  a  bounty  of  hmd  lo  the  orga- 
nized militiamen,  mounted  militia  men  and  rangers  of  ihe  last  war; 

No.  149 — A  joint  resolution  on  Ihe  subject  of  providing  compensa- 
lion  to  the  United  Stales  rangers  raised  under  the  act  of  Congress  of 
June  1832,  for  horses  lost  by  them  whilst  in  the  service; 

No.  221 — A  joint  resolution  on  the  subject  of  furnishing  such  new 
counties  as  may  hereafter  be  organized,  with  the  laws  of  this  State, 
And  find  the  same  truly  enrolled ; 


429 

Whereupon,  the  Speaker  signed  the  same. 

Ordered,  Th'tt  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Vawler  (having  obtained  leave,)  presented  a  bill  (acronripsnied 
by  three  several  petitions  on  that  subject)  No.  309,  authorizing  the  lo- 
cation of  a  state  roftd ; 

Which  was  three  times  read  (the  rules  of  the  House  having  first  been 
dispensed  with,)  and  passed. 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Edwards,  from  the  select  committee  to  which  was  referred  the 
bill  [No.  302]  for  the  relief  Elias  Murray,  reported  the  same  back  to 
the  house  wiih  amendments;  which  were  read  and  concurred  in;  when, 
On  motion, 

Said  bill  was  considered  as  engrossed,  read  the  third  lime  and  passed. 

Ordered,  'J'hat  "t  be  intiiled  r.n  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

Mr.  Willett,  from  the  joint  committee  on  public  buildings  (having  ob* 
tained  leave)  reported 

A  bill,  [No.  310]  in  relation  to  the  preservation  of  the  Slate  House 
and  to  the  public  grounds,  at  the  seat  of  justice; 

Which  was  twice  read  (the  rules  of  the  House  having  tirst  been'^° 
pcnsed  with.) 

Mr.  Clark  of  Washington  moved  to  amend  said  bill  by  strikinr' 
from  the  enacting  clause; 

Which  motion  was  negatived.  ^ 

Mr.  Chamberlain  moved  to  amend  said  bill  bv  striking  "^  thereot 
the  words"doorkeeper  of  the  Senate,"  and  insert  "the  k'eper  of  the 
Slate  Library."" 

Mr.  Brown  moved  to  amend  said  motion,  by  inserting /tie  "doorkeep- 
er of  the  House  of  Representatives;-'  when 
On  motion  of  Mr.  Vawter, 

S?»id  bill  r.as  laid  on  the  table. 

Mr.  Carnan  (after  having  obtained  leave  -''^^^'^  ^^^^  adoption  of  the 
following  resolution: 

Resolved,  That  the  Senate  bo  r^pectfuUy  requested  to  return  to  this 
House  the  message  of  the  House,  containing  the  bill  of  this  House, 
No.  239,  extending  the  credit  of  the  Slate  to  the  Ohio  and  Indianapo- 
lis rail  road  company;  also  the  message  containing  bill  of  the  House 
No.  24  L,  supplemental  to  an  act  entitled  an  act  to  provide  for  a  general 
system  of  internal  improvement,  approved  January  1836. 

Mr.  L-eof  B,  moved  to  amend  said  resolution,  by  striking  out  there- 
of, *•'»  much  as  relates  to  the  Ohio  and  Indianapolis  rail  road  company. 

Mr.  Clark  of  Washington  moved  to  indefinitely  postpone  said  reso- 
lution,  until  the  first  Monday  in  December  next; 

Which  motion  was  negatived. 

And  the  question  then  recurring  on  the  motion  of  Mr.  Lee  of  B., 

It  was  put.  and  decided  in  the  negative. 

Mr.  Armstrpng  thea  moved  to  lay  said  rc«olatioa  on  the  table. 


430 

And  the  ayes  and  noes  being  requested  thereon  by  two  njembere? 

Those  mho  voted  in  the  affirmative  are, 

Messrs  .Armstrong,  Bard  well,  Carr,  Clark  ofVVashinRton,  Cole,  Col- 
lins, Cushnian,  Edmonslon,  Howell,  Howard,  Hnckelberry,  Hunting- 
ton, Jackson,  Lee  of  B.,  McBean,  Moore,  Morris,  Phelp?,  Smith,  Steele, 
Walker  of  S.,  Whitman,  Wilieit,  Zenor  and  and  Smith,  Speaker — 25. 

And  those  who  voted  in  the  negative  are, 

Mes»ir*.  Bennett,  Bonne,  Brown,  Buell,  Carnan,  Chamberlain,  Cham- 
bers, Chiles,  Clark  of  Wayne,  Craig  of  M.,  Craig  of  P.,  Curtis,  Davis, 
Dunning.  Edwards,  Egg'oiton,  Evans,  Gardner,  Greg'^,  Hannamar;, 
Harrow,  Hubbard,  Johnston,  Jones,  L-it  oi  M.  and  C,  Lision,  Macey, 
Mason,  McCariy,  Murray,  Myerr,  Pcsey,  Ray,  Risiine,  Stapp,  Strain, 
Templcton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L,  Van- 
deveer,  Vawter,  Walker  of  D.,  and  \Vatl — 44. 

And  snsaid  motion  did  not  prevail. 

And  the  question  tlien  recurring  on  the  adoption  of  the  resolution, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmalive  are, 

^.Nsrs.  Bardwcll,  Bennett,  Boone,  Buell,  Canian,  Chambcrlainy 
^"''f'ers,  Chiles,  Claik  of  Wayne,  Craig  of  M.,  Craig  of  P.,  Curtis,. 
y^*''='i  Running,  Edwards,  Eggleston,  H;innarnan,  H  trrow,  Hubbard, 
Johnstonj„j^gg^  Lee  of  M.  and  C,  Liston,  Maci^v,  Mason,  McCarty, 
Murray,  ft.,^^.^^  posey,  R  ty,  Riftinc,  Siwpp,  Strain,  Templelon,  Thomp- 
son oi  A.,  riioinpgoij  of  J.,  Thompson  of  L.,  Vundeveer  and  Vaw- 
ter—39.  *■  '  i- 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armsi..._^  Brown.  Carr,  Clark  of  Washington,  Colo,  Col- 
Jins,  Cushman,  Ldmon.^^,,  ir^^.,„g^G,^rdner,Gret:g.  Harris,  Howard, 
Howell,  Huckleberry,  Huniv„,„op^  Jackson,  Lee  of  B,  McBcan,  Mil- 
ler, Moore,  Morns,  Phclp?,  Smith,  fe.eei,.,  Waikc:-  of  D.,  Walker  of  S., 
Wat!,  Whiiman,  Willeil,  Zenor  aiuiSmilb, Speaker— 32c 

And  so  said  resolution  was  adopted. 

Ordered,^  That  Mr.  Siapp  inform  the  Senate  thereof. 

Mr.  McCarty,  from  the  commiliec  of  ways  a-id  means  (having  obtain- 
ed leave)  reported 

A  bill, No.  311,  making  general  appropriations  for  the  year  1836; 

Which  was  twice  read  (the  rules  of  the  Kcuse  having  first  been  dis- 
pensed with,)  when. 

On  motion  of  Mr.  McCarJy, 

The  House  resolved  itself  into  committee  of  the  whole  thereon r 
and  after  some  time  spent  therein,  the  Speaker  resumed  the  chair, 
when,  Mr.  McCarty  reported  said  bill  to  the  Mouse  with  sundrir 
smendments; 
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Which  were  severally  concurred  in  by  the  House. 

Rlr.  Vawter  moved  to  amend  said  bill,  by  adding  thereto  an  addi- 
tional section,  providing  for  the  distiiuatioii  of  ihe  ihiee  per  cent. 
fund;  which  propored  amend(nent, 

On  motion  of  Mr.  DiKinintr,  was  amended. 

iMr.  Hulibard  moved  (o  amend  said  amendment,  by  providing  for 
Iho  distribiMioM  of  said  fund  (o  ihe  several  counties  in  this  St;»tp,  in  pro- 
portion to  ihe  amount  of  state  revenue  by  such  counties  respectively 
paid; 

Whicli  motion  wp.s  negatived. 

Mr.  Charnhcrlain  then  moved  to  amend  said  proposed  amendmentas 
follow?,  to  wit:  ^'-Provided.,  That  this  act  shall  be  so  construed,  as  to 
give  the  three  per  cent,  fund,  to  the  the  counties  in  which  the  same  is 
raised." 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Brown,  Chambeilain,  Edwards,  Hannaman,  Listen,  Mc- 
Bean,  ThotTipscn  of  Allen,  and  Walker  of  S., — 8. 

And  (hose  zoho  voted  in  ihe  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boono,  Bryan,  Buell,  Car- 
nan,  Carr,  Chamb^M?,  Claris  of  Wayne,  Clark  of  Wa-hington,  Cole, 
Collin*,  CiMig  of  M.,Craisj  of  P.,  Ciicti?,  Cu^hman.  Davis,  Dunning, 
EdinoDston.  Eimlcslon,  Ev;iiis,  Gardner,  Harrow,  Hairi?,  Howard, 
H<;\vell,  Hobhard,  Hnckle'oei  ry,  Hunlington,  vlack«oi>,  Johjiston, 
Jones,  Lee  of  B.,  Lee  of  M.  and  C,  Ma.cy,  M;\«on,  IVUCarty,  Mil- 
ler, Mooro,  Morii-,  Murray,  Thelp?,  Po-cy,  Ray,  Ri-linc,  Saiiih, 
Steele,  Strain,  'I'^mpleton,  Thompson  of  Laivicnce,  'I'homp'on  of 
J.-Unson,  Vaiulevoer,  Vawter,  Walker  of  D.,  Watt,  Whitman,  Willetf, 
Zenor  and  Smith,  Sj)eaker — GO. 

A'>d  so  said  motion  was  decided  in  the  negative. 

Mr.  Evans  moved  to  amend  said  proposed  amendment  by  adding 
thereto  the  following  proviso: 

Provided,  Thr.!  no  3  percent,  fund  shall  be  allowed  (o  any  county 
through  which  anyone  of  the  works  of  internal  improvement  run,  pro- 
vided  for  during  the  present  session  of  (he  legislature; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  mho  voted  in  ihe  oMrmalive  are, 

Messrs.  Bennett,  Brnv:.,  Bueli,  Carr,  Cole,  Davis,  Edwards,  Evans, 
Gardner,  Howell,  Hiickleherry,  Huntington,  Johnston,  LislOD,  Mc- 
Bean,  Posey,  Ray,  Watt,  Wbilman,  and  Wiiiett—aO. 
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Jnd  those  who  voted  in  the  negative  art^ 

Messrs.  Armstrong,  Bardvrell,  Boone,  Bryan,  Chamberlain,  Cham- 
bers, Clark  of  Wayne,  Clark  v>{  Washitiulon,  Colh"?,  C«aig  of  M.y 
Craig  of  P.,  Curti-,  Ciishman,  Dimiiinfr,  blilmonMon,  Ei^gles'ton,  Grogg, 
Hanitaman,  Harro\T,  Harris,  Howan).  Hiibb;ii(l,  Jackson,  Jot.es,  Lee 
of  B.,  Lee  of  M.  at.d  C,  Macey.  Mason,  McCarly,  Miller,  Moore, 
Murray,  Phelps,  SmiJh,  Stcf-le,  Strain,  Tcm|)!cton,*'ri»t.»itpson  of  A., 
Thompson  of  J.,  Thompson  of  L.,  Vandevcer,  Vavvler,  Walker  of  D., 
Walker  of  S.,  Zeiior,  and  Smith,  Speaker — 47. 

And  so  ?aid  amendment  was  lost. 

And  the  queslion  then  recurring  on  the  amendment  ofMr,  Vaw- 
ter  as  amended. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  arcy 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Brjan,  Carr, Cham- 
bers, Ch«rk  of  Wayne,  Clark  of  Washington,  Cole,  Craig  of  M., 
Ciaig  of  P.,  Curtis,  Cushman,  Davi--,  Dunning:,  Kdhionsion,  Eggle- 
ston,  H.mnamnn,  Harris,  Howard,  Howell,  Hnckleh*  rry,  Jarkson, 
Jones,  Lee  of  B.,  Miller,  Morris,  Murray,  Phelp«, Smith,  Steele,  Strain, 
Thompson  of  J.,  Thompson  of  L.,V'tndeveer,  Vawter,  Walker  of  D., 
Walker  of  S.,  Watt,  Whitman,  and  Zcnor-^dS. 

And  those  who  voted  in  the  negative  are^ 

Messrs.    Brown,    Buell,  Chamberlain,    Collins,    Edwards,  EvanSj 
Gardner,   Harrow,  Hubbard,  Huntington.  Johnston,  Lee  of  M.  and 
C,  Lision,  Macey,  Mason,  McBean,  McCarty,  Moore,  Posey,  Ray, 
Ristioe,  Templeton,  Willelt,  and  Smith,  Speaker — 23. 
On  motion. 

The  rules  of  the  House  were  further  dispensed  with,  said  bill  con= 
fiidered  as  engrossed,  read  the  third  time, 

And  on  the  question, 

Shall  said  bill  pass? 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Bryan,  Bucll,  Car- 
nan,  Carr,  Chambers,  Clark  of  Washington,  Cole,  Craig  of  M., 
CraigofP.jCushman,  Davi«,  Dunning,  Erlmonston,  Eggleston,  Gregg, 
Hannaman,  Harris,  Howard,  Howell,  Huckleberry,  Jackson,  Jones, 
Lee  of  B.,  McCarty,  Miller,  Murray,  Myers,  Phelps.  Smith,  Steele, 
Strain,  Thompson  ofj.,  Thompson  of  L.,  Vandeveer,  Vawter,  W^ker 
of  D.,  Walker  of  S.,  Watt,  Wbitmau,  aod  Zenor-r44. 
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And  those  who  voted  in  the  negative  are^ 

Messrs.  Brown,  Clark  of  Wayne/Collins,  Curtis,  Edwards,  Evans, 
Gardner,  Harrow,  Hubbard,  Hunlinglon,  Johcston,  Lee  of  M.  and 
C,  L'ston,  Macey,  Mason,  McBean,  ^]oo^e,  Morris,  Posey,  Raj,  Ris- 
tinc,  Temleton,  Willctl,  and  Smith,  Speaker — 23. 

And  so  said  bill  passed. 

Ordered,  That  it'be  entitled  an  act  and  that  the  Clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein, 

Mr.  Hubbard  from  the  joint  con:imittee  on  enrolled  bills,reported  that 
they  have  presented  to  his  excellency  the  Governor,  for  his  approval 
and  signature,  bills  which  originated  in  the  House  of  Representatives, 
with  the  following  tiles,  to-wit: 

No.  210 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund  in 
the  county  of  Orange  and  for  other  purposes; 

No.  212 — An  act  to  rsmend  the  sevcval  acts  for  the  pronnotion  of 
schools  and  education  in  Clark's  Grant; 

No.  32 — An  act  to  amend  an  act  entitled  'an  act  regulating  divor- 
ces,'approved  January  17,  iG3!; 

No.  154 — An  act  to  provide  for  cancelling  and  entering  satisfaction 
of  Mortgages; 

No.  57 — A  joint  resolution  on  the  subject  of  the  survey  of  a  rail 
road  route  from  Charlestown  in  South  Carolina  to  some  suitable  point 
on  the  Ohio  river  in  Ohio  or  Indiana ; 

No.  69 — An  act  for  the  relief  of  James  H,  King,  recorder  of  Monroe 
county; 

No.  139 — An  act  to  legalize  the  proceedings  of  Rezin  Malott,  a 
road  commissioner; 

No.  102 — An  act  to  amend  an  act  for  the  relief  of  the  poor,  approv- 
ed Feb.  10,1831; 

No.  75 — An  act  concerning  guardians; 

No.  42— An  act  to  authorize  the  service  of  subpoenas  by  copy; 

Mr.  McCarty  from  th.o  com-nittee  of  ways  and  means,  having  ob- 
tained leave,  reported  a  bill  [No.  312]  to  provide  for  liie  assessment 
and  collection  of  state  and  county  revenue  in  certain  cases; 

Which  was  twice  read,  (the  rules  of  the  House  having  first  been  dis- 
pensed with),  and. 
On  motion, 

The  House  resolved  itself  into  committee  of  the  whole  thereon, 

And  after  some  time  spent  therein. 

The  Speaker  resumed  the  Chair,  and 

Mr.  Bryan  reported  said  bill  to  the  House  with  sundry  amendments, 
When, 
On  motion  of  Mr.  Vawter, 

Said  bill  and  appending  amendments  were  laid  on  the  table. 
On  motion  of  Mr.  Vandeveer, 

The  committee  of  the  whole  to  which  \vas  referred  the  bill  [No. 
164]  to  amend  the  act  entitled  an  act  to  organize  and  regulate  the  mi- 

55) 


434 

iitia  of  the  State  of  Indiana,  approved  Feb.  2d,  1831,  was  discharged 
fron:j(he  further  consideration  thereof. 

Mr.  Willett  moved  lo  indefinitely  postpone  the  further  ccmsideratioa 
of  said  biil, 

And  before  the  question  thereon  was  had, 
On  motion  of  Mr.  Thompson  of  L., 

Said  bill  was  laid  on  the  table. 

And  the  Hoase  adjourned. 

2  o'Qloeky  P.  M, 
The  House  met. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  directed  me  to  return  the  message  from  the  House 
of  Represenfalives,  containing  the  bill  of  the  House,  [No.  239]  extend- 
ing the  credit  of  the  state  to  the  Ohio  and  Indianapolis  rail  road  com- 
pany; also  the  message  of  the  House,  containing  a  bill  of  the  House, 
[No.  241]  supplemental  to  an  act  entitled  an  act  to  provide  for  a  gen- 
eral system  of  internal  insprovement.approved  Jan.,  1836,  and  I  here- 
with return  the  messages. 

Mr.  Armstrong  moved  that  the  Clerk  of  this  House  be  directed  to 
report  the  bill  No.  239,  extending  the  credit  of  the  state  to  the  Ohio 
and  Indianapolis  rail  road  company,  to  the  Senate  and  ask  their  con- 
currence therein, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Brown,  Bryan,  Carr,  Clark  of  Washington' 
Collins,  Cushman,  Edmonston,  Howard,  Howell,  Huckleberry,  Hun" 
tington,  Jackson,  Lee  of  B.,  McBean,  Miller,  Moore,  Morris,  Phelps* 
Smith,  Steele,  Strain,  Walker,  of  S.,  Watt,  Whitman,  Willett,  and 
Zenor~28. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Buell,  Carnan,  Chamberlain,  Chambers, 
Chiles,  Clark  of  Wayne,  Craig  of  M.,  Craig  of  P.,  Curtis,  Dun- 
ning, Eggleston,  Evans,  Gardner,  Harrow,  Hubbard,  Johnston,  Jones, 
liCe  of  M.,  and  C,  Liston,  Macej',  M^son,  McCarty,  Murray,  Myers, 
Posey,  Ray,  Ristine,  Stapp,  Templeton,  Thompson  of  A.,  Thompson 
of  J.,  Thompson  of  L.,  Vandeveer,  and  Vawter— 36. 

And  so  said  motion  was  decided  in  the  negative. 

Mr.  Evans  then  moved  tore-consider  the  vote  taken  yesterday  on  the 
passageof  said  bill, 
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And  tba  ayes  and  noes  being  requested  thereon  by  two.  members. 

Those  who  voted  in  the  qffirmaiive  arey 

Messrs.  Bennett,  Boone,  Buell,  Carnan,  Chamberlain,  Chambers, 
Chiles,  Clark  of  Wayne,  Craig  of  M.,  Craig  of  P.,  Curtis,  Dunning, 
Eggleston,  Evans,  Harrow,  Howard,  Hubbard,  Johnston,  Jones,  Lee 
of  M.  and  C,  Listen,  Macey,  Mason,  McCsrty,  Murray,  Myers,  Fosey,. 
Ray,  Ristine,  Stapp,  Templeton,  Thompson  of  A.,  Thompson  of  J., 
Thompson  of  L.,  Vandeveer,  and  Vawter— 36. 

Jlnd  those  xoho  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bardwell,  Brown,  Bryan,  Carr,  Clark  of  Wash- 
ington, Collins,  Cu8hman,Edmonston,  Gardner,  Howell,  Huckleberry, 
Huntington,  Jackson,  Lee  of  B..  McBean,  Miller,  Moore,  Morris, 
Phelps,  Smith,  Steele,  Strain,  Walker  of  D.,  Walker  of  S,,  Watt, 
Whitman,  Willett,  and  Zenor— 29. 

And  so  said  vote  was  re-considered, 

And  the  question  then  recurring  on  the  passage  of  said  bill, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members,. 

Those  who  voted  in  the  afjirmative  are^ 

Messrs.  Armstrong,  Brown,  Bryan,  Carr,  Clark  of  W^ashington,  Col- 
lins, Cushman,  Edmonston,  Ganlner,  Howard,  Hov/ell,  Hiickieberry, 
Huntington,  Jackson,  Lee  of  B.,  rvIcBean,  Miller.  Moore,  Morris, 
Phelps,  Steele,  Strain,  Walker  of  D.,  Walker  of  S.,  Whitman,  Wil- 
lett, and  Zenor — 27. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Buell,  Carnan,  Chamberlain,. 
Chambers,  Chiles,  Clark  of  Wayne,  Craig  of  M.,  Craig  of  P.,  Curtis, 
Donning,  Eggleston,  Evans,  Harrov/,  Hubbard,  Johnston,  Jones,  Lee 
of  M.  and  C,  Listen,  Macey,  Mason,  McCarty,  Murray,  Myers,  Posey, 
Ray,  Ristine,  Stapp,  Templeton,  Thompson  of  A.,  Thompson  of  J.,. 
Thompson  of  L.,  Vandeveer,  and  Vawter — 36. 

And  so  said  question  was  decided  in  the  negative. 

Mr.  Evans  moved  to  re-consider  the  vote  had  on  yesterday,  on  the 
passage  of  the  bill  [No.  241]  supplemental  to  an  act  to  provide  for  a 
general  system  of  internal  improvements,  approved  Jan.     1 836, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Bryan,  Buell,  Carnan,  Cham° 
berlain,  Chambers,  Chiles,  Clark  of  Wayne,  Clark  of  Washington, 
Craig  of  M.,  Curtis,  Davis,  Dunning,  Evans,  HaDnaoaaD,  Harrow^ 
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Hubbard,  Johnston,  Jones,  Lee  of  M.  and  C,  Liston,  Macey,  Ma- 


son 
St 
L 
—43. 


And  thoie  who  voted  in  the  negative  are. 


Messrs,  Armstrong,  BroTvn,  Carr,  Collin?,  Craig  of  P.,  Cushman^ 
Edmonston,  Eggleston,  Gardner,  Howard,  Howell,  Huckleberry, 
Huntington,  Jackson,  McBean,  Miller,  Moore,  Morris,  Phelps,  Steele,, 
Whifman,   VVillett,  and  Zenor~23. 

And  so  said  vote  was  reconsidered;  when^ 
On  motion, 

Said  bill  was  laid  on  the  table. 

Mr.  Eggleston  moved  to  re-consider  the  vote  taken  on  the  passage 
of  the  bill  [No.  239],  extending  the  credit  of  the  state  to  the  Ohio  and 
Indianapolis  raid  road  company, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ojfirmative  are^ 

^  Messrs.  Armstrong,  Bryan,  Carr,  Clark  of  Washington,  Cole,  Col- 
lins, Cushman,  Edmonston,  Eggleston,  Gardner,  Howard,  Howell,. 
Huckleberry,  Huntington,  Jackson,  Lee  of  B.,  McBean,  Miller,  Moore, 
Morris,  Phelps,  Smith,  Steele,  Walker  of  S.,  Watt,  Whitman,  Wilr 
lett,  Zenor,  and  Smith,  Speaker— 29. 

^nd  those  zoho  voted  m  the  negative  are^ 

Messrs.  Bardwell,  Bennett,  Boone,  Brown,  Buell,  Carnan,  Cham» 
berlain,  Chamber?,  Clark  of  Wayne,  Craig;  of  M.,  Craig  of  F.,Curtis3. 
Davis,  Dunning,  Evans,  Hannam.an,  Harrov,',  Hubbard,  Johnston, 
Jones,  Lee  of  M.  &  C.  Liston,  Mncey,  Mason,  McCarly,  Murray, 
Myers,  Posey,  Ray,  Ristinc,  Stapp,  Strain,  Tcmpleton,  Thompson  of 
A.,  Tiiompson  of  J.,  Thompson   of  L.,  Vandeveer,  and  Vawter — 38, 

And  so  said  vote  was  not  re-considered. 

Bills  on  their  second  reading  were  then  considered. 

The  engrossed  bill  [No.  263]  to  amend  the  act  entilled  an  act  to  es- 
tablish a  state  library,  approved  Feb.  10,  1831,  was  read  the  third 
time,  and. 

On  motion  of  Mr.  Thompson  of  L., 

Committed  to  the  committee  on  the  state  library,  with  instructions 
to  amend  the  same. 

On  motion  of  Mr,  Willett, 

The  bill  [No.  310]  in  relation  to  the  preservation  of  the  state  hoose, 
and  to  the  public  grounds  at  the  seat  of  government,  was  taken  from 
the  table;  when, 

Mr.  Clark  of  Washington  qaoved  to  indefinitely  postpone  said  bill^ 
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And  the  ayes  and  noes  being  requested  thereon  by  two  memberSj 

Those  rvho  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwell,  Bennett,  Boone,  Clark  of  Washing- 
ton, Craig  of  M.,  Cnshmnn,  Dunning, Edmonston,  Egglestoc,  Gardner, 
Howell,  Hubbard,  Lee  of  M.  and  C,  Miller,  Moore,  Murray,  Myers, 
Phelps,  Strain,  and  Vandeveer — 21. 

And  those  who  voted  in  the  negative  arcj 

Messrs.  Brown,  Buell,  Carnan,  Chamberlain,  Chambers,  Clark  of 
Wayne,  Collins,  Curtis,  Davis,  Evans,  Hannanian,  Harrow,  Howard, 
Huntington.  Jones,  Kilgore,  Macey,  Mason,  McBean,  McCarty,  Mor- 
ris, Posey,  Ray,  Risline,  Stapp,  Steele,  Templeton,  Thompson  ot  A., 
Thompson  of  J.,  Thompson  of  L.,  Vawter,  Walker  of  D.,  Walker  of 
S.,  Walt,  VVillett,  and  Smith,  Speaker— 37. 

And  so  said  bill  was  not  indefinitely  postponed. 
On  motion  of  Mr.  Morris, 

Said  bill- was  committed  to  a  select  committee. 

Ordered^  That  Messrs.  Morris,  Wiilelt,  and  Ciark  of  Washington  be 
that  committee. 

A  message  from  his  Ei^cellencj  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary? 

Mr.  Speaker — 

I  am  directed  bj^  his  Excellency  the  Governor  to  inform  the  House 
of  Representatives,  that  on  the  4th  February  1836,  he  approved  the 
acts  and  joint  resolution  entitled  as  follows: 

No.  75 — An  act  concerning  guardians; 

No.  155 — An  act  for  the  relief  of  John  G.  Brown: 

No.  (02 — An  act  to  amend  an  act  for  the  relief  of  the  poor,  approved 
February  !0,  1331; 

No.  1 37 — An  act  to  legalize  the  proceedings  of  Rezin  Malott,  a  road 
commissioner; 

No.  69 — An  act  for  the  relief  of  James  H.  King,  recorder  of  Monroe 
county. 

No.  42 — An  act  to  authorize  the  service  of  subpoenas,  by  copy; 

No.  210 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund  in  the 
county  of  Orange  and  for  other  purposes. 

No.  156— ~ An  act  to  revive  and  continue  in  force  an  act  to  incorpo- 
rate the  town  of  Washington  in  Daviess  county,  approved  January 
31st,  1832; 

No.  84 — An  act  to  organize  the  county  of  Marshall; 

No.  222 — An  act  for  the  improvement  of  Morgantown  in  Morgac 
county ; 

No.  169"=Ad  act  for  the  formation  of  the  countv  of  Brown; 
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No.   90 — Aoact  declaring  a  mispriot; 

No.  912 — An  act  to  amend  the  several  acts  for  the  promotion  ©f 
icbools  and  education  in  Clark's  Grant; 

No.  92 — An  act  to  organize  Kosciusko  county; 

No.  99 — An  act  declaring  Big  Raccoon  creek  in  the  county  of  Pttt= 
nam  and  Parke  a  public  highway; 

No.  92 — -A  joint  resolution  confirming  the  sale  of  certain  Michigan 
road  lands; 

No.  57 — A  joint  resolution  on  the  subject  of  the  survey  of  a  rail  road 
route  from  Charleston  in  South  Carolina,  to  some  suitable  point  on  the 
Ohio  river,  in  Ohio  or  Indiana; 

No.  180 — A  joint  resolution  relative  to  certain  unreclaimed  lands  in 
the  Wabash  bottom  below  Vincennes  in  Knox  county. 

No.  193— A  joint  memorial  and  resolution  to  the  Congress  of  the 
United  States; 

Mr.  Edmonston  having  obtained  leave,  moved  the  adoption  of  the 
following  resolution: 

Resolved,  That  the  Senate  be  respectfully  requested  to  return  to 
this  House,  bill  No.    supplemental  to  an  act  to  provide  for  a  general 
system  of  internal  improvement,  passed  at  the  present  session  of  the 
General  Assembly ; 
Which, 
On  motion  of  Mr.  Posey, 

Was  laid  on  the  table. 

Mr.  Howard  having  obtained  leave,  presented 

A  bill  [No.  313J  appropriating  certain  portions  of  the  3^  per  cent, 
fund  in  Dearborn  county; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act  and  that  the  clerk  carry  it  to  the 
Senate  and  ask  their  concurrence  therein. 

On  motion  of  Mr.  Clark  of  Washington, 

The  engrossed  bill  of  the  Senate  [No.  8]  to  repeal  the  act  entitled 
an-act  to  amend  the  several  acts  regulating  the  jurisdiction  and  duties 
of  justices  of  the  peace  in  the  several  counties  herein  named,  was  ta- 
ken from  the  table,  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 
On  motion  of  Mr.  Thompson  of  L., 

The  engrossed  bill  No.  76  of  the  Senate,  for  the  improvement  of  the 
Michigan  road  and  for  other  purposes,  was  taken  from  the  table. 

Mr.  Smith  moved  to  re-commit  the  bill  to  the  same  select  committee 
that  reported  a  bill  to  this  House,  providing  for  the  improvement  of 
the  Michigan  road,  with  instructions  to  amend  it  so  that  the  office  of 
road  commissioner  be  abolished,  and  that  the  money  on  hand  and  as  it 
accrues,  shall  be  placed  under  the  direction  of  the  board  doing  county 
business  in  the  several  counties  through  which  the  road  runs,  to  be 
paid  over  on  the  draft  of  the  board  doing  county  business,  to  the  sev- 
eral  counties  in  proportion  to  the  length  of  road  in  each  county. 

Mr.  Willett  moved  the  previous  question ; 
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Which  was  seconded  by  a  majoritj  of  all  the  members  preseat, 
And  the  question  was  thereon  put, 
Shall  the  main  question  be  now  putt 
Which  was  decided  in  the  negative. 
And  the  House  adjourned. 


FRIDAY,  February  5,  1836. 

The  House  met. 

Mr.  Johnston  presented  the  petition  of  William  H.  Risk,  preferring 
certain  charges  against  Nathaniel  Hammond,  a  justice  of  the  peace  in 
Franklin  county; 
Which, 
On  motion  of  Mr.  Johnston, 

Was  referred  to  the  judiciary  committee. 
On  motion  of  Mr.  Fhelp?, 

The  bill  [No.  36]  of  the  Senate  to  amend  the  act  for  opening  and  re- 
pairing public  roads  and  highways,  approved  IstFeb.  1831,  was  taken 
from  the  table. 

On  motion  of  Mr,  Vandeveer, 

Said  bill  was  amended  by  striking  out  so  much  as  relates  to  poll  tax 
for  state  purposes;  when. 

On  motion  of  Mr.  Phelps, 

Said  bill  was  read  the  third  time  and  passed. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  that  ori- 
ginated in  the  House  of  Representatives,  with  the  following  titles,  to- 
wit: 

No.  17 — An  act  to  incorporate  the  Lawrenceburgh  and  Harrison 
Turnpike  Company; 

No.  103 — An  act  for  the  incorporation  of  Dublin ; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr,  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  wilh  the  engrossed  bills  of  the  Senate, 
entitled  as  follows,  to-wit: 

No.  80 — An  act  authorizing  the  appointment  of  testamentary  guar- 
dians; 

No.  97 — An  act  supplemental  to  an  act  entitled  an  act  regulating 
the  practice  in  chancery,  approved  Feb.  10,  1831 ; 


440 

No.  22 — An  act  to  amend  the  act  entitled  an  act  regulating  the^ 
taking  up  of  animals  going  astray,  and  water  craft  and  other  articles 
of  value  going  adrift,  approved  Feb.  ?» 1835; 

Also,  the  following  bills  originating  in  the  House,  viz: 

No.  170 — An  act  to  incorporate  the  town  of  Milton  in  Wayne  county  j 

No.  215 — An  act  to  organize  the  county  of  Noble; 

No.  237 — An  act  to  change  the  name  of  Middletown  in  the  county 
of  Tippecanoe  to  West  Point; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Bennett  from  the  committee  on  claims,  made  the  following  re- 
port: 

The  committee  on  claims  to  whom  was  referred  the  petition  of  John 
Merian  of  Orange  county,  complaining  against  one  Samuel  Cobb,  act- 
ing commissioner  of  the  French  Lick  Reserve,  for  allowing  certain  com- 
petition in  quarrying  rock,  on  a  lease  held  by  said  Merian,  have  sc- 
cording  to  orJer,  had  that  subject  under  their  consideration  and  have 
directed  me  to  report,  that  in  the  opinion  of  your  committee,  it  is  in- 
expedient to  legislate  on  that  subject  at  this  time,  and  ask  to  be  dis- 
charged from  the  further  consideration  thereof; 

Which  was  concurred  in  by  the  House. 

"-) 
Mr.  Vawter  from  the  committee  on  roads,  made  the  following  re- 
port: 

The  committee  on  roads  to  which  was  referred  the  remonstrance  of 
Robert  Kcightley  and  others  against  the  location  of  a  stale  road,  (the 
committee  on  roads  having  been  dissolved),  the  chairman  of  said  com- 
mittee reports  the  same  back  to  the  House  and  asks  that  said  remon- 
strance do  lie  on  the  table ; 

Which  was  concurred  in  by  the  House. 

Mr.  Dunning  from  the  commitee  on  the  State  Library,  made  the 
following  report: 

Mr.  Speaker — 

The  committee  on  the  state  library,  to  which  was  re-committed  the 
bill  No.  263,  to  amend  the  act  entitled  an  act  to  establish  a  state  libra- 
ry, approved  Feb.  10,  1831,  beg  leave  to  report  the  same  back  to  the 
House  with  two  amendments,  to-wit: 

Ist.  By  striking  out  the  4th  section  of  the  bill,  which  provides  that 
no  books  except  those  of  miscellaoeous  kind,  should  be  taken  from  the 
library  room. 
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2d.  By  adding  a  section,  (being  the  4th)  making  the  librarian  super- 
intendent of  the  state  house  and  allowing  him  no  additionr.!  compensa- 
tion, except  the  actual  expense  he  may  incur  by  the  hire  of  a  laboring 
hand; 

Which  said  amendments  were  concurred  in  by  the  House, 

On  motion, 
Said  billwas  considered  as  engrossed,  read  the  third  time  and  passed. 
Ordered^  That  it  be  entitled  an  a'ct  and  that  the  clerk  inform  the 
Senate  thereof  and  ask  their  concurrence  therein. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 
Mr.  Speaker — 

The  Senate  has  passed  an  engrossed  bill  from  the  House  of  Represen- 
tatives without  amendment,  entitled  as  follows: 

No.  231 — An  act  to  incorporate  the  Vincennes  manufacturing  com- 
pany; 

Also  engrossed  bills  from  the  House  of  Representatives,  with 
amendments  to  each,  of  the  following  titles,  to  wit: 

No.  10 — An  act  to  authorize  certain  persons  therein  named  to  erect 
a  dam  across  the  St.  Joseph  river; 

No.  20 — An  act  to  amend  the  act  entitled  an  act  to  re-locate  a  cer- 
tain  state  road  in  the  counties  of  Hancock  and  Henry,  approved  Feb. 
7,  1835,  and  for  other  purposes; 

No.  161 — An  act  supplemental  to  an  act  entitled  an  act  to  regulate 
the  practice  in  suits  at  law,  approved  January  29,  1331; 

No.  187 — An  act  to  incorporate  the  Vevay  and  Napoleon,  and  other 
turnpike  companies; 

No.  203 — An  act  to  incorporate  the  Indianapolis  insurance  company; 
No.  250 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wayne  and  Union  turnpike  company,  approved  February  7,  1835; 
No.  216 — An  act  to  provide  for  an  equitable  mode  of  levying  the  taxes 
of  this  state; 

Also  an  engrossed  bill  of  the  Senate  entitled  as  follows: 
No.  114 — An  act  to  authorize  the  loaning  of  the  moneys  of  congres- 
sional townships,  which  may  be  paid  into  the  treasury; 

In  which  bill  of  the  Senate,  and  in  the  amendments  of  the  Senate 
to  the  bills  of  the  House,  Nos,  10,20,  161,  187,  203,  250,  and  216,  the 
concurrence  of  the  House  of  Representatives  is  requested. 

The  Senate  has  concurred  in  the  amendments  made  by  the  House 
of  Representatives  to  the  engrossed  bill  of  the  Senate, 

No.  91 — An  act  to  locate  a  state  road  from  Greencastle  in  Putnam 

county  via  Carthage  in  said  county, to  Martinsville  in  Morgan  county; 

The  amendments  of  the  Senate  to  the  engrossed  bills  of  the  House 

of  Representatives,  named  in  said  message,  Nos.  10,  161, 187, 250,  and 

203,  were  severally  read  and  concurred  in. 

Ordered,  'J'hat  the  clerk  inform  the  Senate  thereof. 
The  1st,  2d,  3d,  4th,  5th,  6th,  7th,  8th,  9th,  lOtb,  and  llth  amend- 
ments of  the  Senate  to  the  bill  of  the  House  No.  16,  named  in  said  mes- 
tage,  were  severally  concurred  in. 
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And  the  12tb  amendment  thereto,  was  read, 

And  on  (he  question,  will  the  House  concur  therein? 

And  the  ayes  and  noes  being  requested  thereon  by  two  {nembeis, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Armstrong,  Bardwell,  Brown,  Carnan,  Carr,  Chamberlain, 
Ciark  of  Wayne,  Cole,  Craig  of  P.,  Cushman,  Edmonston,  Eggleston, 
Gardner,  Graham,  Howard,  Howell,  Huckleberry,  Huntinglon,  Jack- 
son, Johnston,  Jones,  Liston,  Macey,  Myers,  Phelps,  Smith,  Steele, 
and  Templeton — 28. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bennett,  Boone,  Bueli,  Chambers,  Ciark  of  Washington, 
'GoUins,  Craig  of  M.,  Curtis,  Davis,  Dunning,  Harrow,  Hubbard,  Lee 
of  B.,  Lee  ofM.  andC,  Mason,  McBean,  McCarty,  Miller,  Moore, 
Morri?,  Murray,  Posey,  Ray,  Ristine,  Stapp,  Slrain,  Thompson  of  A., 
Thompson  of  J.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S., 
Watt,  Willett,  Zenor,  and  Smith,  Speaker— 35. 

And  so  said  amendment  w^as  not  concurred  in. 

Ordered,  That  the  clerk  inform  (he  Senate  thereof. 

The  engrossed  bill  of  the  Senate  No.  114,  named  in  said  message, 

Was  three  times  read  (the  rules  of  the  House  having  first  been 
'dispensed  with),  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  H'^usethen  proceeded  (o  consider  bills  on  their  tbird  reading. 

The  engrossed  bill  of  the  Senate  No.  7C,  for  (he  improvement  of 
the  Michigan  road  and  for  other  purposes,  was  read  the  third  time, 

And  on  the  question,  shall  said  bill  pass? 

Awd  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bardwell,  Bennett,  Boone,  Bryan,  Buell,  Carnan,  Cham- 
beilain,  Chambers,  Clark  of  Wayne,  Clark  of  Washington,  Craig 
of  P.,  Curtis,  Cushman,  Dunning,  Edwards,  Gardner,  Graham, How- 
ell, Hubbard,  Johnston,  Jones,  Lee  o/  M.  and  C,  Liston,  Macey, 
Mason,  McBean,  Murray,  Myers,  Posey,  Ray,  Ristine,  Slapp,  Tem- 
pleton, Thompson  of  Allen,  Thompson  of  Johnson,  Vandeveer,  Vaw- 
ter, Willett,  and  Smith,  Speaker — 37. 

Mnd  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Brown,  Carr,  Craig  of  M.,  Davis,  Edmonston, 
Howard,  Huckleberry,  Huntington,  Jackson,  McCarly,  Miller,  Moore, 
Morris,  Phelps,  Smiih,  Steele,  Strain,  Walker  o(D.,  Walker  of  S^ 
and  Zenor — 21. 

And  so  said  bill  passed. 
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Ordered^  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Thompson  of  A.,  having  obtained  leave,  presented 

A  bill  [No.  314]  to  incorporate  the  Eel  river  bridge  company; 

Which  was  three  times  read  and  passed,  (the  rules  of  the  House 
having  first  been  dispensed  with.) 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carrj  it  to 
the  Senate  and  ask  their  concurrence  thereiPiu 

The  engrossed  bills  of  the  Senate, 

No.  60 — To  amend  the  charter  and  define  the  powers,  and  dutiea  of 
the  president  and  trustees  of  the  town  of  Evansville,  and, 

No.  59 — To  incorporate  the  Rome  savings  institution, 

Were  severally  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

The  engrossed  bills  of  the  House  [No.  287]  authorizing  the  State- 
Agent  of  Indianapolis,  to  make  a  deed  to  a  certain  lot  of  laud  adjoin- 
ing Indianapolis,  Jo  Wilkes  Reagin; 

No.  242— to  abolish  (he  office  of  Agent  of  Stale  for  Indianapolis,  and 
for  the  sale  of  certain  lols  therein ;  and 

No.  284 — supplemental  to  an  act  entitled  an  act  establishing  a  state 
bank,  approved  January  1836,  providing  for  a  branch  of  the  State 
Bank  east  of  Lafayette  branch,  and  west  of  the  Fort  Wayne  branch, 

Were  severally  read  the  third  time  and  passed. 

Ordered,  That'  (hey  be  entitled  acts,  and  that  the  Clerk  carry  Ihem 
to  the  Senate  and  ask  their  concurrence  therein. 

Mr.  Huckleberry,  from  the  joint  committee  on  enrolled  bills,  re- 
ported that  they  have  compared  the  enrolled  with  the  engrossed  bills 
of  the  Senate  of  the  following  titles,  to  wit: 

No.  74 — An  act  authorizing  the  boards  doing  county  business  rB» 
the  several  counties  in  this  stale,  to  exempt  certain  persons  from  the, 
payment  of  a  poll  and  a  road  tax. 

No.  84 — An  act  for  the  relief  EHas  Osborne; 

No.  236 — An  act  providing  for  holding  the  circuit  courts  in  the 
8th  judicial  circuit; 

Also,  the  following  joint  resolution  of  the  Senate: 

No.  63 — A  joint  resolution  on  the  subject  of  revising  the  school  laws; 

And  find  tlie  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Seutkt.efor  the  signature  of 
their  President. 

Bills  on  their  second  reading  were  then  considered: 

The  bill  [Mo.  265]  to  amend  the  act  incorporating  the  Lawrence- 
burgh  and  Bloomington  rail  road  company^  approved  February  Isfv 
1834, 

Was  read  the  second  time,  and 

On  motion,  laiu  on  the  table. 
The  bill  [No.  303]  to  authorize  the  survey  of  a  turnpike  road  ftora' 
Greenfield  in  Hancock  county,  via  Rushvilie,  Connetsville,  lirowns- 
Tille,  to  liberty  in  Union  county,  was  read  the  second  time,  and 


On  motion  of  Mr.  Bennett, 
Laid  on  the  table. 

On  motion,  The  committee  of  the  whole  to  which  was  referred 
the  engrossed  bill  of  the  Senate  [No.  26]  to  amend  the  execution  law, 
was  discharged  from  the  consideration  thereof. 

On  motion,  said  bill  was  indefinitely  postponed. 
On  motion  of  Mr.  Morris,  the  committee  of  the  whole  to  which 
was  referred  the  bill  [No.  202]  for  the  relief  of  EUzabeth  Nowland, 
and  others,  in  reg^ird  to  the  Donation  lands  of  the  state  at  the  town  of 
Indianapolis,  was  discharged  from  the  further  consideration  thereof. 
On  motion  of  Mr.  Willett, 
Said  bill  was  indefinitely  postponed. 

Mr.  Morris,  from  the  select  committee  to  which  was  referred  the  bill 
[No,  310]  in  relation  to  the  preservation  of  the  Slate  House  and  to  the 
puolic  grounds,  reported  the  same  back  to  the  House,  with  amend- 
ments; 

Which  were  severally  concurred  in;  when, 

On  motion  of  Mr.  Huntington, 
Said  bill  was  considered  as  engrossed,  and  read  the  third  time. 
Mr.  Clark  of  Washington  moved  to  indefinitely  postpone  the  same 
until  the  first  Monday  in  December  next; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  arCf 

Messrs.  Bardwell,  Boone,  Brown,  Carnan,  Chamberlain,  Clark  of 
Wayne,  Cole,  Colling,  Craig  of  P.,  Curtis,  Cushman,  Davis,  Edwards, 
Eggleston,  Harrow,  Howard,  Huntington,  Johnston,  Jones,  Liston, 
Macey,  Mason,  McBenn,  McCarty,  Morris,  Posej',  Rfiy,  Ristlne,  Smith, 
Stapp,  Templeton,  Thompson  of  J.,  Vawter,  Walker  of  D.,  Whit- 
man, Willett,  and  Smith,  Speaker — 37. 

^ind  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Chambers,  Clark  of  Washington,  Craig 
of  M.,  Dunning,  Gardner,  Hubbard,  Jackson,  Lee  of  M.  and  C,  Mil- 
ler, Moore,  Murray,  Phelps,  Steele,  Strain,  Vandeveer,  Watt,  and 
Zenor— 18. 

And  so  said  motion  prevailed. 
On  motion  of  Mr.  Ray, 

The  committee  of  the  whole  to  which  was  referred  (he  bill  [No.  183] 
to  aresend  the  9tb  section  of  an  act  entitled  an  act  relative  to  crime  and 
punishment,  approved  February  lOtb,  1831,  was  discharged  fiom  the 
further  consideration  thereof. 
On  motion  of  Mr.  Ray, 

Said  bill  was  considered  as  engrossed, read  the  third  time,  and  passed. 

Ordered,  That  they  be  entitled  acts  and  that  the  clerk  carry  ibena 
to  the  Senate  and  ask  their  concurrence  therein. 
Qs  motion  of^r.  Ray, 
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The  committee  of  ihe  whole  to  which  was  referred  the  bill  fNo* 
125J  to  amend  an  act  entitled  an  act  relative  to  crimes  and  punish- 
ments, approved  February  lOth,  1831,  was  discharged  from  the  fur- 
ther consideration  thereof. 

Mr.  Vawter  moved  to  amesd  said  bill  by  striking  out  the  first  sec- 
tion ihereof. 

Mr.  VVillett  moved  the  previous  question;  which  motion  was  second- 
ed by  a  majority  of  all  the  members  present. 

And  the  question  was  then  put — shall  the  main  question  be  now  put! 

And  decided  in  the  affirmative. 

And  thereupon  the  question  was  had — shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bard  well,  Brown,  Carnan,  Carr,  Chambers,  Clark  of  Wayne, 
Cole,  Collins,  Craig  of  M.,  Curtis,  Davi?,  Dunning,  Edwards,  Gard- 
ner, Howard,  Hubbard,  Johoslon,  Jones,  Macey,  Mnson,  McBean, 
McCarty,  Morris,  Posey,  Ray,  Risline,  Smith,  Stapp,  Steele,  Strain, 
Templeton,  Thompson  of  A.,  Thompson  of  J.,  Thompson  of  L.,  Vaw- 
ter, Walker  of  D.,  Whitman,  Willelt,  and  Smith,  Speaker— 38. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bennett,  Boone,  Chamberlain,  Clark  of  Washington,  Cush- 
man,  Harrow,  Jackson,  Lee  of  B.,  Lee  of  M.  andC,  Moore,  Murray, 
Phelps,  Vandeveer,  Watt,  and  Zenor — 15. 

And  so  said  bill  passed. 

Ordered^  That  it  be  entitled  an  act  and  that  the  Clerk  carry  it  to 
the  Senate  and  ask  their  concurrence  therein. 

Mr.  Hubbard,  from  the  joint  committee  on  enrolled  bills,  reported, 
that  they  have  presented  to  the  Governor  for  his  approval  and  signa- 
ture, bills  that  originated  in  the  House  of  Representatives,  of  the  fol- 
lowing tifles,  to  wit: 

No.  149 — A  joint  resolution  on  the  subject  of  providing  compensa- 
tion to  the  United  Stales'  rangers,  raised  under  the  act  of  Congress  of 
June,  1832,  for  horses  lost  by  them  whilst  in  the  service; 

No.  132 — A  memerial  and  joint  resolution  to  the  Congress  of  the  U. 
States,  on  the  subject  of  granting  a  bounty  of  land  to  the  organized  mi- 
litia, mounted  militiamen  and  rangers  of  the  last  war; 

No.  120 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Crawford  county  seminary,  approved  February  7tb,  1835: 

No.  194 — An  act  to  incorporate  the  Hanover  steam  mill  company; 

No.  188 — An  act  to  appropriate  a  part  of  the  3  per  cent,  fund,  and 
for  other  purposes; 

No.  234 — An  act  to  change  the  time  of  holding  the  commissioner's 
court  in  the  county  of  Delaware; 

No.  229— An  act  for  the  relief  and  benefit  of  Thoroas  Smith; 
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Ho.  221-—A  jxwot  pesolatioa  en  the  subject  of  furnisbiRg  such  new 
counties  as  roay  befoafterbe  organized,  with  the  l<iws  of  thia  state; 

No,  218— An  act  to  authorize  the  paynvent  of  expenses  incurred  it» 
suppressing  a  riot  on  the  Wabash  and  Erie  canal; 

No.  181 — Aii  act  to  incorporate  the  Crawfordsville,  Covington  and 
Illinois  Rail  Road  Company; 

Also,  the  folion-ing  bills  Ihatorigrnated  in  (be  Senate: 

No.  89 — An  act  to  anrveud  the  act  entitled  an  act  for  the  defining  the 
duties  of  recorder,  approved  Jan.  19,  1831; 

No.  96 — An  act  to  legalize  the  sale  of  school  lands  in  the  county  of 
Pike; 

No.  104 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Harrison  and  Indianapohs  turnpike  company; 

Mr,  Phelps  from  the  select  committee,  to  which  was  referred  the  en- 
grossed bill  of  the  Senate  (No.  56),  to  amend  an  act  entitled  an  act  to 
regulate  the  mode  of  doing  county  business  in  the  several  counties  in 
this  state,  (having  obtained  leave),  reported  said  bill  back  to  the  House 
with  amendments,  which  were  concurred  in  by  the  House,. 
On  motion  of  Mr.  Phelps, 

Said  bill  was  considered  as  engrossed,  read  the  third  tinae  and  pass» 
ed. 

Ordered^  That  the  Clerk  inform  the  Senate  thereof. 

And  the  House  adjourned. 


S  (Pelock,  P.  M. 

The  House  met. 

Leave  of  absence  was  granted  to  Mr.  Myers  during  the  remainder 
of  the  session. 

Mr.  Chamberlain  from  the  Judiciary  Committee  to  which  was  re- 
ferred the  engrossed  bill  of  the   Senate,  ;^No.  107)  to  incorporate  the 
Lagrange  county  manufacturing  company,  (having  obtained   leave)^ 
reported  the  same  back  to  the  House  without  amendment. 
On  motion  of  Mr.  Liston 

Said  bill  was  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Huntington  from  the  committee  on  Education  to  which  was  re^ 
ferred 

The  bill  (No.  110),  to  amend  an  act  entitled  "An  act  incorporating 
Congressional  townships,  and  providing  for  public  schools  therein;  re- 
ported the  same  back  to  (he  House  without  amendment,  when 
On  motion  of  Mr.  Huntington, 

Said  bill  was  laid  on  the  table. 
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Mr.  Stapp  from  ihe  Judiciary  committee  made  the  following  report: 

Mb.  Speaker — 

The  Judiciary  committee  to  which  was  referred  the  charge  of  Wil- 
liam H.  Risk  against  Nathaniel  Hammond,  a  justice  of  the  peace  for 
Franklin  county,  with  malfeasance  in  office,  have  had  the  same  under 
<;onsideration  and  have  instructed  me  to  report,  That  it  is  now  too  late 
in  the  session  to  act  on  said  charge,  and  ask  leave  to  be  discharged 
from  the  further  consideration  thereof. 

Which  was  concurred  in  by  the  House. 

Mr.  Dunning  having  obtained  leave,  moved  the  adoption  of  the  fol- 
lowing resolution: 

Resolved,  That  the  thanks  of  this  House  be  tendered  to  the  Hon. 
Caleb  B.  Smith,  for  the  highly  satisfactory  manner  in  which  he  has 
discharged  the  duties  of  Speaker  during  the  present  session  of  the  Gen- 
eral  Assembly. 

Which  was  read  and  unanimously  adopted. 

Mr.  Brown  from  the  Joint  committee  on  the  Canal  Fund  made  the 
follovv'ing  report: 

The  Joint  committee  on  the  Canal  Fund,  to  which  were  referred  the 
financial  reports  of  the  Commissioners  of  the  Canal  Fund  and  of  the 
Canal  Commissioners,  have  had  Ihe  same  under  their  consideration, 
and  have  directed  the  accompanying  Bill  to  be  reported  to  the  House. 
The  time  allotted  to  the  committee  since  the  report  of  the  settlement 
and  accounts  of  the  Canal  Commissioners  with  the  Fund  Commission- 
ers as  required  by  law,  has  been  too  limited  to  enable  them  to  bestow 
•upon  the  subject  as  careful  and  rigid  investigation  as  its  importance  re- 
quired. From  the  examination,  however,  which  they  have  been  able 
to  make  of  the  books,  vouchors,  and  other  documents  in  the  office  of  the 
Commissioners  of  the  Canal  Fund,  they  believe  the  same  to  be  in  ac- 
cordance with  the  several  reports  presented  to  the  General  Assembly 
by  the  commissioners.  The  number  of  vouchers  and  other  papers  per- 
taining to  (his  branch  of  the  financial  department  of  our  system  of  In- 
ternal Improvement  renders  a  proper  examination  a  task  of  great  la- 
bor, for  the  performance  of  which,  in  a  satisfactory  manner,  more  time 
would  be  required  than  remains  of  the  present  session. 

In  relation  to  the  judicious  recommendations  of  the  Fund  Commis- 
sioners, as  set  forth  in  their  last  report,  the  committee  consider  that  they 
will  be  answered  by  bills  which  have  already  passed  the  House,  or  by 
the  provisions  contained  in  the  accompanying  bill. 

It  is  due  in  justice  to  the  Commissioners  to  add  that  they  have  invi- 
ted the  closest  scrutiny  into  all  their  official  acts,  and  have  earnestly 
requested  the  committee  to  make  any  and  every  inquiry  as  to  their  con- 
duct in  office  since  the  origin  of  the  Canal  Fund  to  the  present  time, 

W^hich  said  bill  (No.  315),  relative  to  the  commissioners  of  the  ca- 
nal fund  was  three  times  read  and  passed,  (the  rules  of  the  House  hav- 
ing first  been  dispensed  with.) 

Ordered,  That  il  be  entitled  an  act  and  the  clerk  carry  it  to  the  Se- 
nate and  ask  their  concurrence  therein. 
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A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary. 

Mr.  Sfeakkb — 

The  Senate  has  passed  an  engrossed  bill 

No.  54 — Entitled  an  act  "to  provide  that  certain  citizens  may  ob- 
tain land,''  in  which  the  concurrence  of  the  House  of  Representatives 
is  requested. 

The  engrossed  bill  (No.  54)  of  the  Senate  therein  named  was  read 
the  first  time. 

Mr.  Brown  moved  that  the  rules  be  dispensed  with,  and  said  bill  be 
read  the  second  time  now; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members. 

Those  who  voted  in  ike  affirmative  are, 

Mesrrs.  Bardwell,  Bennett,  Boone,  Brown,  CarnaivP^rrj  Cham' 
berlain,  Clark  of  Wayne,  Clark  of  Washington,  Cole,  Craig  of  M., 
Curlis,  Cushman,  Davis,  Dunning,  Edmonslon,  Edward?,  Graham, 
Hannaman,  Howard,  Howell,  Huntington,  Johnston,  Jones,  Lee  of  B., 
Macey,  Mason,  McCarty,  Moore,  Morris,  Ray,  Ristine,  Smith,  Steele, 
Thompson  of  L.,  Vandeveer,  Watt,  Zencr,  and  Smith,  Speaker — 39. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Chambers,  Collins,  Craig  of  P.,  Eggleston, 
Harrow,  Hubbard,  Jackson,  Lee  of  M.  and  C,  Liston,  Miller.  Murray, 
Pbelps,  Pose}-,  Stapp,  Strain,  Thompson  of  A.,  Thompson  of  J.,  Vaw» 
ter,    Walker  of  D.,  Whitman,  and  Willett~22. 

There  not  being  two-thirds  voting  in  the  affirmative,  said  bill  passed 
to  the  second  reading  on  to-morrow. 
On  motion  of  Mr.  Willett, 

The  House  resolved  itself  into  a  committee  of  the  whole  on  the  bill 
(No.  100)  concerning  gaming,  and  after^some  time  spent  therein,  the 
Speaker  resumed  the  chair,  when 

Mr.  Eggleston  reported  progress,  and  asked  leave  to  sit  again  on  the 
first  Monday  of  December  next; 

Which  leave  was  granted  by  the  House. 

The  committee  of  the  whole  to  which  was  referred  the  joint  resolu- 
tion (No.  179)  concerning  a  donation  of  land,  for  the  education  of 
poor,  deaf,  dumb,  and  blind  persons  was  discharged  from  the  conside- 
ration thereof. 

On  motion, 

Said  resolution  was  read  the  third  time  and  passed. 

Ordered,  That  the  clerk  inform  the  Senate  thereof  and  ask  tbeir 
concurrence  therein, 

Mr.  Johnston,  from  the  joint  committee  on  enrolled  bills,  reported 
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that  they  have  compared  the  enrolled  with  the  engrossed  bills,  of 
the  Senate  entitled  acts  as  follows  to  wit: 

No.  108 — An  act  to  authorize  certain  individuals  therein  named  to 
build  a  toll  bridge  over  the  Kankakee  river; 

No.  109 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  or  near  Milroy,  in  Rush  county; 

No.  105 — An  act  to  incorporate  the  Websterian  Social  Library; 

Also  the  following  bills   which  originated  in  the  House  of  Repre- 
sentatives entitled  as  follows,  to  wit: 

No.  87 — An  act  to  incorporate  the  northern  insurance  company; 

No.  228 — An  act  appropriating  so  much  of  the  3  per  cent,  fund  as 
is  now  d  ie  to  Greene  county; 

And  find  the  same  truly  enrolled. 

Whereupon,  the  Speaker  signed   thesame. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

A  message  from  the  Senate  by  Mr.  Foster  their  assistant  Secretary: 

Mr.  Speaker — 

The  Senate  have  passed  the  bill  of  the  House  of  Representatives, 
No.  233 — to  change  the  time  of  holding  circuit  courts  in  the  5th  ju- 
dical circuit. 

A  message  from  his  excellency,  the  Governor,  by  Mr.  Ketcham  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  excellency  the  Governor  to  inform  the  House  of 
Representatives,  that  on  5th  Feb.  1836,  he  approved  the  acts  and 
joint  resolutions  entitled  as  follows: 

No.  194 — An  act  to  incorporate  the  Hanover  Steam  mill  Company; 

No.  32 — An  act  to  amend  an  act  entitled  an  act  regulating  divorces, 
approved  Jan.  17, 1831 ; 

No.  198 — An  act  to  incorporate  the  New  Albany  ferry  company; 

No.  63 — An  act  to  incorporate  the  town  of  Indianpplis; 

No.  140 — An  act  to  incorporate  the  town  of  New  Albany; 

No.  181 — -An  act  to  incorporate  the  Crawfordsville,  Covington,  and 
Illinois  rail  road  company ; 

No.  122 — An  act  to  incorporate  the  Lafayette  and  Danville  rail 
road  company; 

No.  74 — An  act  to  incorporate  the  Laporte  canal  and  rail  road 
company; 

No.  229 — Ad  act  for  the  relief  and  benefit  of  Thomas  Smith; 

No.  188 — Ad  act  to  appropriate  a  part  .of  the  three  fper  cent,  fund 
and  for  other  purposes ; 

No.  154 — An  act  to  provide  for  cancelling  and  entering  satisfaction 
of  Mortgages. 

No.  1 20— An  act  to  araend  an  act  entitled,  an  act  to  incorporate  the 
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Crawford  county  Seminary, approred  February  7th,  1835; 

No.  234 — An  act  to  change  the  time  of  holding  the  commissidners* 
€onrt  in  J  he  county  of  Delaware; 

No.  218 — All  act  lo  authorize  the  payment  of  expenses  incurred  Iq 
suppressing  a  riot  on  the  Wabash  and  Erie  canal; 

No.  236 — An  act  providing  for  holding  the  circuit  courts  in  the 
;«ighth  judicial  circuit 

No.  221 — A  joint  resolution  on  the  subject  of  furnishing  such  new 
counties  as  may  hereafter  be  organized,  with  the  laws  of  this  Stale, 

No.  132 — A  memorir^l  and  Joint  resolution  to  the  Congress  of  the 
United  States,  on  the  subject  cf  granting  a  bounty  of  land  lo  the  orga- 
nized militia  men,  mounted  militia  men  and  rangers  of  the  rast  war; 

No.  149 — A  joint  resolution  on  the  su'^jeci  of  providing  compensa- 
tion to  the  United  States  rangers  raised  under  the  act  of  Congress  of 
June  1832,  for  horses  lost  by  them  whilst  in  the  service; 

A  message  from  the  Senate  by  Mr.  Morrison,  their  principal  Secre- 
tary : 

Mr.  Sfiiaker — 

The  Senate  has  disagreed  to  the  amendment  of  the  House  of  Re» 
presentatives  to  the  1st  amendment  of  the  Senate  to  the  bill  of  the 
House  of  Representatives, 

No.  'J  10 — to  provide  for  an  equitable  mode  of  levying  the  taxes  of 
this  state ; 

And  the  Senate  insist  on  their  2d  and  I2th  amendments  to  said  bill. 
On  motion, 

The  House  insisted  on  their  amendment  to  the  1st  amendment  of  the 
iSenale,  also  insisted  on  their  disagreement  to  the  second  amendment  of 
the  Senate  to  said  bill, 

Mr.  Smith  moved  that  the  House  recede  from  their  disagreement  to, 
the  12th  amendment  of  the  Senate  to  said  bill. 

And  the  ayes  and  noes  being  requested  thereon  by  twoonembersj 

Those  mho  voted  in  the  qffiKmative  are^ 


j^nd  those  loho  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Chambers,  Collins,  Crnic  cf  M.,  Curtis,  Da- 
ns, Harrow,  Hubbard,  Jones,  Lee  of  B.,  Lee  of  M.  and  C,  Mason, 
McCarty,  Moore,  Morris,  Murmy,  Ray,  Ristine,  Slapp,  Strain,  Tem- 
plcton,  Thonripson  of  J.,  Thompson  of  L.,  Vandeveer,  Vawter,  Walt, 
Zenor  and  Smith,  Speaker — 29. 

And  so  &aid  motioa  was  decided  in  the  afiSrmatite. 
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Mr,  Liston  moved  to  reconsider  said  vote, 

And  the  ayes  and  noes  b^ing  requested  thereon  by  two  merabers, 

Those  Toho  voted  in  the  affirmative  are, 

Messr?.  Bennelt,  Boone,  Chamberlain,  Chambers,  Collin?,  Craig  of 
W.,  Curtis,  Davi-,  Durining,  Harrow,  Hubbard,  Johnslon,  Jones,  Lee 
of  B.,  Lee  of  M.  and  C,  Lision,  Mpison,  McCarly,  Monis,  Murray, 
Rav,  Ristine,  Stnpp,  Strain,  Templeton,  Thompson  of  A.,  Thompson 
of  J.jThompsoo  cf  L.,  Vandeveer,  Vawter,.  Watt,  Zenor,  and  Smith, 
Speaker — 32. 

^nd  those  who  voted  in  the  mgative  arCf 

Messrs.  Arnnstrong,  Bardvrell,  Cftrnan.  Carr,  Clark  of  Wayne,  Clark 
of  Washington,  Cole,  Craig   of  P.,  Cushman,  fcliimnnston,  Edwards,. 
Eggles^ton,  Graham,  Hannaman,  Howard,  Howell,  Huntington,  Jack- 
son, McBean,  Miller,  Phelps,  Posey,  Smith,  Steele,  Walker  of  D.j. 
Whilman,  and    Willell— 28. 

And  so  said  vote  was  reconsidered. 

And  the  question  then  recurring  on  the  motion  ol  Mr.  Smith  to  re» 
cede. 

And  the  nyes  and  noes  being  requested  thereon  by  two  membere, 

Those  who  voted  in  the  a^rmative  are^ 

Messrs,  Armstrong,  Bardwell,  Carr,  Clark  of  Wayne,  Clark  of 
Waihinglon,  Cole,  Craig  of  1*.,  Ciishmnn,  Edmonston,  Edwards,  Eg- 
gleston,  Graham,  Hannaman,  Howard,  Howell,  Huntington,  Jackson, 
Miller,  Fhelps,  Fosey,  Smith,  Steele,  Walker  of  D.,  Whitman,  and 
Willett— 25. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Bennett,  Boone,  Chamberlain,  Chamber?,  Collins,  Craig  of 
M.,  Curtis,  D'jvi?,  Dunning,  Harrow,  Hubbard,  Johnston,  Jones,  Lee 
of  B..  Lee  of  M.  and  C,  Liston,  Mdson,  McBean,  McCarty,  Moore, 
Morris,  Murray,  Ray,  Ristine,  Stapp,.  Templeton,  Thompson  of  A., 
Thompson  of  J,,  Thompson  of  L.,  Vandeveer,  Vawter,.  Watt,  Zenor, 
and  Smith,  Speaker — 35. 

And  so  said  motion  was  decided  io  the  negative. 
On  motion  of  Mr.  Stapp, 

The  House  then  insisted  on  their  disagreement  to  said  amendment,. 
Whereupon, 

Messrs.  Stapp  and  Dunning  were  appointed  a  committee  of  free  con- 
ferrence  on   the  part  of  the  Hou«e  to  take  into  consideration  with  a 
similar  committee  to  be  appointed  on  the  part  of  the  Senate,  the  sub- 
ject matter  of  difference  between  the  two  Houses- 
Od  motion, 
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The  House  resolved  itself  into  a  committee  of  the  whole  on  the  bill. 

No.  200— to  amend  the  act  regulating  the  mode  of  doing  county  bu- 
siness in  the  several  counties  in  this  state; 

And  after  some  time  spent  therein, 

The  Speaker  resumed  the  chair,  when, 

Mr,  Brown  reported  said  bill  to  the  House  without  amendment. 
On  motion  of  Mr.  Posey, 

Said  bill  was  laid  on  the  table. 
On  motion  of  Mr.  Dunning, 

The  Hoase  resolved  itself  into  a  committee  of  the  whole  on  the  bill, 

No.  201 — concerning  fugitives  from  justice,  and  after  some  time 
spent  therein,  the  Speaker  resumed  the  chair,  and 

Mr.  Willett  reported  said  bill  to  the  House  without  amendment, 

When, 

On  motion,  said  bill  was  read  the  third  time,  and  on  the  questioPy 

Shall  said  bill  pass? 

It  was  decided  in  the  negative. 
On  motion  of  Mr.  Posey, 

The  bill  (No.     )  regulating  the  militia  of  this  state,  was  taken  from 
the  table,- 

And  the  House  adjourned. 


SATURDAY,  February  6,  1886. 

The  House  met. 

Mr.  Ray  presented  the  petition  of  Michael  Front  and  others  pray- 
ing  the  survey  of  a  canal  up  Martindale's  creek,  in  Wayne  county^ 
which. 

On  Motion  of  Mr.  Ray, 

W^as  laid  upon  the  table. 

The  orders  of  the  day  were  then  considered. 

The  engrossed  bill  of  the  Senate  (No.  54),  to  enable  certain  citi- 
zens to  procure  lands,  was  read  the  second  time, 

Mr.  Edmonston  moved  to  indefinitely  postpone  said  bill,  and  before 
the  question  thereon  was  had. 

On  motion  of  Mr.  Vawter, 

Said  bill  was  laid  on  the  table. 

Mr.  Johnston  from  the  Joint  committee  on  enrolled  bills  reported 
Ihat  they  did  on  the  5th  inst.  present  to  His  Excellency,  the  Governor, 
for  his  approval  and  signature  a  bill  which  originated  in  the  House  of 
Representatives,  of  the  following  titles  to-wit: 

No.  236 — an  act  providing  for  holding  the  circuit  courts  in  the  8tb 
Judicial  Circuit. 

Mr,  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
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they  did  on  the  5th  inst.  present  to  the  Governor,  for  his  approval  and 
signature,  bills  which  originated  in  the  Senate  of  the  following  titles, 
TJz: 

No.  22 — an  act  to  amend  the  act  entitled  "An  act  regulating  the 
taking  up  of  animals  going  estray,  and  water  craft  and  other  articles 
of  value  going  adrift,"  approved  February  7,  1835. 

No.  80 — an  act  authorizing  the  appointment  of  testamentary  guar- 
dians. 
No.  84 — An  act  for  the  relief  of  Elias  Osborn. 

No.  97 — an  act  supplemental  to  an  act  entitled  "an  act  regulating  the 
practice  in  Chancery,"  approved  February  10,  1831. 

Also  bills  originating  in  the  House  of  Representatives,  entitled  as 
follows: 

No.  215 — an  act  to  organize  the  county  of  Noble. 

No.  237 — -An  act  to  change  the  name  of  Middleton  in  the  county  of 
Tippecanoe  to  West  Point. 

Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  presented  to  the  Governor  for  his  approval  and  signa- 
ture bills  that  originated  in  the  House  of  Representatives  with  thefol- 
lowinfi  titles,  to-wit: 

No.  103 — An  act  for  the  incorporation  of  Dublin. 

No.  74 — An  act  authorizing  the  board  doing  county  business  in  the 
several  counties  in  this  state  to  exempt  certain  persons  from  the  pay- 
ment of  a  poll  and  road  tax. 

No.  63. — A  Joint  resolution  on  the  subject  of  revising  the  school 
laws. 

No.  170 — An  act  incorporating  the  town  of  Milton  in  Wayne  county. 

No.  17 — An  act  to  incorporate  the  Lawrenceburgh  and  Harrison 
turnpike  company. 

The  committee  of  the  whole  to  which  was  referred 

The  bill  (No.  235),  to  amend  an  act  entitled  an  act  concerning  free 
negroes  and  mulattoes,  servants,  and  slaves,  (approved  February  10, 
1831),  was  discharged  from  the  consideration  thereof,  when 
On  motion  of  Mr.  Dunning, 

Said  bill  was  laid  on  the  table. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary. 

Mr.  Speaker — 

The  Senate  has  passed  bills  from  the  House  of  Representatives,  en- 
titled as  follows: 

No.  73. — An  act  to  empower  Alexis  Coquillard  and  others  to  drain 
off  the  water  of  the  Kankakee  Ponds ; 

No.  255 — An  act  to  re-locate  and  improve  certain  state  roads  there- 
in named; 

No.  253— An  act  for  the  incorporation  of  the  town  of  Knightstown ; 

No.  254— An  act  to  change  the  line  dividing  the  counties  of  Jef- 
ferson and  Clark, 
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No.  256.-— An  act  to  amend  an  act  entitled  "an  act  for  the  relief  of 
the  poor,"  approved  February  10,  1831. 

No.  257 — An  act  to  incorporate  Michigan  City; 

No.  258 — An  act  to  authorize  the  election  cf  an  additional  Justice 
of  the  Peace  in  the  county  of  Jefferson; 

No.  259 — An  act  lo  legalize  the  marriage  of  DerastusFry  and  Mis* 
Snodgrass,  of  Hancock  county; 

No.  2G'2 — An  act  to  legalize  the  Ristng  Sun  Dearborn  county  Agri- 
cultural Society; 

No.  2U4 — An  act  to  amend  an  act  entitled  "an  act  to  locate  a  state 
road  from  Leavenworth  town  in  Crawford  county  to  Salem  in  Wash* 
ington  county;  approved  January 8,  1835. 

No.  266 — An  act  to  vacate  a  part  o(  the  public  common  in  the  town 
of  Spencer,  in  the  county  of  Owen; 

No.  273. — An  act  to  incorporate  the  Western  Scientific  and  Agricnl- 
tural  College; 

No.  2o8 — A  joint  memorial  and  resolution  on  the  subject  of  the  Wa- 
bash and  Erie  Canal; 

No.  270— An  act  for  the  relief  of  Stephen  Frickle, 

No.  272 — An  act  to  renew  tbccorners,  stakes,  and  boundaries  of  the 
town  of  Greenfield,  the  seat  of  justice  of  Hancock  county; 

No.  274 — An  act  authorizing  the  inhabitants  of  Newtown,  in  Foun- 
tain county  to  become  incorporated ; 

No.  277 — An  act  to  vacate  the  town  of  Cynthiana  in  Hamilton 
county; 

No.  279 — An  act  to  incorporate  the  Bethlehem  Savings  Institution  j 

No.  281 — An  act  to  mcorporate  the  Winchester  Turnpike  company; 

No.  283 — An  act  to  authorize  the  citizens  of  Madison  township,  in 
the  county  of  Morgan,  to  elect  an  additional  justice  of  the  peace; 

No.  286— An  act  authorizing  the  re-location  of  a  part  of  the  Cum- 
berland and  Huntington  state  road; 

No.  289 — A  joint  resolution  to  extend  the  time  of  the  public  print- 
ing for  1835-6; 

No.  306 — An  act  to  amend  the  act  entitled  an  act  "to  establish  a 
state  road  from  Martinsville,  in  Morgan  county,  via  MiddleiOTvn  in 
Owen  county,  to  John  Chances'  Ferry  on  Eei  river,  thence  to  Haynes' 
old  cabin,  in  Vigo  county,"  approved  January  31st,  1835; 

No.  292 — An  act  to  incorporate  the  Vernon  Savings  and  Insurance 
Institution; 

No.  307 — An  act  to  establish  a  state  road  west  of  the  Wabash  river, 
in  Vigo  county; 

No.  230 — An  act  to  attach  the  county  of  Morgan  to  the  15th  Bri- 
gade of  Indiana  Militia ;{ 

No,  287 — An  act  to  authorize  the  State  Agent  of  Indianapolis  to 
make  a  deed  to  a  certain  lot  of  land  adjoining  iniilanapoiis,  to  Wilks 
Reagan; 

No.  65 — An  act  to  authorize  the  appointment  of  a  special  county 
agent; 

No.  78 — An  act  amendatory  of  an  act  entitled  an  act  relati?£  Ui' 
c«unty  seffiioaries;  approved  February  4,  1831; 
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^0.  80— To  amend  an  act  entitled  "An  act  to  amend  an  act  to  regu« 
late  the  mode  of  doing  county  business  in  this  State,"  approved  Febru* 
ary  7,  1835; 

No.  163 — A  joint  resolution  on  the  subject  of  a  geological  survey  of 
the  Slate; 

No.  182 — An  act  to  allow  additional  compensation  to  officers  of  elec- 
tiors; 

No.  19G~An  act  regulating  the  jurisdiction  of  justices  of  the  peace 
in  the  counties  of  Bartholomew  and  Delaware; 

No.  224 — An  act  to  incorporate  the  town  of  New  York,  in  Switzer- 
land county; 

No.  291 — An  act  to  authorize  the  Recorder  of  Boon  county  to  re- 
cord the  plat  of  Jamestown,  and  for  other  purposes; 

No.  294^ — An  act  to  record  and  incorporate  Wilson's  addition  to  the 
town  of  Cr.-iwfordsville; 

No.  298 — An  rictnulhorizing  Amasa  Makepeace  to  apply  for  a  writ 
of  ad  qxiad  damnum^  to  establish  a  mill  on  White  river,  in  the  county 
of  Madison; 

No.  214 — An  act  regulating  the  mode  of  doing  county  business  in 
the  counties  of  Daviess  and  Martin; 

No.  300 — An  act  to  authorize  an  additional  justice  of  the  peace  for 
Franklin  township,  in  Marion  county; 

No.  301-r-An  act  to  authorize  the  Board  doing  county  business  of  the 
county  of  Franklin,  to  lay  off  a  street  in  the  town  of  Brookville  in 
said  county; 

No.  30i — An  act  supplementary  to  act  entitled  "an  act  establishing 
as  a  state  road  the  road  from  Livonia  to  Geo.  Beck's,"  approved  Jan. 
30,  1836. 

Also  bills  from  the  House  of  Representatives  with  amendments  to 
«ach  of  the  followmg  titles,  viz: 

No.  260 — An  act  to  repeal  so  much  of  an  act  entitled  "an  act  to  a- 
mend  an  act  to  regulate  the  mode  of  doing  county  business  in  this  state," 
approved  January  I9th,  1831,  as  relates  to  the  county  of  Allen; 

No.  243 — An  act  relating  to  state  road^; 

No.  189 — An  act  to  incorporate  the  South  Bend  Mutual  Insurance 
Company; 

And  bills  of  the  Senate  of  the  following  titles,  viz: 

No.  1 16 — An  act  to  appropriate  to  the  several  counties  in  this  state 
a  part  of  the  3  per  cent,  fund; 

No.  116 — An  act  to  incorporate  the  Franklin,  Fayette  and  Rush 
Turnpike  company; 

No.  119 — An  act  to  attach  the  counties  of  Lake  and  Whitley  to  or- 
ganized counties  for  judicial  purposes; 

No.  118 — An  act  providing  for  the  correction  of  a  mistake  in  a  deed 
therein  mentioned  for  part  of  the  plat  of  the  town  of  Newport,  and  for 
other  purposes; 

In  which  bills  of  the  Senate,  and  in  the  amendments,  to  the  bills  of 
the  House,  No.  260,  243,  and  189,  the  concunence.  of  the  House  of 
Representatives  is  requested. 
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The  Senate  has  appointed  Messrs.  Dumont  and  Puett  a  committee 
of  free  cooferrence,  to  take  into  consideration  in  conjunction  with  the 
committee  appointed  by  the  House  of  Representatives,  the  disagreeing 
votes  of  the  two  Houses  on  the  engrossed  bill  from  the  House  of  Rep- 
resentatives, No.  216,  entitled  an  act  to  provide  an  equitable  mode  of 
levying  the  taxes  of  this  state.  *  ^ 

The  amendments  of  the  Senate  to  the  engrossed  Dills  of  the  House  of 
Representatives,  Nos.  260  and  243, 

Were  severally  read  and  concurred  in  by  the  House. 

The  engrossed  bill  of  the  Senate  [No.  116,] 

Was  twice  read  (the  rules  of  the  House  having  first  been  dispensed 
with.) 

Mr.  Edmonston  moved  to  amend  said  bill,  by  striking  out  so  much 
thereof  as  relates  to  the  funding  of  the  3  per  cent,  fund ; 

Which  motion  was  decided  in  the  negative. 

Mr.  Liston  moved  to  indefinitely  postpone  the  further  consideratioD 
(hereof; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are,         "^ 

Messrs.  Boone,  Brown,  Carnan,  Chamberlain,  Edwards,  Hubbard, 
Johnston,  Liston,  Macey,  Mason,  McBean,  McCarty,  Morris,  Posey, 
Ray,  Templeton,  Thompson  of  A.,  Willett,  and  Smith,  Speaker — 19. 

And  those  roho  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Bennett,  Carr,  Chambers,  Clark  of 
Wayne,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M.,  Craig  of  P., 
Curtis,  Cushman,  Dunning,  Edmonston,  Eggleston,  Gardner,  Graham, 
Hannaman,  Harrow,  Howard,  Howell,  Jackson,  Jones,  Lee  of  B.,  Mil- 
ler, Moore,  Murray,  Phelps,  Ristine,  Smith,  Stapp,  Steele,  Strain, 
Thompson  of  J.,  Vandeveer,  Vawter,  Walker  of  D.,  Walker  of  S. 
Watt,  and  Zenor— 42. 

And  so  said  motion  did  not  prevail. 

Mr.  Listen  then  moved  to  amend  said  bill  as  follows: 

"That  the  three  per  cent,  fund  shall  be  distributed  to  the  several 
counties  in  this  State,  in  proportion  to  the  number  of  polls  in  each 
county; 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.Boone,  Brown,  Clark  of  Wayne,Clark  of  Washington,  Curtis 
Hubbard,  Johnston,  Liston,  Macey,  McBean,  McCarty,  Morris,  Poaey 
Ray,  Strain,  Thompson  of  A.,  Willett,  and  Zenor — 1 8  » 
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And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Bardwell,  Bennett,  Carnao,  Carr,  Chamberlain, 
Chambers,  Cole,  Collins,  Craig  of  M.,  Craig  of  P.,  Cushman,  Dunning, 
Edmonston,  Edwards,  Eggleslon,  Gardner,  Graham,  Hannaman,  Har- 
row, Howard,  Howell,  Huckleberry,  Jackson,  Jones,  Lee  of  B.,  Ma- 
son, Miller.  Moore,  Murray,  Phelps,  Risline,  Smith,  Stapp,  Steele, 
Templetoni  Thompson  of  J.,  Vandeveer,  Vawter,  Walker  of  D., 
Walker  of  S.,  and  Watt— 42. 

And  so  said  amendment  was  lost. 

Mr.  Thompson  of  A.,  moved  to  amend  said  bill  as  follows,  to  wit: 

"That  the  three  per  cent,  fund  shall  hereafter  be  distributed  to  each 
county,  in  proportion  to  the  number  of  square  miles  therein. 

Mr.  Edmonston  moved  the  previous  question,  which  motion  was  se- 
conded by  a  majority  of  all  the  members  present: 

And  the  question  was  thereupon  put — shall  the  main  question  be 
now  put? 

And  decided  in  the  affirmative. 

Whereupon,  the  question  was  put, 

Shall  said  bill  pass  to  a  third  reading? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Carr,  Chambers,  Clark  of 
Wayne,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M.,  Craig  of  P., 
Cushman,  Dunning,  Edmonston,  Eggleston,  Gardner,  Graham,  Han- 
naman, Harrow,  Howard,  Howell,  Hubbard,  Huckleberry,  Jackson, 
Jones,  Lee  of  B.,  Miller,  Moore,  Murray,  Phelps,  Ristine,  Smith, 
Steele,  Strain,  Thompson  of  J.,  Vandeveer,  Vawter,  Walker  of  D., 
Walker  of  S.,  Watt,'  andZenor — 41. 

And  those  toho  voted  in  the  negative  are^ 

Messrs.  Boone,  Brown,  Carnan,  Chamberlain,  Curtis,  Edwards, 
Johnston,  Liston,  Macey,  McBean,  McCarty,  Morris,  Posey,  Ray, 
Thompson  of  A.,  Willett,  and  Smith,  Speaker — l?. 

And  so  said  bill  passed  to  the  third  reading. 

Mr.  Smith  r/ioved  that  the  rules  of  the  House  be  dispensed  with,  and 
cbat  said  bill  be  read  the  third  time  now. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Armstrong,  Bardwell,  Bennett,  Carr,  Chambers,  Clark  of 
Wayne,  Clark  of  Washington,  Cole,  Collins,  Craig  of  M.,  Craig  of 
P.,  Cushman,  Dunning,  Edmonston,  Egglestoo,  Gardner,  Graham, 
Hannan.aii,  Howard,  Howell,  Hubbard,  Huckleberry,  Jackson,  Jones, 
Lee  of  B.,  Miller,  Moore,  Murray,  Phelps,Ristine,  Smith,  Steele,  Strain, 
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Thompson  of  J.,  Vandereer,  Vawter,  Walker  of  D.,  Watt,  and  Zq- 
•cor— 39. 

Jlnd  those  who  voted  in  the  negative  are^ 

Messrs.  Boone,  Brown,  Carnan,  Chamberlain,  Curt;?,  Edwards, 
Johnston,  Listen,  M^tcey,  Blason,  McBean,  McCarty,  Mcrris,  Posey, 
Ray,  Templeton,  Thompson  of  A.,  Wlllett,and  Smith  Speaker — 19, 

A  majority  of  al!  the  members  elected,  not  having  voted  in  the  af- 
firmative, 

Mr.  Morris  (being  in  the  ehair)  decided  that  the  bill  could  not  be 
read  a  (bird  time  now,  from  which  decision  of  the  Chair  Mr.  Dunning 
appealed  to  the  House;  and  the  question  was  then  put, 

Is  the  decision  of  the  Chair  correct? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are^ 

Messrs.  Boone,  Brown.Carnan,  Chamberlain,  Clark  of  Wayne,  Ed- 
wards, Hubbard,  Johnston,  L'ston,  McBean,  McCarty,  Ray,  Ristine, 
Thompson  of  A.,  Willetl,  and  Smith,  Speaker— 16- 

Mnd  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Carr,  Chambers,  Clark  of  Washington 
Cole,  Craifif  of  M.,  Craig  of  P.,  Curtis,  Cushman,E(irnonston,  Eggleston 
Gardner,  Graham.  Ham  -.minj  Howard,  Howell,  Hucldeberry,  Hunt 
ingloii,  Jackson,  Jones,L»e  of  B.,  Macey,  Miller,  Moore,  Phelps,  Po 
sey.  Smith,  Stapp,  Sleele,Strain,  Thompson  of  J.,  Vawter,  Watt,  Wil 
8on,  and  Zenor—- 36. 

And  so  said  decision  of  the  Chair  was  not  sustained, 

Mr.  Brown  moved  to  lay  said  bill  on  the  table; 

Which  motion  was  negatived. 

Said  bill  was  then  read  the  third  time. 

And  the  question  was  then  put — shall  said  bill  pass? 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  zvho  voted  in  the  ojjirtnative  are, 

Messrs.  Armstrongs  Bardwell,  Bennett,  Boone,  Carr,  Chambers, 
Clark  of  Wayne,  Clark  of  Washington,  Cole,  Collin?,  Craig  of  M., 
Craig  of  P.,  Cushman,  Edmonston,  Eggleston,  Gardner,  Graham, 
Hannaman,  Howard,  Hov.c!!,  Hucklebefry,  Hun-ilngtcn,  Jackson, 
Jones,  Lee  of  B..  Millpr,'Moore,  Phelps,  PoEey.  Snr.lih,  Steele,  Strain, 
Thompson  of  J.,  VawterJ  "Walker,  of  D.,  \Yalker  of  S.,  Watt,  Wilson 
andZenor — 39. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Brown,  Chamberlain,  Edwards,  Harrow,  Hubbard,  Johnston, 
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Listen,  Mason,  McBean,  McCarty,  Morris,  Ray,Ristine,  Stapp,  Thomp- 
son of  A.,  Willett,  and  Smith,  Speaker~17. 

And  so  said  bill  passed. 

Ordered,  That  it  be  entitled  an  act,  and  that  the  clerk  carry  it  to 
the  Senale  and  ask  their  concurrence  therein. 

The  engrossed  bills  of  the  Senate,  Nos.  117,  118  and  ll9,  namedin 

said  message. 

Were  severally  read  three  times  and  passed,  (the  rules  of  thCiHouse 

having  first  been  dispensed  with.) 

Ordered,  That  the  Clerk  inform  the  Senate  thereof, 

Mr.  Stapp,  from  the  comn^ittce  of  free  conference,  appointed  on  that 

6ubject,  made  the  following  report: 

Mr.  Speaker — 

The  committee  of  free  conference,  appointed  on  the  part  of  the 
two  Houses,  to  confer  together  on  the  subject  matter  of  diflerence  be- 
tween the  two  houses  on  the  amendments  made  by  tiic  Senate  to  a  bill 
of  the  House,  entitled  an  act  to  provide  an  equitable  mode  of  levying 
the  taxes  of  this  state,  and  the  amendment  by  the  House  to  the  first 
amendment  made  by  the  Senate  to  said  bill,  have  come  to  the  following 
agreement,  which  I  am  directed  to  report  to  the  House,  to-wit: 

1st.  The  House  recedes  from  its  amendment  to  the  first  amendment 
made  by  the  Senate  to  said  bill,  and  concurs  in  the  same  with  the  fol- 
lowing amendment:  after  the  word  "bedding"  in  said  amendment, 
insert  these  words,  "not  exceeding  two  to  each  family." 

2d.  The  Senate  recedes  from  its  second  amendment  to  said  bill. 

3d.  The  House  of  Representatives  recedes  from  its  disagreement  t5 
the  1 2th  amendment  made  by  the  Senate  to  said  bill ; 

Which  was  concurred  in  by  the  House. 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr.  Jackson  from  the  joint  committee  on  enrolled  bills,  reported  (hat 
they  had  compared  the  enrolled  with  the  engrossed  bills  which  origi- 
nated in  the  House  of  Representatives  of  the  following  titles,  to-wit:r 

No.  127 — An  act  to  incorporate  the  Miami  bridge  company; 

No.  145 — An  act  to  revive  and  amend  an  act  entitled  an  act  to  pro- 
vide for  the  sale  of  certain  lands  therein  named,  app'd.  Feb.  2,  1833. 

No.  251 — An  act  to  amend  an  act  entitled  an  act  to  prevent  the 
sale  of  ardent  spirits  to  the  Indians,  approved  Feb.  3d,  1832; 

Also  the  following  bills  which  originated  in  the  Senate: 

No.  31 — An  act  to  amend  an  act  incorporating  congressional  town- 
ships and  providing  for  public  schools  therein,  approved  Feb.  20,  1833; 

No.  64 — An  act  for  the  relief  of  Elizabeth  Nowland,  widow  of  Mat- 
thias Nowland,  deceased ; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  that  the  clerk  earry  them  to  the  Senste  for  the  signBtttre  cf 
their  President. 
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Mr.  Huckleberry,  from  tlie  joint  committee  on  enrolled  bills,  repoit- 
ed  that  they  have  compared  the  enrolled  with  the  engrossed  bills  of  the 
Senate  of  the  follwing  titles,  to-wit: 

No.  103 — An  act  to  incorporate  the  Fulton  company; 

No.  93 — An  act  to  locate  a  state  road  in  Posey  county; 

And  find  the  same  truly  enrolled; 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president, 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary: 
Mr.  Speaker — 

The  Senate  has  adopted  the  following  resolution: 

Resolved^  That  the  House  of  Representatives  be  respectfully  re- 
quested to  return  to  the  Senate  the  message  of  the  Senate  of  yester- 
day, containing  the  bill  of  the  House  of  Representatives  [No.  233J, 
changing  the  times  of  holding  courts  in  the  5th  judicial  circuit. 

The  Senate  has  concurred  in  the  report  of  the  joint  committee  of  free 
conference  on  the  disagreeingvotesof  the  two  houses  on"  the  bill  of  the 
House  of  Representatives  No.  216,  to  provide  an  equitable  mode  of 
levying  the  taxes  of  this  state. 

Mr,  Johnston  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills,  vi^hich 
originated  in  the  House  of  Representatives,  entitled  as  follows,  viz: 

No.  250 — An  act  to  amend  an  act  to  incorporate  the  Wayne  and 
Union  turnpike  company,  approved  Feb.  7,  1835; 
No.  161 — An  act  supplemental  to  an  act  entitled  an  act  to  regulate  the 
practice  in  suits  at  law,  approved  Jan.  29,  1831 ; 

No.  20 — An  act  to  amend  the  act  entiiled  an  act  to  re-locate  a  cer- 
tain state  road  in  the  counties  of  Hancock  and  Henry,  approved  Feb, 
7, 1835,  and  for  other  purposes; 

No.  10 — An  act  to  authorize  certain  persons  therein  named  to  erect 
a  dam  across  St.  Joseph  river; 

And  find  the  same  truly  enrolled; 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

On  motion  of  Mr,  Stapp, 

Resolved,  That  the  subject  matter  of  the  message  asked  to  be  re- 
turned to  the  Senate,  to-wit:  a  bill  No.  233,  entitled  an  act  changing 
the  time  of  holding  the  courts  within  the  5th  judicial  circuit,  is  not 
now  in  possession  of  this  House,  and  cannot  therefore  be  returned  t» 
the  Senate. 

Ordered^  That  the  elerk  inform  the  Senate  thereof. 
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Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills,  report- 
ed that  they  have  compared  the  enrolled  with  the  engrossed  bill 
that  originated  in  the  Senate  of  the  following  title,  to  wit: 

No.  91 An  act  to  locate  a  state  road  from  Greencastle  in  Putnam 

county  via  Carthage  in  said  county  to  Martinsville  in  Morgan  county; 

And  find  the  same  truly  enrolled, 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the,  clerk  carry  it  to  the  Senate  for  the  signature  of 
their  Presipent. 

Mr.  Johnston  from  the  joint  committee^on  enrolled  bills  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  of 
the  House  of  Representatives  of  the  following  titles,  to  wit: 

]Vfo.!270 — An  act  for  the  relief  of  Stephen  Trickier; 

No,  266 — An  act  to  vacate  a  part  of  the  public  common  in  the  town 
of  Spencer  in  the  county  of  Owen; 

No.  286 — An  act  authorizing  a  relocation  of  a  part  of  the  Cumber- 
land and  Huntington  state  road; 

No  306 — An  act  to  amend  the  act  entitled  an  act  to  establish  a  state 
road  from  Martinsville  in  Morgan  county,  via  Middletown  in  Owen 
county  to  John  Chance's  ferry  on  Eel  river,  thence  to  Haynes'  old  cabin 
in  Vigo  county,  approved  Jan.  31,  1835; 

And  the  following  bill  originating  in  the  Senate, 

No.  87 — An  act  to  incorporate  the  Salem  Savings  Institution; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

A  message  from  the  Senate,  by  Mr.  Foster,  their  assistant  secretary: 

Mr.  Speaker — 

The  Senate  have  passed  a  bill  from  the  House  of  Representatives 
(No.  282)  entitled  an  act  to  incorporate  the  Connersville  and  Fort 
Wayne  savings  institutions  and  insurrance  companies,  with  an  amend- 
ment thereto,  which  is  by  adding  an  additional  section,  (No.  23 ;) 

In  which  the  concurrence  of  the  House  is  requested. 

Which  said  amendment  was  read  and  concurred  in. 

Mr.  Hubbard  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  have  compared  the  enrolled  with  the  engrossed  bills  that  origi- 
nated in  the  Senate  with  the  following  tiles,  to-wit: 

No.  75 — An  act  to  amend  an  act  entitled  an  act  for  the  promotion  of 
schools  m  and  for  the  sale  of  lands  belonging  to  the  Yincennes  donation 
lract,approved  Feb.  7,  1835. 

No.  112 — An  act  to  amend  the  several  laws  relative  to  domestic  and 
foreign  attachments; 
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No.  115— An  act  to  vacate  a  part  of  the  Mooresvilie,  Danville,  and 
Crawfordsville  state  road ; 

And  find  the  sametrul)'  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered^  That  the  clerk  carry  th€m  to  the  Senate  for  the  signature 
of  their  President. 

A  message  from  his  Excellency  the  Governor,  by  Mr.  Ketcham,  his 
private  Secretary: 

Mr.  Speaker — 

I  am  directed  by  his  Excellency  the  Governor  to  inform  the  House 
of  Representatives,  that  on  the  6th  February  1836,  he  approved  the 
acts  entitled  as  follows: 

No.  215 — An  act  to  organize  the  county  of  Noble; 

No.  103 — An  act  for  the  incorporation  of  Dublin; 

No.  17 — An  act  to  incorporate  the  Lawrenceburgh  and  Harrison 
turnpike  company ; 

j^o.  1 70— An  act  to  incorporate  the  town  of  Milton  in  Wayne  county ; 

No.  237 — An  act  to  change  the  name  of  Middletown  in  the  county 
of  Tippecanoe  to  West  Point; 

A  message  from  the  Senate  by  Mr.  Foster,  their  assistant  secretary: 

Mr.  Speaker — 

The  Senate  have  passed  the  engrossed  bill  of  the  House  of  Repre- 
sentatives, entitled  as  follows: 

No.  211— An  act  for  the  survey  of  a  turnpike  road  from  Mount 
Vernon  to  Princeton. 

And  the  House  adjourned. 

2  o'clock^  P.  M^ 

The  House  met. 

Mr.  Brown,  having  obtained  leave,  presented 

A  bill  [No.  316]  to  amend  the  act  entitled  an  act  to  change  the  time 
of  holding  courts  in  the  first  circuit. 

Mr.  Phelps,  having  obtained  leave,  presented 

A  bill  [No.  317]  declaring  a  certain  road  therein  named,  a  state  road. 

Mr.  Thompson  of  A.,  having  obtained  leave,  presented 

A  bill  [No.  319]  to  incorporate  the  Kraco  steam  mill  and  manufac- 
turing company;  and  also 

A  bill  [No.  321]  to  establish  a  certain  state  road; 

Which  were  severally  read  three  times  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 


4.m 

Ordered^  That  they  be  entitled  acts  and  that  the  clerk  carry  them 
<o  the  Senate  and  ask  their  concurrence  therein, 

Mr.  Moore,  having  obtained  leave,  presented 

A  memorial  and  joint  resolution  [No.  318]  to  the  Congress  of  the 
United  States,  and 

Mr.  Mason,  having  obtained  leave,  presented 

A  joint  resolution  [No.  320]  on  the  subject  of  the  militia; 

Which  were  severally  three  times  read  and  passed,  (the  rules  of  the 
House  having  first  been  dispensed  with.) 

Ordered,,  That  the  clerk  inform  the  Senate  thereof  and  ask  their  con- 
currence therein. 

Mr.  Willett,  from  the  committee  of  Ways  and  means,  made  a  report 
in  relation  (o  the  finances,  &c.;  when, 
On  motion  of  Mr.  Stapp, 

Resolved,  That  the  reports  and  documents  be  printed,  and  an  equal 
number  thereof  be  sent  by  the  Secretary  of  State,  through  the  mail,  to 
each  member  of  the  Senate  and  House  of  Representatives* 

Mr.  Willett,  having  obtained  leave,  presented  the  remonstrance  of 
aundry  Citizens  of  the  county  of  Rush,  against  the  petition  hereto- 
fore presented,  praying  an  additional  justice  of  the  peace  in  Anderson 
township  in  said  county  of  Rush; 

Which,  on  his  motion,  was  laid  on  the  table, 

Mb.  Speaker — 

The  Senate  has  passed  bills  of  the  House  of  Representatives,  with 
amendments  to  each,  of  the  following  titles  &c. 

No.  271 — An  act  to  incorporate  the  Lafayette  Insurance  Company; 

No.  144 — An  act  to  incorporate  the  New  Albany  Savings  Institu- 
tion; 

In  which  amendments  the  concurrence  of  the  House  of  Represen- 
tatives is  requested. 

The  amendments  of  the  Senate  to  the  Engrossed  bill  of  the  House 
of  Representatives  [No.  271]  named  in  said  message,  were  read  and 
concurred  in  by  the  House. 

On  motion  of  Mr.  Stapp, 

The  House  disagreed  to  the  amendments  of  the  Senate  to  the  bill 
named  in  the  message  [No.  144.] 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

Mr,  Johnston  from  the  joint  commiit-^e  on  enrolled  bills,  reported  that 
they  did,  on  this  dav,  present  to  his  Excellency  the  Governor,  for  his 
approval  and  signature,  bills  of  the  Senate  of  the  following  titles,  viz: 

j^o.  31 — An  act  to  aropnd  an  act  incorporating  congressional  town- 
ships and  providing  for  public  schools  therein,  approved  Feb.  2,  13^3; 

jsfo.  71 — An  act  to  iocornorate  the  Troy  Savings  institution  and 
Insurance  Ca;ripany ; 

No.  62— An  act  to  incorpcraie  the  Clark  county  Trading  and  Ma- 
Eutacturing  company? 
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No-  64 — An  act  for  the  relief  of  Elizabeth  Norland,  widow  of  Mat- 
thias Nowlaod,  deceased; 

No.  75 — An  act  to  amend  an  act  entitled  an  act  for  the  promotion  of 
schools  in,  and  for  the  sale  of  lands  belonging  to  the  Vincennes  dona- 
tion tract,  approved  February  7,  1835; 

No.  87 — An  act  to  incorporate  the  Saiem  Savings  Institution; 

No.  92 — An  act  to  incorporate  the  Charlestown  Savings  Institutioni 

No.  93 — An  art  to  locate  a  state  road  in  Posey  county; 

No.  103 — An  act  to  incorporate  the  Fulton  company; 

No.  105 — An  act  to  incorporate  the  Websterian  Social  Library; 

No.  108 — An  act  to  authorize  certain  Individuals  therein  to  build  a 
toll  bridge  across  the  Kankakee  river; 

No.  109 — An  act  to  provide  for  the  election  of  a  justice  of  the  peace 
in  or  near  Milroy  in  Rush  county; 

No.  112 — An  act  to  amend  the  several  laws  relative  to  domestic  and 
foreign  attachments; 

No.  115 — An  act  to  vacate  a  part  of  the  Mooresville,  Danville,  and 
Crawfordsville  state  road; 

No.  233 — An  act  to  change  the  time  of  holding  courts  in  the  fifth  ju- 
dicial circuit; 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  reported  that 
they  did  on  this  day  present  to  the  Governor,  for  his  approval  and 
signature,  bills  of  the  following  titles,  viz: 

No.  10 — An  act  to  authorize  certain  persons  therein  named  to  erect 
a  dam  across  the  St.  Joseph  river; 

No,  20 — An  act  to  amend  the  act  entitled  an  act  to  re-locate  a  cer- 
tain state  road  in  the  counties  of  Hancock  and  Henry,  approved  Feb. 
7,  1835,  and  for  other  purposes; 

No.  87 — An  act  to  incorporate  the  northern  insurance  company; 

No.  127 — An  act  to  incorporate  the  Miami  Bridge  company; 

No.  l45 — An  act  to  revive  and  amend  an  act  entitled  an  act  to  pro- 
vide for  the  sale  of  certain  lands  therein  named; 

No.  161 — An  act  supplemental  to  an  act  entitled  an  act  to  regulate 
the  practice  in  suits  at  law,  approved  January  29, 1831; 

No.  228 — An  act  appropriating  so  much  of  the  3  per  cent,  fund  as 
is  now  due  to  Greene  county ; 

No.  250 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wayne  and  Union  turnpike  company,  approved  February  7,  1835;  and 
to  incorporate  the  Rush,  Fayette,  and  Union  turnpike  company; 

No.  25 1 — An  act  to  amend  an  act  entitled  an  act  to  prevent  the  sale 
of  ardent  spirits  to  Indians,  approved  Feb.  3,  1 832 ; 

No.  266 — An  act  to  vacate  a  part  of  the  public  common  in  the  town 
of  Spencer  in  the  county  of  Owen ; 

No.  270— An  act  for  the  relief  of  Stephen  Prickle, 

No.  '286 — An  act  authorizing  the  re-location  of  a  part  of  the  Cum  - 
berland  and  Knightstown  state  road; 

No.  306 — An  act  to  amend  the  act  entitled  an  act  "to  eslablish  a 
state  road  from  Martinsville,  in  Morgan  county,  via  Middletown  in 
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Owen  county,  to  John  Chances*  Ferry  on  Eel  rirer,  thence  to  Haynes' 
old  cabin,  in  Vigo  county,"  approved  January  Slst,  1835; 

Mr,  Johnston  fron  ihp.  joint  committee  of  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bill  origina* 
ting  in  the  House  of  Representatives,  of  the  following  title,  to-wit: 

No.  233 — An  act  to  change  the  lime  of  boldiog  courts  in  the  5th  ju* 
dicial  circuit; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  game. 

Ordsredy  That  the  clerk  carry  it  to  the  Senate  for  the  signature  of 
the  president  thereof. 

Mr.  Huckleberry  from  the  joint  committee  on  enrolled  bills,  report- 
ed that  they  have  compared  the  enrolled  with  the  engrossed  bilU  of 
the  Senate  of  the  following  titles,  to-wit: 

No.  62 — An  act  to  incorporate  the  Clarke  County  Trading  and  Man- 
ufacturing Company; 

No.  92 — An  act  to  incorporate  the  Charlestown  savings  institution; 

And  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  the  same. 
"  Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  fiigoature 
of  the  president  thereof. 

Mr.  Johnston  moved  to  take  from  the  table  the  engrossed  bill  of  the 
Senate  No.  54,  to  provide  that  certain  citizens  may  procure  land. 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  affirmative  are, 

Messrs.  Bennett,  Brown,  Chamberlain,  Collins,  Craig  of  M.,  Curtis, 
Gardner,  Hubbard,  Johnston,  Lee  of  B.,  Mason,  McCarty,  Morris, 
Stapp,  Strain,  Thompson  of  J.,  Walker  of  S.,  Watt,  and  Smith, 
Speaker — 1 8. 

And  those  who  voted  in  the  negative  are^ 

Messrs.  Armstrong,  Boone,  Carr,  Clark  of  Washington,  Cole, 
Cushman,  Edwards,  Harrow,  Huckleberry,  Jones,  McBean,  Moore, 
Ray,  Steele,  Thonpson  of  L.,  Walker  of  D.,  Willelt,  and  Zenor— 19. 

And  so  said  bill  was  not  taken  from  the  table. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bilh  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  of  the 
House  of  Representatives  of  the  following  titles,  to-wit: 

No.  211 — An  act  for  the  survey  of  a  turopike  road  from  Moant  Ver- 
non to  Princeton , 
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Ko.  *!Z — An  act  to  empower  Alexis  Coquillard  and  others  to  dram 
'«ff  thre  water  of  the  Kankakee  ponds; 

No.  268 — A  joint  memorial  and  resolution  on  the  subject  of  the 
Wabash  and  Erie  canal; 

No.  272— An  act  (o  renew  the  corner?,  stakes,  and  boundaries  of  the 
town  of  Greenfield,  the  seat  of  justice  of  Hancock  county; 

No.  277 — An  act  to  vacate  the  town  of  Cynthiana  in  Hamilton 
county; 

No.  289 — A  joint  resolution  to  extend  the  lime  of  the  public  print- 
ing for  1835-.6; 

No.  274— An  act  authorizing  the  inhabitants  of  New  TowninFoun> 
tain  county,  to  become  incorporated; 

And  the  following  which  oiignated  in  the  Senate,  to-wit: 

No.  114 — An  act  to  authorfse  the  loaning  of  the  moneys  of  congrei* 
•eional  townships,  which  may  be  paid  into  the  treasury; 

No.  76 — An  act  for  the  improvement  of  the  Michigan  road  and  for 
other  purposes; 

No.  85 — An  act  to  change  the  mode  of  doing  county  business  in  the 
county  of  Washington  and  for  other  purposes; 

And  find  the  same  truly  enrolled; 
Whereupon, 

The  Speaker  signed  the  same. 

'Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Ray  moved  to  take  from  the  table  the  engrossed  bill  of  the  Sen- 
ate No.  54  lo  provide  that  certain  persons  may  obtain  land; 

Which  motion  was  decided  in  the  negative. 

Mr,  Hubbard  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  the  enrolled  with  the  engrossed  bills  that  ori- 
ginated in  the  Senate  of  the  following  titles,  to-wit: 

No.  77 — An  act  in  relation  to  certain  sections  of  the  Wabash  and 
ErieCanHl; 

No.  71 — An  act  to  incorporate  the  Troy  savings  institution  and  in- 
eurancc  company, 

And  find  the  same  truly  enrolled; 
Wliereupon, 

The  Speaker  signed  the  same. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  president. 

Mr.  Speaker — 

The  Senate  have  passed  engrossed  bills  of  the  Senate  of  the  follow- 
ing titiep,  viz: 

No.  55 — An  act  to  provide  for  the  appointment  of  a  keeper  of  the 
utate  house; 

No.  68— A  bill  to  amend  the  act  entitled  an  act  for  the  relief  of  the 
poor,  approved  February  10,  1831 ;  aod, 
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No.  120 — A  bill  to  incorporate  the  town  of  BsUville  in  Hendricks 
countj; 

In  ail  which  they  ask  the  concurrence  of  the  House  of  Represen- 
tatives. 

The  Senate  has  concurred  in  all  the  nmcndmcnts  of  the  House  of 
Representalives,  to  the  following  bills  of  the  Senate,  viz: 

No.  8 — To  repeal  the  act  entitled  an  act  to  amend  the  several  acts 
regulating  jurisdiction  and  duties  ofjustices  of  the  peace  in  the  several 
counties  herein  named,  approved  Feb.  7, 1835,  so  far  as  the  provisions 
thereof  extend  to  the  counties  of  Orange  and  Washington; 

No.  69 — An  act  to  incorporate  the  Peru  and  Wabash  bridge  com- 
pany; 

No.  116 — An  act  to  appropriate  to  the  several  counties  in  this  state 
a  part  of  the  three  per  cent,  fund ; 

No.  56 — An  act  to  amend  an  act  entitled  an  act  to  regulate  the  mod© 
of  doing  county  business  in  the  several  counties  of  this  state ; 

No.  59 — An  act  to  incorporate  the  Rome  savings  institution. 

The  engrossed  bill  of  the  Senate  No.  55,  named  in  said  message,. 

Was  twice  read,  (the  rules  of  the  House  having  first  been  dis-- 
pensed  with),  and, 

On  mcMonof  Mr.  Huntington, 

Amended;  when, 
On  motion, 

Said  bill  was  laid  on  the  table. 

The  engrossed  bill  of  the  Senate  No.  68  therein  named,  was  twice 
read  (the  rules  of  the  House  being  suspended),  and, 
On  motion  of  Mr.  Wiliett, 

Laid  on  fhe  table. 

The  engrossed  bill  of  the  Senate  No.  120,  named  in  said  message, 

Was  three  times  read  and  passed,  (the  rules  of  the  House  having 
first  been  dispensed  with.) 

Ordered,  That  the  clerk  inform  the  Senate  thereof. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre*. 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  bills  of  the  following  titles  which  originated 
in  the  House  of  Representatives,  with  amendments  to  each; 

N^.  33 — An  act  to  amend  an  act  entitled  "an  act  directing  the  mode 
of  suing  out  wriis  of  habeas  corpus,"  approved  Jar,  \2,  1328; 

No.  204 — An  act  to  incorporate  the  V/hite  River  Bridge  Company; 

No.  208 — An  act  to  incorporate  the  Bedford  Insurance  Company; 

No.  267 — An  act  to  incorporate  the  Jeffersonville  and  New  Albanj 
Canal  Company; 

No.  293— -An  act  to  incorporate  the  Evansville  Insurance  Company ; 

No.  296 — ^An  act  making  specific  appropriations  for  the  year 

Also  a  joint  res«hitioD  of  the  House  of  Eeprcsentativtes  eotirledj^ 
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No.  288— A  joint  resolution  on  the  suhject  o/the  Ohio  and  Charles- 
ton rail  road ; 

Id  which  amendments  the  concurrence  of  the  House  of  Representa- 
tives is  requested. 

The  amendments  of  the  Senate  to  the  engrossed  bills  of  the  House 
©f  Representatives; 

Noo  204, 288,  and  287  were  severally  concurred  in  by  the  House; 

The  House  agreed  to  the  12,  23,  24  and  26th  amendments  of  the 
Senate  to  the  bill  of  the  House  of  Representatives; 

No.  296,  named  in  said  message,  with  amendments  to  each, 

And  on  motion. 

The  House  disagreed  to  the  17th  amendment  of  said  bill. 

The  residue  of  said  amendments  were  severally  read  and  concurred 
in  by  the  House. 

And  the  House  adjourned  until  7  o'clock,  this  evening. 

7  o'clock  P.  M. 

The  H'^^ise  met. 

On  motion  of  Mr.  Willett, 

The  bill  of  the  Senate  (No.  55),  to  provide  for  the  appointment  of  a 
Keeper  of  the  ^tate  house,  was  taken  from  the  table  and  read  the 
third  time. 

And  the  question  was  then  put,  shall  said  bill  passt 

And  the  ayes  and  noes  being  requested  thereon  by  two  membersy 

Those  who  voted  in  the  ajjirmative  ore, 

Messrs.  Armstrong,  Boone,  Brown,  Carr,  Chamberlain,  Clark  of 
Wayne,  Cole,  Collins,  Craig  of  M.,  Cushman,  Eggleston,  Hannaman, 
Harrow,  Howard,  Hubbard,  Huckleberry,  Huntington,  Jackson,  John- 
ston, Jones,  Lee  of  B.,  Liston,  Mason,  McBean,  McCarty,  Miller, 
Moore,  Morris,  Phelps,  Posey,  Ristine,  Smith,  Stapp,  Steele,  Thomp- 
son of  A.,  Thompson  of  J.,  Thompson  of  L.,  Walker  of  D.,  Walker  of 
S.,  Willett,  Zenor,  and  Smith,  Speaker — 42. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Bard  well,  Bennett,  Clark  of  Washington,  Curtis,  Ray  and 
Strain— 6. 

And  80  said  bill  passed. 

Ordered^  That  the  Clerk  inform  the  Senate  thereof. 

A  message  from  the  Senate  by  Mr.  Foster  their  assistant  Secretary, 

Mr.  Speakes — 

The  Senate  has  passed  an  engrossed  bill  entitled 
No.  24 — An  act  to  amend  "an  act  for  opening  and  repairing  public 
reads  ted  highTvays,"  approved  Febfuary  lOj  1831^ 
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In  which  the  concurrence  of  the  House  of  RepreientativeB  is  re- 
quested. 

Which  8aid  bill  was  twice  read,  and 

On  motion  of  Mr.  Bennett,  laid  upon  the  table. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Sfeasbh — 

The  Senate  has  passed,  with  one  amendment,  the  engrossed  bill  of 
the  Honse  of  Representatives,  (No.  311),  entitled  an  act  making  gen- 
eral appropriations  for  1836; 

In  which  amendment  the  concurrence  of  the  House  of  Represent- 
atives is  requested. 

The  amendment  of  the  Senate,  to  sail  bill,  was  read  and  concurred 
in  by  the  Heuse. 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills,  made  the 
following  report,  to-wit: 

Mir.  Speaker — 

The  joint  committee  on  enrolled  bills  report.  That  they  did,  on  this 
day,  present  to  his  Excellency,  the  Governor,  for  his  approval  and  sig- 
nature, bills  of  the  Senate  of  the  following  titles,  to-wit: 

No.  76 — An  act  for  the  improvement  of  the  Michigan  road  and 
for  other  purposes; 

No.  77 — An  act  in  relation  to  certain  sections  of  the  Wabash  and 
Erie  Canal. 

No.  85 — An  act  to  change  the  mode  of  doing  county  business  in  the 
County  of  Washington,  and  for  other  purposes; 

No.  114 — An  act  to  authorize  the  loaning  of  the  monies  of  Con- 
gressional townships  which  may  be  paid  into  the  treasury; 

Also  bills  and  joint  resolutions  of  the  House  of  Representatives,  of 
the  following  titles,  to-wit: 

No.  73. — An  act  to  empower  Alexis  Coquillard  and  others  to  drain 
off  the  water  of  the  Kankakee  Ponds ; 

No.  211 — An  act  for  the  survey  of  a  turnpike  road  from  Mount  Ver- 
non to  Princeton-, 

No.  288 — A  memorial  and  joint  resolution  on  the  subject  of  the 
Wabash  and  Erie  Canal; 

No.  272 — An  act  to  renew  the  corners,  stakes,  and  boundaries  of  the 
town  of  Greenfield,  the  seat  of  justice  of  Hancock  county; 

No.  274 — An  act  authorizing  the  inhabitants  of  Newtown,  in  Foun- 
tain county  to  become  incorporated ; 

No.  277 — ^An  act  to  vacate  the  town  of  Cynthiana  in  Hamilton 
county ; 

No.  289— A  joint  resolution  to  eytend  the  time  ^/  the  public  print- 
ing for  1835-6-  '  ^   c 


470 

A  message  from  the  Senate  by  Mr.  Morrison  their  principnl  [Secre-' 
tary. 

Mr.  Speaker — 

The  Senate  has  passed,  without  amendment,  engrossed  bills  of  the 
House  of  Representatives,  entitled  as  follows: 

No.  305 — An  act  to  incorporate  the  Princeton  and  Wabash  rail  road 
company ; 

No.  278 — An  act  to  incorporate  the  Brownstown  turnpike  company; 

No.  195 — An  act  providing  for  the  incorporation  of  the  Freedom 
Steam  mill  company; 

No.  249 — An  act  to  incorporate  the  Bloomington  Savings  Institution; 

No.  284 — An  act  supplementary  to  an  act  entitled  an  act  to  amend 
the  act  entitled  an  act  establishing  a  State  Bank,  approved  Jan.  1836. 

No.  313 — An  act  appropriating  certain  portions  of  the  3^ per  cent, 
fund  in  Dearborn  county; 

A  message  from  the  Senate,  by  Mfa.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  insisted  on  its  I7th  amendment  of  the  engrossed  bill 
from  the  House  of  Representatives  (No.  296)-,  entitled  "an  act  making 
specific  appropriations  for  the  year  1836,''  and  concurred  in  the  amende 
ments  of  House  of  Representatives  made  to  the  26th  amendment  of 
the  Senate,  except  the  one  marked  12th,  to  which  the  Senate  has  disa- 
greed. 

The  Senate  have  appointed  Messrs.  Shaw  and  Maston  a  committee 
of  free  conferrence  on  the  part  of  the  Senate,  to  take  into  considera- 
tion, in  conjunction  with  a  similar  committee  on  the  part  of  tne  House, 
the  subject  matter  of  difference  between  the  two  Houses  thereon,  and 
request  a  similar  committee  on  the  part  of  the  House. 
On  motion  of  Mr.  Morris, 

The  House  of  Representatives  continued  to  insist  on  their  disagree- 
ment to  the  17th  amendment  of  the  Senate  to  said  bill  (No.  296)  named 
in  said  message,  and 

Messrs.  Ray  and  Huntington  were  appointed  a  committee  of  free 
conferrence  on  the  part  of  the  House,  to  take  into  consideration,  in  con- 
junction with  the  committee  on  the  part  of  the  Senate,  the  disagree- 
ing votes  of  the  two  Houses  on  the  said  17th  amendment  of  the  Senate 
to  said  bill,  and 

On  motion  of  Mr.  Morris, 

The  House  insisted  on  their  12lh  amendment  to  the  26th  amend- 
ment of  the  Senate  to  said  bill,  and 

Messrs.  Morris  and  Thompson  of  L.  were  appointed  a  committee  of 
free  conference  on  the  part  of  the  House  of  Representatives,  to  take 
into  consideration,  with  a  similar  committee  to  be  appointed  on  the  part 
of  the  Senate,  the  disagreeing  votes  between  the  Houses  on  said  a- 
mendment  of  the  House  of  Representatives  to  the  26tb  amendmeot  oi 
the  Senate  to  said  bill. 
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Ordered,  That  the  clerk  inform  the  Senate  thereof,  and  a  sintilar 
committee  on  their  part  requested. 

A  message  from  the  Senate,  by  Mr.  Morrison  their  principal  Sec- 
retarj: 

The  Senate  has  concurred  in  the  amendment  of  the  House  of  Rep- 
resentatives to  the  bit!  of  the  Senate, 

No.  55— Entitled  an  act  to  provide  for  the  appointment  of  a  keeper 
of  the  state  house; 

And  passed  engrosed  bills  from  the  House  of  Representatives  of  the 
following  titles: 

No.  125 — An  act  to  amend  an  act  entitled  an  act  relative  to  crime 
and  punishment,  approved  Feb.  10,  1831 ; 

No.  315 — -An  act  relative  to  the  commissioners  of  the  canal  fund; 
the  first  with,  and  the  latter  without  amendment. 

The  Senate  continues  to  insist  on  its  disagreement  to  the  12tb 
amendment  of  the  House  of  Representatives  to  the  26lh  amendment 
of  the  Senate  to  the  engrossed  bill  of  the  House  of  Representives, 
No.  296,  entitled  an  act  making  specific  appropriations  for  the  year 
1836,  and  have  appointed  Messrs.  Thompson  and  Whitcomb  a  commit- 
tee of  free  conference  on  the  disagreeing  votes  of  the  two  Houses  on 
the  said  12th  amendment  of  the  House  to  the  26th  amendment  of  the 
Senate. 

Mr.  Ray  from  the  committee  of  free  conference  on  that  subject, 
made  the  following  report; 

The  committee  of  free  conference  appointed  upon  the  part  of  the 
House  of  Representatives,  to  take  into  consideration  with  a  similar 
committee  on  the  part  of  the  Senate,  the  disagreeing  votes  of  the  two 
Houses  on  the  17th  amendment  of  the  Senate  to  the  bill  of  the  House 
making  specific  appropriations  for  the  year  1 836,  and  the  12th  amend- 
ment of  tiie  House  to  an  amendment  of  the  Senate  to  said  bill  report 
that  they  have  had  the  subject  matter  of  disagreement  under  consid- 
eration and  are  unable  to  agree  upon  the  same,  and  ask  to  be  dischar- 
ged from  the  further  consideration  thereof; 

Which  said  committee  was  so  discharged. 
On  motion. 

The  House  of  Representatives  continued  to  insist  on  their  disagree- 
ment to  the  17th  amendment  of  the  Senate  to  said  bill; 

And  Messrs.  Willelt  and  Johnston  were  appointed  on  the  part  of 
the  House  of  Representatives,  a  committee  of  free  conference  to  take 
into  consideration  in  conjunction  with  a  similar  committee  to  be  ap- 
pointed on  the  part  of  the  Senate,  the  disagreement  of  the  two  Houses 
thereon. 

Ordered,  That  the  clerk  inform  the  Senate  and  a  similar  committee 
on  their  part  be  requested. 
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A  messnge  from  the  Senate  b/  Mr.  Foster  (heir  astista&t  Secretary; 
Mr.  Speaker — 

The  Senate  has  passed  engrossed  bills  of  the  House  of  Representa- 
tives as  follows,  to-wit: 

No.  317 — An  act  to  declare  two  certain  roads  therein  named,  state 
roads; 

No.  319 — An  act  to  incorporate  the  Cracow  steam  mill  and  manu- 
facturing company. 

A  message  from  the  Senate  by  Mr.  Foster  their  assistant  Secretary: 
Mr.  Speaker— 

The  Senate  has  concurred  in  the  amendment  of  the  House  of  Rep- 
resentatives to  the  amendment  of  the  Senate  to  the  engrossed  bill  of 
the  House  of  Representatives  No.  267,  entitled  an  act  to  incorporate 
the  JeJOfersonvilleand  New  Albany  canal  company. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker —  ^ 

The  Senate  has  continued  toinsist'on  its  17lh  amendment  to  the  en- 
grossed bill  from  the  House  of  Representatives  entitled  an  act  making 
specific  appropriations  for  1836,  and  having  discharged  its  first  com- 
mittee of  free  conference,  has  appointed  Messrs.  Morgan  and  Hillis  a 
like  committee  to  take  into  consideration  the  disagreement  of  the  two 
Houses  on  said  amendment  and  request  a  similar  committee  on  the  part 
of  the  House. 

Mr.  Thompson  of  L.,  from  the  joint  committee  of  free  conference 
made  the  following  report: 

Mr.  Speaker — 

The  committee  of  free  conference  to  whom  was  referred  the  disa- 
greement between  the  House  of  Representatives  and  the  Senate  in  re- 
lation to  the  12th  amendment  of  the  House  to  the  26th  amendment  of 
the  Senate  to  the  bill  of  the  House  entitled  a  bill  making  specific  ap- 
propriations for  the  year  1336,  have  had  the  same  under  consideration 
and  a  majority  of  said  committee  have  agreed  to  recommend  the  ap- 
propriation of  $100  per  f?nnum  to  the  Secretary, Treasurer,  and  Audi- 
torof  State  each,  as  an  extra  allowance  for  clerk  hire,  to  said  officers; 

Which  was  concurred  in  by  the  House. 

Ordered^  That  the  clerk  inform  the  Senate  thereof. 
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A  message  from  the  Senate  by  Mr.  Morrison,  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  the  engrossed  blil  No.  321,  from  the  House 
of  Representatives,  enlilled  an  act  to  establish  a  certain  state  road, 
without  amendment. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Sec 
retary; 

Mr.  Speaker — 

T'he  Senate  has  passed  without  amendment  engrossed  bills  from 
the  House    of   Representatives; 

No.  314 — Entitled  an  act  to  incorporate  the  Eel  river  bridge  com- 
fsany , 

No,  303— An  act  for  the  relief  of  Ellas  Murray, 

No.  309 — An  act  authorizing  the  locationof  a  state  road; 

No.  1 13 — An  act  to  extend  the  provisions  of  an  act  therein  named 
to  Bartholomew  county; 

No.  308 — An  act  to  change  the  name  of  the  town  of  Carthage  in 
Putnam  countyj 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre- 
tary: 

Mr.  Speaker — 

The  Senate  has  passed  without  amendment  an  engrossed  bill  of  the 
House  of  Representatives, 

No.  216 — Entitled  an  act  to  amend  the  act  entitled  an  act  to  change 
the  time  of  holding  the  courts  in  the  first  circuit. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secre« 
tary: 

The  Senate  has  refused  to  concur  in  the  report  of  the  joint  commit- 
tee of  free  conferrence  appointed  on  the  l^th  amendment  of  ihe  House 
of  Representatives  to  (he  23th  amendment  of  the  Senate  to  the  en- 
grossed bill  from  the  House  of  Representatives,  (No.  296)  entitled 
an  act  making  specific  appropriations  for  1836,  has  discharged  its  com- 
mittee and  continue  to  insist  on  said  12th  amendment  to  26lh  amend- 
ment, and  appointed  Messrs.  Morgan  and  Boone  a  like  committee  of  free 
conferrence  to  take  the  subject  matter  of  difFerence  into  consideration, 
and  a  similar  committtee  is  requested  on  the  part  of  the  House  of  Re- 
presentatives. 

On  motion, 

The  House  of  Representatives  continued  to  insist  on  their  12th 
•BMndmeQt  to  the  26tb  amendment  of  the  Senate  to  said  bill,  and 
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Messrs.  Willett  and  Johnston  were  appointed  a"committee  of  free  con- 
ferrence  on  the  part  of  the  House  of  Representatives,  to  take  into  con- 
sideration, in  conjunction  with  the  committee  on  the  part  of  the  Senate, 
the  subject  matter  of  the  disagreeing  votes  of  the  two  Houses  thereon. 

Ordered^  Thai  t!vj  clerk  intoini  the  Senate  thereof. 

Mr.  Hubbard,  from  the  joint  committee  on  enrolled  bills,  reported 
that  they  have  compared  tiie  enrolled  with  the  engrossed  bills,  of 
the  Senate  of  the  following  titles,  io  wit: 

No.  36 — An  act  to  amend  the  act  for  opening  and  repairing  public 
roads  and  highways,  approved  Feb.  10,  1831; 

?Io,  56 — An  act  to  amend  an  act  entitled  an  act  to  regulate  the  mode 
of  doing count}^  business  in  this  state; 

Aiid  find  the  same  truly  enrolled. 
Whereupon, 

The  Speaker  signed  said  bills. 

Ordered^  That  the  clerk  carry  them  to  the  Senate  for  the  signature  of 
their  President. 

Mr,  Johnston,  from  the  joint  committee  on  enrolled  bills,  re- 
ported that  they  have  compared  the  .enrolled  with  the  engrossed  bills 
©f  the  Senats  of  the  following  title?,  to  wii: 

No.  53 — An  act  relative  to  county  orders  in  the  county  of  Parke; 

No.  1 19 — An  act  to  attach  the  counties  of  Lake  and  Whitley  to  or- 
ganized cou..ti33  for  judicial  purposes; 

No.  S — An  act  to  repeal  the  act  entitled  an  act  to  anr.end  the  several 
acts  regulating  the  jurisdiction  and  duties  of  justices  of  the  peace  in 
tlie  several  counties  herein  named,  approved  Feb.  7,  1835,  so  far  as  the 
provision  thereof  relates  tc  the  county  of  Washington; 

And  find  tne  same  truly  enrolled. 

Whereupon,  the  Speaker  signed    the  same. 

Orihre'L,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  their  President. 

Mr.  Wilieit,  from  (he  joint  committee  of  free  conferrence  on  that 
subject,  made  tlie  foHoring  reports 

Mr.  Speaker^- 

The  committee  of  free  conferrence,  to  which  was  referred  the  disa- 
grssing  votes  of  (he  two  Houses  on  the  l^th  amendment  of  the  House 
to  the  '26th  amendment  of  the  Senate  io  the  bill  (No.  296)  of  the 
House,  making  specific  appropriations  for  the  year  183G;  have  agreed 
to  atrike  outofthe  iimendfni,!nt  of  the  House,  the  words  "and  tifty,"  kav- 
ing  the  nllowance  to  ihe  Secretary  of  State  one  hundred  dollars. 

And  also  on  the  ITlh  amendment  of  the  Senate,  have  agreed  to 
strikeout  (he  Senate's  amendment,  all  the  allowance  to  said  reporter, 
and  insert  as  follows,  viz: 

'*That  F.  W.  Emmons  be  allowed  one  hundred  and  twenty  dollars 
for  his  services  as  reporter  of  the  procedings  of  the  Senate  during  the 
present  session  of  the  General  Assembly." 

So  much  of  said  -report .  as  relates  to  the  12th  amendment  of  the 
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House  of  Representatives  to  the  26th  amendment  of  the  Senate  to  said 
bill  of  lh#  House  of  Representatives,  (296)  was  concurred  in. 

Mr.  Willett  moved  that  the  House  concur  in  the  residue  of  said  re- 
port, 

And  the  ayes  and  noes  being  requested  thereon  by  two  members, 

Those  who  voted  in  the  ajirmative  are, 

Mesrrs.  Boone,  Brown,  Collins,  Eggleston,  Hannnman,  Harrow, 
Hubbard,  Jackson,  Johnston,  Jones, Lee  of  B.,  Mason,  Maccy,  McBean, 
Miller,  Morris,  Ray,  Risline,Stapp,  Steele,  Thompson  of  L.,  Willett^ 
and  Smith,  Spealier — 22. 

And  those  who  voted  in  the  negative  are, 

Messrs.  Armstrong,  Bennett,  Clark  of  Wayne,  Clark  of  Washington, 
Craig  of  M.,Ca!:li?,  Cushman,  Edwards:,  Howard,  Hiinlinglon,  Mc- 
Carty,  Phelps,  Strain,  Thompson  of  A.,  Walker  of  D.,  Walker,  of  S,, 
Wait,  Wilson,  and  Zenor — 19. 

And  so  said  report  was  concurred  in. 

A  message  from  the  Senate  by  Mr.  Morrison  their  principal  Secrs-. 
tary : 

Mr.   Sl'EAlLER— . 

The  Senate  has  concurred  in  the  several  reports  of  the  joint  com- 
mittee of  free  conferrcnce  on  the  disagreeing  votes  cf  the  two  Houses 
on  the  i2th  amendment  of  (he  House  of  Representatives  to  the  26th 
amendment  of  the  Senate,  and  the  17th  amendment  of  the  Senate  to. 
the  engrossed  bill  from  the  House  of  Representatives,  (No.  296)  enli- 
Ued  an  act  making  specidc  appropriations  for  1836. 

And  the  House  adjourned  until  Monday  morning  5  o'clock. 


MONDAY,  Februarit  8,  1836. 

The  House  met. 

Mr.  Johnston  from  the  joint  committes  on  enrolled  bills,  reported' 
that  they  had  compared  the  enrolled  with  the  engrossed  bills  of  the 
House  of  the  following  titles,  to  wit: 

No.  189— An  act  to  incorporate  the  South  Bend  mutual  insurance 
company; 

No.  279 — An  act  to  incorporate  the  Bethlehem  Savings  Institution; 

No.  249 — An  act  to  incorporate  the  Bloomington  savings  institntion; 

No.  282 — An  act  to  incorporate  the  Connersville  acd  Fort  Wayoe 
•avings  institutions  aad insurance  companies: 
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No.  33— An  act  i»  amend  an  act  entitled  an  act  directing  the  mode 
of  suing  out  writs  of  habeas  corpus,  app'd.  Jan.  12,  1828; 

No.  308 — An  act  to  change  the  name  of  the  town  of  Carthage  in 
Putnam  count  J ; 
No.  315 — An  act  relative  to  the  commissioners  of  the  canal  fund; 

No.  319 — An  act  to  incorporate  the  Kraco  county  steam  mill  and 
manufacturing  company; 

No.  309 — An  act  authorizing  the  location  of  a  state  road; 

Also  the  following  bills  which  originated  in  the  Senate  entitled  acts^ 
as  follows,  viz: 

No.  55 — An  act  for  the  appointment  of  a  keeper  of  the  state  house; 

No.  G9 — An  act  to  incorporate  the  Peru  and  Wabash  bridge  com- 
pany; 

No.  94 — An  act  to  incorporate  the  Rockport  savings  institution; 

No.  116 — An  act  to  appropriate  to  the  several  counties  in  this  state 
a  part  of  the  3  per  cent,  fund; 

No.  298 — An  act  authorizing  Amasa  Makepeace  to  apply  for  a  writ 
of  ad  quad  damnum^  to  establish  a  mill  on  White  river,  in  the  county 
of  Madison; 

No.  300 — An  act  to  authorize  an  additional  justice  of  the  peacc/or 
Franklin  township,  in  Marion  county; 

No.  301 — An  act  to  authorize  the  Board  doing  county  business  of  the 
county  of  Franklin,  to  lay  oil  a  street  in  the  town  of  Brookville  in 
said  county; 

No.  304 — An  act  supplemental  to  an  act  establishing  as  a  state  road 
the  county  road  from  Livonia  to  Geo.  Beck's,  approved  Jan.  30, 1836; 

No.  80— -An  act  to  amend  an  act  entitled  "An  act  to  amend  an  act 
to  regulate  the  mode  of  doing  county  business  in  this  State,"  approved 
February?,  1835; 

No.  163 — A  joint  resolution  on  the  subject  of  a  geological  survey  of 
the  State; 

No.  182 — An  act  to  allow  additional  compensation  to  officers  of  elec- 
tiors; 

No.  283 — An  act  to  authorize  the  citizens  of  Madison  township,  in 
the  county  of  Morgan,  to  elect  an  additional  justice  of  the  peace; 

No.  291 — An  act  to  authorize  the  Recorder  of  Boon  county  to  re- 
cord the  plat  of  Jamestown,  and  for  other  purposes; 

No.  117 — An  act  to  incorporate  the  Franklin,  Fayette  and  Rush 
Turnpike  company; 

No.  1 18 — An  act  providing  for  the  correction  of  a  mistake  in  a  deed 
therein  mentioned  for  part  of  the  plat  of  the  town  of  Newport,  and  for 
other  purposes; 

No,  107 — An  act  to  incorporate  the  Lagrange  county  manufactur- 
ing company ; 

Also  the  bills  of  the  House  of  Representatives  entitled  as  follows^ 

No.  314— An  act  to  incorporate  the  Eel  river  bridge  company; 

No,  216 — Ad  act  to  amend  an  act  entitled  an  aot  (o  change  the 
tiuBs  of  holding  the  courle  in  the  first  circ^jt^ 
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No.  3l7 — Ad  act  to  declare  two  cerlain  roads  therein  named,  state 
roads; 

No.  78 — An  act  amendatory  of  an  act  entitled  'an  act  relative  to 
county  seminaries,  approved  February  4, 1831: 

No.  214 — An  act  regulating  the  mode  of  doing  county  business  in 
the  counties  of  Daviess  and  Martin; 

No.  234 — An  act  to  incorporate  the  town  of  New  York  in  Switzer- 
land county; 

No.  '294 — An  act  to  record  and  incorporate  Wilson's  addition  to  the 
town  of  Crawfordsville; 

Also  bills  of  the  Senate  of  the  following  titles,  to-wit: 

No.  59 — An  act  to  incorporate  the  Rome  savings  institution; 

No.  120 — An  act  to  incorporate  the  town  of  Bellville,in  Hendricks 
county; 

And  also  the  following  bills  of  the  House  of  Representatives  of  the 
following  titles,  to-wit: 

No.  257 — An  act  to  incorporate  the  Michigan  City; 

No.  65  —An  act  to  authorize  the  appointment  of  a  special  county 
agent; 

No.  292 — An  act  to  incorporate  the  Vernon  savings  institution; 

No.  'ilC — An  act  to  provide  for  an  equitable  mode  of  levying  the 
taxes  of  this  state; 

No.  230 — An  act  to  attach  the  county  of  Morgan  to  the  15th  bri- 
gade of  Indiana  militia; 

No.  253 — An  act  for  the  incorporation  of  the  town  of  Knightstown; 

No.  287 — An  act  to  authorize  the  stateagent  of  Indianapolis  to  make 
a  deed  to  a  certain  lot  of  land  adjoining  Indianapolis  to  Wilks  Ragan; 

No.  293 — An  act  to  incorporate  the  Evansville  insurance  company } 

No.  296 — An  act  making  specific  appropriations  for  the  year  1836; 

No.  1 13 — An  act  to  extend  the  provisions  of  an  act  therein  named  to 
Bartholomew  county; 

No.  195 — An  act  providing  for  the  incorporation  of  the  Fredonia 
steam  mill  company; 

No.  267 — An  act  to  incorporate  the  Jeffersonville  and  New  Albany 
canal  company; 

And  have  found  the  same  truly  enrolled: 
Whereupon, 

The  Speaker  signed  the  same. 

Ordered,  That  the  clerk  carry  the  same  to  the  Senate  for  the  signa- 
ture of  their  president. 

Mr.  Johnson  from  the  joint  committee  on  enrolled  bills  made  the  fol- 
lowing report: 

Mr.  Speaker — 

The  joint  committee  on  enrolled  bills  report  That  they  did,  op  the 
6th  inst.  present  to  his  Excellency,  the  Governor,  for  his  approval  and 
signature,  bills  of  the  House  of  Representatirei,  of  the  following  ti- 
tles, to.wit; 
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No.  279 — An  act  to  incorporate  the  Bethlehem  Savings  Institution  j 

No.  189 — An  act  to  incorporate  the  South  Bend  Mutual  Insurance 
Connpany; 

No.  249 — An  act  to  incorporate  the  Bloomington  Savings  Institu- 
tion; 

No.  282 — An  act  io  incorporate  the  Connersville  and  Fort  Wayne 
Saving  Institution  and  Insurance  companies; 

No.  33 — An  act  to  amend  an  act  entitled  "an  act  directing  the  mode 
of  suing  out  writs  of  habeas  corpus,"  approved  January  12, 1828; 

No.  308 — An  act  to  cliangc  the  name  of  the  town  of  Carthage,  in 
Putnam  county; 

No.  315 — An  act  relative  to  the  commissioners  of  the  canal  fund; 

No.  319 — An  act  to  incorporate  the  Kraco  steam  mill  and  manu- 
facturing company; 

No.  309~An  act  authorizing  the  location  of  a  state  road ; 

Also  the  following  bills  which  originated  in  the  Senate  of  the  follow- 
ing titles,  to-wit: 

No.  55 — An  act  to  provide  for  the  appointment  of  a  Keeper  of  the 
State  house; 

No.  69  —An  act  to  incorporate  the  Peru  and  Wabash  bridge  com- 
pany; 

No.  94 — An  act  to  incorporate  the  Rockport  Savings  Institution ; 

No.  116 — An  act  to  appropriate  to  the  several  counties  in  this  state, 
a  part  of  the  three  per  cent  fund; 

No.  117 — An  act  to  incorporate  the  Franklin,  Fayette,  and  Rush, 
turnpike  company; 

No.  118 — An  act  providing  for  the  correction  of  a  mistake  in  a  deed 
therein  mentioned  for  part  of  the  plat  of  the  town  of  Newport,  and  for 
other  purposes; 

No.  107 — An  act  to  incorporate  the  Lagrange  county  mannfacturing 
company ; 

Al?o  the  following  bills  of  the  House  of  Representatives  of  the  fol- 
lowing titles,  to-wit: 

No.  314 — An  act  to  incorporate  the  Eel  river  bridge  company; 

No.  216 — An  act  to  amend  an  act  entitled  "an  act  to  change  the 
times  of  holding  the  courts  in  the  first  circuit; 

No.  817 — An  act  to  declare  two  certain  roads  therein  named,  state 
roads ; 

No.  78 — An  act  amendatory  of  an  act  entitled  an  act  relative  to 
county  seminaries;  approved  February  4,  1831; 

No.  14 — An  act  regulating  the  mode  of  doing  county  business  in  the 
counties  of  Daviess  and  Martin ; 

No.  234 — An  act  to  incorporate  the  town  of  New  York,  in  Switzer- 
land county; 

No.  294 — An  act  to  record  and  incorporate  Wilson's  addition  to  the 
town  of  Crawfordsville; 

Also  bills  of  the  Senate  of  the  following  titles,  to-wit: 

No.  69 — An  act  to  incorporate  the  Ronne  Savings  Institution ; 

No.  120 — An  act  to  incorporate  the  towu  of  Belvillc,  in  Hen- 
dricks county: 
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And  also  the  following  bills  of  the  Ho-use  of  Representatives,  to=wit: 

No.  257— An  act  to  incorporate  Michigan  City; 

No.  65 — An  act  to  authorize  the  appointment  of  a  special  county 
agent; 

No.  292 — An  act  to  incorporate  the  Vernon  Savings  Institution; 

No.  21C — An  act  to  provide  an  equitable  mode  of  levying  the  taxes 
of  this  state; 

No.  230 — An  act  (o  attach  the  county  of  Morgan  to  the  15th  Bri- 
gade of  Indiana  Militia; 

No.  287 — An  act  to  authorize  the  State  Agent  of  Indianapolis  to 
make  a  deed  to  a  certain  lot  of  land  adjoining  Indianapolis,  to  Wilks 
Reagan ; 

No,  293 — An  act  to  incorporate  the  Evansville  Insurance  company; 

No.  296 — An  act  making  specific  appropriations  for  the  year  1836; 

No.  113 — An  act  to  extend  the  provisions  of  an  act  therein  named, 
to  Bartholomew  county; 

No.  195 — An  act  providing  for  the  incorporation  of  the  Fredonia 
Steam  Mill  company; 

No.  267 — An  act  to  incorporate  the  Jeffersonville  and  New  Albany 
Canal  company; 

Mr.  Johnston  from  the  joint  committee  on  enrolled  bills  reported 
that  they  did,  on  the  6th  inst.  present  to  his  Excellency,  the  Governor, 
for  his  approval  and  signature,  bills  of  (he  following  (itles,  to-wit: 

No.  8 — An  act  to  repeal  the  act  entitled  "an  act  to  amend  the  sev- 
eral acts  regulating  the  jurisdiction  and  duties  of  Justices  of  the  Peace 
in  the  several  counties  herein  named,"  approved  February  7,  1835,  so 
far  as  the  provision  thereof  relates  to  the  county  of  Washington. 

No.  119 — An  act  attaching  the  counties  of  Lake  and  Whitley  to  or- 
ganized counties  for  judicial  purposes; 

No.  91 — An  act  to  locate  a  state  road  from  Greencastle,  in  Putnam 
county,  via  Carthage  in  said  county  to  Martinsville,  in  Morgan  county; 

No.  53 — An  act  relative  to  county  orders  in  the  county  of  Parke; 

No.  56 — An  act  to  amend  an  act  entitled  "an  act  to  regulate  the 
mode  of  doing  county  business  in  the  several  counties  in  this  state;" 

No.  36 — An  act  to  amend  the  act  for  opening  and  repairing  public 
roads  and  highways;  approved  February  10^  1831. 

Mr.  Hubbard,  from  the  joint  committee  on  enrolled  bills,  reported, 
that  ihey  have  compared  the  enrolled  with  the  engrossed  bills  that  ori- 
ginated in  the  House  of  Representatives,  of  the  following  titles,  to  wit: 

No.  231 — An  act  to  incorporate  the  Vincennes  Manufacturing  Com- 
pany; 

No.  203 — An  act  to  incorporate  the  Indianapolis  Insurance  Com- 
pany; 

No.  125 — An  act  to  amend  an  act  entitled  an  act  relative  to  crime 
and  punishment,  approved  February  lOlh,  1831 ; 

No.  204 — An  act  to  incorporate  the  White  river  Bridge  company; 

No.  330 — An  act  to  establish  a  certain  state  road ; 

No.  251 — An  act  to  change  the  line  dividing  the  counties  of  JeA 
ferson  and  Clark. 


480 

No.  257 — An  act  to  authorize  the  election  of  an  additional  justice  of 
the  peace  in  the  county  of  Jeflferson; 

No.  259 — An  act  to  legalize  the  marriage  of  Derastus  Fry  and  Miss 
Snodgrass,  of  Hancock  county; 

No.  60 — An  act  to  amend  the  charter  and  define  the  powers  and 
duties  of  the  president  and  trustees  of  the  town  of  Evansville; 

No.  187 — An  act  to  incorporate  the  Vevay  and  Napoleon,  and 
other  turnpike  companies;  • 

No.  281 — An  act  to  incorporate  the  Winchester  Turnpike  company; 

No.  278 — An  act  to  incorporate  the  Erownstown  turnpike  company; 

No.  305 — An  act  to  incorporate  the  Princeton  and  Wahash  rail  road 
company; 

No.  243 — An  act  relating  to  state  roads; 

No.  208 — An  act  to  incorporate  the  Bedford  Insurance  Company; 

No.  271 — An  act  to  incorporate  the  Lafayette  Insurance  Company; 

No.  307 — An  act  to  establish  a  state  road  west  of  the  Wabash  river, 
in  Vigo  county; 

No.  173 — An  act  to  incorporate  the  Western  Scientific  and  Agri- 
cultural College; 

No.  313 — An  act  appropriating  certain  portions  of  the  three  per 
cent,  fund  in  Dearborn  county; 

No.  284 — An  act  supplemental  to  an  act  entitled  an  act  to  amend 
the  act  entitled  an  act  establishing  a  state  bank,  approved  January, 
1836,  providing  for  a  branch  of  the  state  bank  east  of  the  Lafayette 
branch  and  west  of  the  Fort  Wayne  branch; 

No.  302 — An  act  for  the  relief  of  Elias  Murray; 

No.  311 — An  act  making  general  appropriations  for  the  year  183G; 

No,  288 — A  joint  resolution  on  the  subject  of  the  Ohio  and  Charles- 
ton rail  road; 

No.  19G — An  act  regulating  the  jurisdiction  of  justices  of  the  peace 
in  the  countie-s  of  Bartholomew  and  Delaware; 

No.  264 — An  act  to  amend  an  act  entitled  "an  act  to  locate  a  state 
read  from  Leavenworth  town  in  Crawford  county  to  Salem  in  Wash- 
ington county;  approved  January 8,  1835. 

No.  256 — An  act  to  amend  an  act  entitled  "an  acf  for  the  relief  of 
the  poor,"  approved  February  10,  1831. 

No.  260 — An  act  to  repeal  so  much  of  an  act  entitled  "an  act  to  a- 
mend  an  act  to  regulate  the  mode  of  doing  county  business  in  this  state," 
approved  January  19th,  1831,  as  relates  to  the  county  of  Allen; 

No.  262 — An  act  to  legalize  the  Rising  Sun  Dearborn  county  Agri* 
cultural  Society; 

No.  72 — An  act  to  incorporate  the  Madison  Hotel  Company; 

No.  255 — An  act  to  locate  and  improve  certain  state  roads  therein 
named; 

And  find  the  same  truly  enrolled ; 

Whereupon  the  Speaker  signed  said  bills. 

Ordered,  That  the  clerk  carry  them  to  the  Senate  for  the  signature 
of  the  President  of  the  Senate. 
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Mr.  Hubbard  from  the  joint  committee  on  enrolled  bilii,  Reported 
that  they  hare  presented  to  his  excellency,  the  Governor,  for  his  ap- 
proval and  signature  enrolled  bills  which  originated  in  the  House  of 
Representatives  entitled  as  follows: 

No.  231 — An  act  to  incorporate  thel  Vincennes  manufacturing  com- 
pany; 

No.  203— An  act  to  incorporate  the  Indianapolis  insurance  com- 
pany; 

No.  125 — An  act  to  amend  an  act  entitled  an  act  relative  to  crime 
and  punishment,  approved  Feb.  10,  1831; 

No.  201— An  act  to  incorporate  the  White  river  bridge  company; 

No.  320 — An  act  to  establish  a  certain  state  road ; 

No.  254— An  act  to  change  the  line  dividing  the  counties  of  Jeffer- 
son and  Clark; 

No.  257 — An  act  to  authorize  the  election  of  an  additional  justice  of 
the  peace  in  the  county  of  Jefferson; 

No.  259— An  act  to  legalize  the  marriage  of  Defastus  Fry  andMisS 
Snodgrass  of  Hancock  county; 

No.  60— An  act  to  amend  the  charter  and  define  the  powers  and  du- 
ties of  the  President  and  Trustees  of  the  town  of  Evansviile; 

No.  264 — An  act  to  amend  an  act  entitled  an  act  to  locate  a  state 
road  from  Levenworth  town  in  Crawford  county  to  Salem  in  Washing- 
ton county,  approved  Feb.  10, 1831; 

No.  256— An  act  to  amend  an  act  entitled  an  act  for  (he  relief  of 
the  poor,  approved  Feb.  10,  1831 ; 

No.  260— An  act  to  repeal  so  much  of  an  act  entitled  an  act  to  regu- 
late the  mode  of  doing  county  business  in  this  state, approved  Feb.  19, 
1831, as  relates  to  the  county  of  Allen; 

No.  202 — An  act  to  legalize  the  Rising  Sun  Dearborn  county  agri- 
cultural society; 

No.  302— An  act  for  the  relief  of  Elias  Murray; 

No.  284— An  act  supplemental  to  an  act  entitled  an  act  to  amend  th« 
act  establishing  a  State  Bank,  approved  Jan.  1836,  providing  for  a 
branch  of  the  State  Bank  east  of  the  Lafayette  Branch  and  west  of  the 
Fort  Wayne  Branch; 

No.  311~An  act  making  general  appropriations  for  the  year  1836; 

No.  196 — An  act  regulating  the  jurisdiction  of  justices  of  the  peace 
in  the  counties  of  Bartholomew  and  Delaware; 

No.  313^ An  act  appropriating  certain  portions  of  the  three  per 
cent  fund  in  Dearborn  county; 

No.  187 — An  act  to  incorporate  the  Vevsay  and  Napoleon  and  other 
turnkpike  companies; 

No.  288— A  joint  resolution  on  the  subject  of  the  Ohio  and  Charles- 
ton rail  road ; 

No.  281— An  act  to  incorporate  the  Winchester  turnpike  company; 
No.  278 — An  act  to  incorporate  the  Brownstown  turnpike  company; 
No.  305 — Aa  act  to  incorporate  the  Princeton  and  Wabash  rail  road 
company; 

No.  243— An  act  relative  to  state  roads; 
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No.  208 — Ail  act  to  incorporate  the  Bedford  insurance  company; 

No.  271 — An  act  to  incorporate  the  Lafayette  insurance  company; 

No.  307 — An  act  to  establish  a  state  road  west  of  the  Wabash  rivev 
in  Vigo  coTinty; 

No.  173 — All  act  to  incorporate  the  western  scientific  and  agricul- 
tural society; 

No.72 — An  act  to  incorporate  the  Hanover  steam  mill  company; 

No.  255 — An  act  to  locate  and  improve  certain  state  roads  therein 
name^l. 

On  motion  of  Mr.  Brown, 

Resoked,  That  a  committer  of  two  be  appointed  on  the  part  of  this 
House  to  act  with  a  similar  committee  on  the  part  of  the  Senate,  to 
wait  upon  the  Governor  and  inform  him  that  both  Houses  of  the  gene- 
ral assembly  have  completed  the  legislative  business  of  the  present  ses- 
sion, and  are  now  ready  to  adjourn  without  day,  if  he  has  no  further 
communication  to  make  to  ihem,  and  that  the  Senate  be  informed  of 
the  adoption  of  this  resolution,  and  a  similar  one  on  their  part  be  re- 
quested. 

Whereupon, 

The  Speaker  appointed  Messrs.  Brown  and  Johnston  that  committee. 

A  Message  from  the  Senate  by  Mr.  Morrison  their  principal  Secretary : 

Mr.  Speaker-— 

The  Senate  has  reciprocated  the  resolution  of  (he  House  of  Repre- 
sentatives, appointing  a  commillee  to  wait  on  liis  excellency  (he  Go- 
vernor, to  inform  him  thrit  both  Houses  of  (he  General  Assembly  have 
gone  Ihrough  their  legislative  business,  and  are  now  ready  to  adjourn 
sine  c^i'e,  if  hehas  no  further  communication  to  make  to  them,  and  has 
appointed  Messrs.  Sigler  and  Tannehill  a  committee  for  that  purpose 
on  the  part  of  the  Senate. 

A  message  from  his  excellency,  the  Governor,  by  Mr.  Ketcham  his 
private  Secretary: 

Mr.  Speaeeb"- 

I  am  directed  by  his  excellency  the  Governor  to  inform  the  House  of 
Representatives,  that  on  6th  Feb.  1836,  he  approved  the  acts  and 
joint  resolutions  entitled  as  follows: 

No.  272 — An  act  to  renew  the  corners,  stakes,  and  boundaries  of 
the  town  of  Greenfield,  the  scat  of  justice  of  Hancock  county; 

No.  274 — An  act  authorizing  the  inhabitants  of  Newtown  in  Foun- 
tain county,  to  become  incorporated; 

No.  277 — Aa  act  to  vacate  the  town  of  Cynthiaoa  in  Hamilton 
county; 

No.  21 1 — An  act  for  the  surrey  of  a  turnpike  road  from  Mount  Ver- 
oou  to  PrincetoBj 
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No.  73 — Ad  act  to  empower  Alexis  Coquillard  and  others  to  draitt 
off  the  water  of  the  Kankakee  ponds; 

No.  10 — An  act  to  authorize  certain  persons  therein  named  to  erect 
a  dam  across  the  St.  Joseph  river; 

No.  112 — An  act  lo  amend  the  several  laws  relative  to  domestic  and 
foreign  attachment; 

No.  127 — An  act  to  incorporate  the  Miami  bridge  company; 

No.  233 — An  act  to  change  the  time  of  holding  circuit  courts  in  the 
5th   judical  circuit. 

No.  161 — An  act  supplemental  to  an  act  entitled  an  act  to  regulate 
the  practice  in  suits  at  law,  approved  January  29, 1831 ; 

No.  228 — An  act  appropriating  so  much  of  the  3  per  cent,  fund  as 
is  now  due  to  Greene  county; 

No.  286 — An  act  authorizing  the  re-location  of  a  part  of  the  Cum  = 
berland  and  Huntington  state  road; 

No.  20 — An  act  to  amend  the  act  entitled  an  act  to  re-locate  a  cer^ 
tain  slate  road  in  the  counties  of  Hancock  and  Henry,  approved  Feb*, 
7,  1835,  and  for  other  purposes; 

No.  145 — An  act  to  revive  and  amend  an  act  entitled  an  act  to  pro- 
vide for  the  sale  of  certain  lands  therein  named,  approved  February 
2d,  1833; 

No.  250 — An  act  to  amend  an  act  entitled  an  act  to  incorporate  the 
Wayne  and  Union  turnpike  company,  approved  February  7,  1835;  and 
to  incorporate  the  Rush,  Fayette,  and  Uiiion  turnpike  company; 

No  306 — An  act  to  amend  the  act  entitled  an  act  to  establish  a  state 
road  from  Martinsville  in  Morgan  county,  via  Middletown  in  Owen 
county  to  John  Chance's  ferry  on  Eel  river,  thence  to  Haynes'  old  cabin 
in  Vigo  county,  approved  Jan.  31, 1835; 

No.  87 — An  act  to  incorporate  the  northern  insurance  company; 

No.  266 — An  act  to  vacate  a  part  of  the  public  common  in  the  town 
of  Spencer  in  the  county  of  Owen ; 

No.  251 — An  act  to  amend  an  act  entitled  an  act  to  prevent  the 
sale  of  ardent  spirits  to  Indians,  approved  Feb.  3,  1832; 

No.  270 — .An  act  for  the  relief  of  Stephen  Frickle, 

No.  268 — A  joint  memorial  and  resolution  on  the  subject  of  the 
Wabash  and  Erie  canal ; 

No-  289 — A  joint  resolution  to  extend  the  time  of  the  public  print- 
ing for  1835-6; 

And  also  the  following,  approved  Feb.  8, 1836t 

No.  219 — An  act  to  incorporate  the  Bloomington  savings  institution; 

No.  189 — An  act  to  incorporate  the  South  Bend  mutual  insurance^ 
company; 

No.  359 — An  act  to  legalize  the  marriage  of  Derastus  Fry  and  Miss 
Snodgrass  of  Hancock  county; 

No.  282 — An  act  to  incorporate  the  Connersvilie  and  Fort  Wayne 
savi«gs  institution  and  insurance  companies; 

No.  294— An  act  io  record  and  incorporate  Wilson's  additipB  to  the 
town  of  Crawfordsvillej 
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No.  224 — An  act  to  incorporate  the  town  of  New  York  in  Swit«cr» 
land  county; 

No.  317 — An  act  to  declare  two  certain  roads  tlierein  named,  state 
roads ; 

No.  292 — An  act  to  incorporate  the  Vernon  savings  institution; 

No.  264 — An  act  to  annend  an  act  enlilled  an  act  to  vacate  a  state 
road  from  Leavenworth  town  in  Crawford  county  to  Salem  in  Wash- 
ington county,  approved  Jan.  8, 1835; 

No.  182 — An  act  to  allow  additional  compensation  to  officers  of 
elections; 

No.  309 — An  act  authorizing  the  location  of  a  state  road; 

No.  257 — An  act  to  authorize  the  election  of  an  additional  justice 
of  the  peace  in  the  county  of  Jefferson; 

No.  243 — An  act  relating  to  state  roads; 

No.  231 — An  act  to  incorporate  the  Vincennes  manufacturing  com- 
pany; 

No.  216^An  act  to  provide  an  equitable  mode  of  levying  the  taxes 
of  this  state; 

No.  296 — An  act  making  specific  appropriations  for  the  year  1836; 

No.  293 — An  act  to  incorporate  theEvansville  insurance  company  ; 

No.  279 — An  act  to  incorporate  the  Bethlehem  savings  institution; 

No,  320 — An  act  to  establish  a  certain  state  road ; 

No.  305— An  act  to  incorporate  the  Princeton  and  Wabash  rail  road 
company; 

No.  304 — An  act  supplemental  to  an  act  establishing  as  a  state  road 
the  county  road  from  Livonia  to  George  Beck's,  approved  January 
30,  1836; 

No.  283 — An  act  to  authorize  the  citizens  of  Madison  township  in 
the  county  of  Morgan  to  elect  an  additional  justice  of  the  peace; 

No.  257 — An  act  to  incorporate  the  Michigan  City; 

No.  298 — An  act  authorizing  Amasa  Makepeace  to  apply  for  a  writ 
of  ad  quad  damnum  to  establish  a  mill  on  White  river  in  Madison 
county; 

No.  313 — An  act  appropriating  certain  portions  of  the  3  per  cent, 
fund  in  Dearborn  county; 

No.  230— An  act  to  attach  the  county  of  Morgan  to  the  15th  brigade 
of  Indiana  militia; 

No.  196 — An  act  regulating  the  jurisdiction  of  justices  of  the  peace 
in  the  counties  of  Bartholomew  and  Delaware; 

No.  254 — an  act  to  change  the  line  dividing  the  counties  of  Jeffer- 
son and  Clarke; 

No.  30"2 — An  act  for  the  relief  of  Elias  Murray; 

No.  203 — ^anact  to  incorporate  the  Indianapolis  insurance  company; 

No.  31 1 — an  act  making  general  appropriations  for  the  year  1836; 

No.  287- — an  act  to  authorize  the  state  agentof  Indianapolis  to  make 
a  deed  to  a  certain  lot  of  land  adjoining  Indianapolis  to  Wilks  Reagan ; 

No.  284 — an  act  supplemental  to  an  act  entitled  an  act  to  amend 
the  act  entitled  an  act  establishing  a  state  bank,  app'd.  Jan.  1836,  pro« 
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viding  for  a  branch  of  the  state  bank  east  of  the  Lafayette  braDch  and 
west  of  the  Fort  Wayne  branch; 

No.  125— an  act  to  amend  an  act  entitled  an  act  relating  to  crime 
and  punishment,  approved  Feb.  10,  1831; 

No.  256 — an  act  to  amend  an  act  entitled  an  act  for  the  relief  of  the 
poor,  approved  Feb.  10,  1831; 

No.  65 — an  act  to  authorize  the  appointment  of  a  special  county 
agent; 

No.  214 — an  act  regulating  the  mode  of  doing  county  business  in  the 
counties  of  Daviess  and  Martin; 

No.  78 — an  act  amendatory  of  an  act  entitled  an  act  relative  to 
county  seminaries,  approved  Feb,  4,  1831 ; 

No.  260 — an  act  to  repeal  so  much  of  an  act  entitled  an  act  to  amend 
an  act  to  reguhate  the  mode  of  doing  county  business  in  tbis  state,  ap- 
proved Jan,  18, 1831,  and  relative  to  the  county  of  Allen; 

No.  262 — an  act  to  legalize  the  Rising  Sun  Dearborn  county  Agri- 
cultural Society; 

No.  33 — an  act  to  amend  an  act  entitled  an  act  directing  the  mode 
of  suing  out  writs  of  habeas  corpus,  approved  Jan.  Tith  1828; 

No.  216 — an  act  to  amend  an  act  entitled  an  act  to  change  the  time 
of  holding  the  courts  in  the  1st  circuit; 

No.  315 — an  act  relative  to  the  commissioners  of  the  canal  fund; 

No.  308 — an  act  to  change  the  name  of  the  town  of  Carthage,  in 
Putnam  county; 

No.  80 — an  act  to  amend  an  act  entitled  an  act  to  amend  an  act  to 
regulate  the  mode  of  doing  county  business  in  this  state; 

No.  319 — an  act  to  incorporate  the  Kraco  steam  mill  and  manufac- 
turing company; 

No.  301 — an  act  to  authorize  the  board  doing  county  business  of  the 
county  of  Franklin,  to  lay  off  a  street  in  the  town  of  Brookville,  in 
said  county; 

No.  29 1 — an  act  authorizing  the  Recorder  of  Boone  county  to  re- 
cord the  plat  of  Jamestown,  and  for  other  purposes; 

No.  208 — an  act  to  incorporate  the  Bedford  Insurance  company; 

No.  271 — an  act  to  incorporate  the  Lafayette  Insurance  company; 

No.  273 — an  act  to  incorporate  the  Western  Scientific  College; 

No.  307 — an  act  to  establish  a  state  road  west  of  the  Wabash  river, 
in  Vigo  county; 

No.  314 — an  act  to  incorporate  the  Eel  river  bridge  company; 

No.  187— an  act  to  incorporate  the  Vevay  and  Napoleon,  and  other 
turnpike  companies; 

No.  300 — an  act  to  authorize  an  additional  Justice  of  the  Peace  for 
Franklin  township,  Marion  county; 

No.  204 — an  act  to  incorporate  the  White  river  bridge  company; 

No.  255 — an  act  to  re-locate  and  improve  certain  state  roads  there- 
in named ; 

No.  281 — an  act  to  incorporate  the  Winchester  turnpike  company; 

No.  278 — an  act  to  incorporate  the  Brownstown  turnpike  company; 

A  joint  resolution  (No.  163),  on  the  subject  of  Geological  surveys  of 
the  state ; 
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A  joint  resolution  (No.  288,  on  the  subject  of  the  Ohio  and  Charles- 
ton rail  road; 

No.  118 — an  act  to  extend  the  provisions  of  an  act  therein  named, 
to  Bartholomew  county ; 

No.  195— an  act  providing  for  the  incorporation  of  Freedom  steam 
mill  company; 

No.  267 — an  act  to  incorporate  the  Jeffersonville  and  New  Alba-ny 
Canal  Company ; 

Mr.  Brown  from  the  joint  committee  appointed  to  wait  on  the  Got- 
ernor  for  that  purpose  reported, 

That  said  committee  had  performed  the  duty  assigned  them,  and 
that  they  have  received  for  answer  that  he  had  no  further  communica- 
tion to  make  to  either  branche  of  the  present  General  Assembly. 

A  message  from  the  Senate,  by  Mr.  Morrison,  their  principal  secre- 
tary: 

Mr.  Speaker— 

The  Senate  has  adopted  the  following  resolution: 

Resolved,  That<he  House  of  Representatives  he  informed  that  the 
Senate  has  gone  through  its  legislative  business,  and  is  now  ready  to 
ahjourn  sine  die. 

On  motion  of  Mr.  Bennett, 

The  House  reciprocated  the  resolution  named  in  the  above  message. 

Ordered,  That  the  Clerk  inform  the  Senate  thereof. 

Which  having  been  communicated  to  the  Senate, 

Mr.  Brown  thereupon  moved  that  the  House  do  now  adjourn  sine  die>. 
Whereupon, 

The  Speaker  arose  and  delivered  to  the  House  the  following  vale- 
dictory address: 

Gentlemen  of  the  House  of  Representatives : 

The  time  has  arrived,  when  having  discharged  the  public  duties 
which  called  us  together,  our  legislative  labors  must  terminate,  and  we 
must  return  to  our  constituents.  Standing  in  the  relatioii  to  you, 
in  which  I  do,  I  could  not  in  justice  to  yon,  or  to  my  own  feelings,  per« 
mit  the  occasion  of  our  separation  to  pass  by,  without  expressing  my 
grateful  acknowledgments  for  the  kind  and  generous  manner,  in  which 
you  have  aided  and  sustained  me  in  the  discharge  of  the  arduous  du- 
ties of  the  Chair. 

The  unusually  important  and  exciting  subjects  upon  which  we  have 
been  called  to  act,  during  the  present  session,  while  they  have  given 
to  our  deliberations,  a  degree  of  interest  but  seldom  witnessed,  have 
rendered  the  duties  of  the  Chair  extremely  difficult  and  laborious.  I 
am  fully  sensible,  gentlemen,  that  it  is  only  owing  to  your  kind  for- 
bearance and  aid,  that  I  have  been  enabled  to  discharge  them,  in  » 
snanner  that  has  met  your  approbation. 
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The  growing  importance  and  rapidly  increasing  resources  of  our 
state,  have  presented  to  us,  for  legislative  action,  an  unusual  number 
of  subjects  both  local  and  general;  and  although  our  session  has  been 
of  but  ordinary  length,  yet  we  have  transacted  an  amount  of  business 
far  exceeding  that  of  any  preceding  session.  The  present  session  of 
the  General  Assembly  wili  be  long  remembered,  not  only  by  those  who 
have  been  members,  but  by  the  great  body  of  the  people  throughout 
the  State;  and  the  important  measures  which  have  been  matured  by 
its  deliberations,  will  exercise  an  abiding  influence  upon  our  prosperi- 
ty, in  ail  coming  time.  The  system  of  internal  improvements,  for 
which  we  have  provided,  if  successfully  prosecuted,  while  it  will  place 
us  on  an  enviable  standing  with  regard  to  our  sisters  of  the  Confede- 
racy ;  and  afiford  us  facilities  and  advantages  enjoyed  by  but  few  other 
States;  will  maiiifiest  to  the  world,  that  though  youthful  in  our  political 
existence,  our  legislation  has  been  characterized  by  a  degree  of  libera- 
lity and  enterprise,  which  v/ould  be  highly  creditable  to  a  much  older 
and  wealthier  community. 

The  interest  which  we  feel  in  this  system,  must  be  greatly  enhanced 
by  the  reflection,  that  in  adopting  the  measure,  we  have  only  respond- 
ed to  the  expressed  wishes  of  the  people.  That  this  is  the  case,  is  am- 
ply and  conclusively  evidenced  by  the  strong  and  decided  expressions 
of  public  sentiment  in  its  favor,  before  we  assembled  together,  as  well 
as  the  universal  and  enthusiastic  expressions  of  rejoicing  and  and  ap- 
probation with  which  the  news  of  the  passage  of  the  bill  has  been 
greeted  in  almost  every  part  of  the  State.  This  affords  us  the  gratify- 
ing assurance,  that  our  labors  have  received  the  approbation  of  those 
for  whom  we  have  acted,  and  whose  interest  we  have  endeavored  to 
promote. 

It  affords  me  much  pleasure,  in  looking  back  upon  our  labors,  which 
are  now  brought  to  a  close,  to  reflect  that  our  deliberations  have  not 
been  interrupted  by  any  of  those  angry  and  personal  altercations, 
which  are  but  too  apt  to  find  an  entarance  to  the  halls  of  legislation, 
where  weighty  and  conflicting  interests  are  involved. 

The  resolution  which  you  have  adopted,  expressing  your  approba- 
tion of  the  manner  in  which  I  have  discharged  the  duties  imposed  up- 
on me,  as  your  presiding  oflicer,  furnishes  an  additional  evidence  of 
your  kindness,  which  I  shall  treasure  in  my  recollection,  with  feelings 
of  gratitude,  during  the  remainder  of  my  life. 

Be  pleased,  gentlemen,  to  accept  my  assurance?  of  respect  and  es- 
teem for  each  member  of  this  body,  and  my  warmest  wishes  for  your 
safe  return  to  your  homes,  and  for  your  future  success  and  prosperity. 

I  now  declare  this  House  adjourned  ^me  die. 

And  the  House  adjourned  sine  die. 

KENRY  P.  THORNTON, 

Clerk  of  the  House  of  Representatives, 
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llember  from,  appears                  .            t-          .,           ..  4 

€ 

CANAlSi 

Cbfrmunication  from  Mr.  William?,  Engineer  on  VV.  and  E.  canal    31 

Re()orl  of  Fuhtl  Commisfionefs                    ,             ♦             .  48 
Charges  »g;iin<(  Commissioner,  &c.  of  Wabash  and  Erie  Ganal         83 

Remonstrince  against  eaid  chaiges             .             .             i  83 

Report  cf  the  Commissioners                       ...  85 

Remonstrance  a^ijinst  churges  preferred  against  Burr  96 

R. -port of  Co;n;niitee  oa  chtrges  against  Birr, &c.  178 

Resolution  of  Seiiiite  in  relation  to  flection  of  commiisioDCrft  2l5 

Election  of  Commissioner  of  Wabash  and  Erie  Canal         •  222 
Report  of  Fund  Commissioners                  .           ..            -     336,412 

CARUOLL    COUNTY. 

Member  from,  appears                   .....  4 

(Petitions  from.) 

For  a  road  from  Dayton  to  Delphi               .            ,            •  44 

Remonstrances  r»n  subject  of  Canal            .             .             •  129 

On  the  subject  of  the  canal  crossing  the  Wabash                  .  1 99 

For  an  appropriation  ou  a  road                    .             *             .  323 

CASS   COUNTY. 

Member  from, appears                  ....  4 

(Petitions  from,) 

For  organization  of  Fulton  county              -            -             -  ^44 

For  amendment  (o  justices'  act                    ...  44 

Fo  the  location  of  an  additional  Branch  Bank         .             -  50 

For  the  location  of  a  state  road                   ...  77 

Remonstrating  against  Canal  crossing  at  B.  Bluffs                -  77 

For  the  erection  of  certain  Bridges             -             -             -  J87 

For  a  state  road  from  Peru  to  Warsaw                    •            -  177 

Oa  the  subject  of  a  road                 ...            -  388 

CENSUS. 

Report  of  Secretary  of  State  in  relation  to             •            -  ^ 
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CLA.RK   COUNTY. 

Mcrabers  from,  appear       -            -            -  ...                i 

(PetUions  from.) 

On  Ihe  subject  of  the  militia  law                -  .            -              32 

For  a  road  from  New  Albany  to  Chnrlestown  GO 

For  a  road  from  Piovidcnce  lo  Greenville  -             -             131 

For  a  rail  road  from  Indianapolis  to  JelFersonville  -             214 

In  relation  to  a  canal  around  the  Falls  of  Ohio  -             245 

To  change  couiity  line                     .             .  -             -             284 

Of  James  M'Henry            -            -            -  -            -             326 


Member  from,  appears 


CLAY    COUNTY. 


( Petitions  from.) 


In  relalion  to  a  road            -            .             -            ,             -  217 

On  the  same  subject           ....            -  217 

CLERK. 

Henry  P.  Thornton  elected  principal        -            -            -  5 

Jehu  T.Elliott               «       assistant           ...  5 

Samuel  J.  Stewart        "      enrolling          ...  6 

CLIOTON    COUNTY. 

Members  from,  appear                    ....  4 

(Petitions  from .) 

For  a  road  from  JelTerson  to  Dayton          ...  57 

Of  John  Stephenson           -            -            -            -            -  185 

Of  James  Scott,  for  relief              -            •            -            -  254 

COLLEGE. 

Annual  report  of  the  Hanover                    ...  60 

Report  of  the  Indiana                    ...            -  70 

COMMITTEES. 

Standing,  aopointcd            .....  29 

Reports  of  {Ssee  reports)                   ....  30 
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Additions  to,  on  State  Bank           ....  33 
M            on  Canals                    •             -            .       30»45, 47,  183 

««            en  Miliinrj  affairs                 -           -           -  33, 53 

M             on  Rnads                      ...  45,  .55> 
•*             on  Edurrition                ...               .53,319 

"            on  Agticul!urc,  appointed                  '•            •  129 

CRAV»TORD  COUNTY. 

Member  from,  appears                   ....  4 

(Petitions  from.)   ' 

or  the  corporation  of  Leavenworth           -            -            •  ICl 

For  a  rortJ  .Vm  Albtiny  to  the  mouth  cf  WKIte  river        -  162 

For  an  fippropiiaiion  on  as»f»fe  I'jaii           •             •            •  1 30 

Preterritig  ch;»«-ges  against.  Golden,  n  juj-llcs  of  ihe  peace  200 

Oa  the  subject  of  doing  counity  busincas                -           •  34 1 

15 

BAVIESS  COUNTY. 

Member!  from,  appear                 .           .           •           •  4^ 

(Pttilions  from) 

Of  Elizibcth  Hatfield,  for  r.  divorce          .            -           -  191 

In  relation  to  New  Albanj  Aiid  Vinccnncs  road                 *  25$ 

DEARBORN  COUNTY. 

Members  from,  appear                   «           .           .           •  S 

(Petitions  from.) 

For  the  incorporation  of  «  Tarnpike  Company                   -  32 

For  a  road  from  DiUhoro'  to  Aurora                        •            -  39 

Of  the  Lnwrencebr-rgh  and  Inuiaoapol's  Rail  Rond  Companj  5t 

In  relation  lo  the  cfl'.jnty  scat                      ...  63 

For  a  review  of  a  sJate  road           =            »            *            -  77 

For  the  incorporation  of  a  road  company                 •            -  115 

For  a  road  in  said  c'-f.ntj'               ....  161 

On  the  siibjecl  of  a  School  section               -            »            -  176 

Remonstrance  against  a  road          ....  ISi 

In  relation  to  a  bridge  across  the  Miami                   •            -  233 

For  the  location  of  a  slate  road                   ...  235 

For  and  against  a  division  of  gaiJcouDty                •            -  263 

On  the  subject  of  Ihe  county  seat               ...  033 

For  a  division  of  the  county            ....  327 

ToattachLawreacoburghto  the  state  of  Kentucky  ,        •  Z27 
60                                     )  i- 


Meml)er  from,  appeata 


Member  froni,  appears 


James  Fisler,  elected 


Memlier  from,  appears 
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DECATUR  COTJNTY. 


CELAWASB  COUNTY. 


BOOR   KEEPER. 


DUBOIS   COUNTY. 


(Pe'dtloncfi'om.) 


For  Ihc  continnafion  of  the  r^aJ  from  Jasper  to  Wasbinton  44 

Fora  road  from  PrincelOiS  lo  Paoli              ...  60 

Oil  the  same  subject           -            ...            -  87 

Gn  the  juhject  of  a  rouu  from  New  Alban}',  &c.                  -  97 

Of  DiKiicl  Hnrrip,  for  a  divorcfi                    ...  97 

For  a  road  from  New  Albany  lo  mouth  of  While  river        .  145 


I^LECTION. 


Of  officers  of  the  Kouse 
*'  Sergpani-at-Arms 
*'  Judges  and  Prosecuting  Attorneys 
**  Canal  Commissioner 


5 

10 
33 

222 


Member  from,  appears 


ELKHART   COUNTY. 


(Petiiions  from.) 


Of  Lon2fiCre,  for  ?  (livorcG 

For  a  road  f/om  Gojhen  to  centre  of  Steuben  county 

For  an  txtensioji  of  tune  of  hohtltig  ci'cjit  courts 

For  a  ror.d  from  Fori  Wayne  to  intersecij&c. 

For  a  road  ,  .  .  . 

For  n  road  .... 

I'cmorstrancc  against  a  roaJ  .  . 

For  i!ni  organization  of  Kosciusko  county 

For  a  road  .  _  .  . 

For  a  road  .  .  .  « 

In  rchilion  to  Kosciusko      .  ,  , 

For  an  appropriation  on  a  road 

In  relation  to  the  Vistula  road  -« 


• 

S3,  39, 1 1 5 

<y 

44 

56 

56 

C3 

84 

.   97,115 

138 

139 

224 

260 

283 

296 

583 


EVEETS  crSTAVUS  A. 


Charges  preferred  against,  as  judge 
Articles  o(  impeachment  preferred 


8! 

272,  278 


Members  fronr,  appear 


F 


FAYETTE  COUNTYi 


(Petitions  from.) 


For  an  nrnendment  (oTMiiitiaLaw 
Of  Amelia  Wiley,  for  a  divorce 


32 

..     39,115^ 


Members  from,  appear; 


FLOYD  COUNTY. 


{Pclitions  from,). 


Of  William  Wilkinson,  for  n  divorra  ,  , 

For  a  Turnpikft  roail  irom  Now  Albany  to  Vincennes 
Same  suhjeot  .  .  .,  .  , 

On  iiic  ?iihject  ori:)lerna!  Improveh.cn's 
For  the  incorporailon  of  a  Savings  Insliturion 
Ii  relation  lo  a  canaj  aroun'i  the  falis  of  Ohio 
For  the  iiicoiporation  of  Nc.v  Alb«ny 
In  reluiiun  to  an  allowance  lo  Ihc  Clerk  of  the  Court 


Members  from,  appear 


FOUNTAIN   COUNTY. 


{Petitions  from,) 


On  the  subject  of  a  road  • 

Fur  (i.c  p!«>olion  of  lownship  trustees 
For  (he  incorporalinn  nf  Nav-vtowu 
Fora  char.gc  in  a  road;  also  lor  rril  road 
RefTjOnsiraiJCe  against  the  relocation  cf  n  road. 


FRAZ^'ULiN   CvZlitZm. 


Members  from,  appear  , 

.  ,',.  {Petitions from*) 

For  a  change  ia  toe  name  of  Greensboro* 


45 
77 

130 
IGI 
1?Q 
234 
234 
307 


323^ 

254 
256 
303 
240 


17-4 


Of  O.  H.  Kplly,  for  a  divorce  ,  .  ,  308 

Of  WilliaiTi  H.  Risk         »  ,  .  ,  .  439 


GIBSON   COUNTY. 

Member  from,  rnpears                  ,           •           ,           ,  4 

{Petitions.  from.\ 

For  a  road  from  New  Albany  to  Whiie  river          -            .  97 

Ou  IIjc  same  sul'ject          •            .            ♦            •            ,  217 

GOVSRNOR, 

Annua!  Mf.ssigc  of           .            ,            .           .            ,  12 

House  j;c  i  -.♦0  t!»c  comrpi'fee  of  the  whole  on  message  of  41 

Aiiiioiinresliis  jfiivate  Secrt;(ary                  «            .             .  94 
Coii.rounicaJ'of.  fronn,  oiHhe  subject  of  a  rail  way  from  Maumco 

li^yjo  rapids  (.f  Illinois           '    ,             .             .             .  145 

Comniurijcalioa  from,  in  relation  (0  riots  on  lhc<;anal        ,  161 


GRANT   COUNTY. 

Member  from,  appears  .  ,  ,  •  4 

{Petitions  from.) 

For  a  road  from  Chesterfield  to  Marion  ,  ,  BO 

For  a  road  from  Owensville  to  the  mouth  of  Patt'ka  ,  84 

GREENS   COUNTY. 

Member  from,  appears  «  •  ,  •  4 

(Pctiticns  from.) 

or  Margaret  Nations,  for  relief  ,  •  «  $1 

Of  Andrew  Slinkard         .....  191 

lo  leiatica  to  Richlaud  creek        .  «  ,  «  S33 


JlAMILTON   COUNTY. 

Member  from,  appears      •  .  •  «  «  4 

(Petitions  from.) 
For  the  location  tS  n  state  roa4  .  •  .  344 
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For  the  re-ler.atbn  of  a  pari  of  a  road  .  .  260 

RemonstraDce  against  re-locating  a  road  •  .  308 

HANCOCK  C0U5TY. 

Member  from,  appean  .  •  »  ".  4 

{PetiUorxs  from.) 

Of  0.  H.  Swim,  for  relief  ....  323 

Id  relation  to  the  jurisdiction  of  justices  .  .  2£0 

HANOVEK   COLLEGE. 

Annual  report  of  the  .  •  •  •  •  ^^ 

HARRISON  COUJfTY. 

Members  from,  appear       .  .  •  •  •  ^ 

(PelUions  from.) 

For  r»  road  from  Mauksport  to  New  Albany            .  •  45 

For  a  turnpike  from  Nev,-  Albany  to  Yincenncs  •  '7 

For  a  part  of  said  county  to  be  attached  to  Floyd  •  1^4 

Rem^nsifances  against  the  same                 .            •  •  ^^^ 

UENDRICKS   COUNTY. 

Member  from,  appears  .  .  .  •  ^ 

{Peiilions  from.)      .    |., 

For  the  repeal  of  a  certain  act      -  -  -  •  '^ 

For  the  repeal  oi  a  part  of  the  justices  act  -  •  217 

Preferring  charges  against  Harding,  a  justice  of  the  peace  260 

HENRY   COUNTY. 

Member  from,  appears  *,  .  .  -  4 

(Petiliom  from.) 

For  a  rail  road  from  Dublin  to  Muncietowo  -  -  218 

For  the  incorporation  of  Knightstowo  •  *  242 

HUNTINGTON   COUNTY- 

Member  fremy  appean  -  -  •  "  ^ 
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I 

IMPEAlCHMENT» 

Arlicles  of,  against  Judge  Everfs  -  -  272, 27S. 

Resolution  of  Senate  in  relation  to  -  .  -  295 

ProceediDgs  io  the  House  in  Everts'  case  -  -  312^ 

INDIANA   COLLEGE. 

Annual  report  of  -  .  .  «  .  75 

J 

JACKSON  COUNTY, 

Member  frona,  appears  ~  -  -     .       _  .  4 

JEFFERSON   COUNTYi 

Members  from,  appear  ....  3 

(Petitions  from.) 

Of  Frances  Means,  for  a  divorce  -  -  -  27 

Of  Mary  Branham,  for  sale  of  land  -  -  -  45 

Of  John  Sheets  for  act  of  incorporation  -  -  87 

JENNINGS   COUNTY. 

Member  from,  appears      .  .  -  »  -  4 

(Petilions  from.) 

Of  C.  R,  Hudson  and  others         ....  326 

JOHNSON  COUNlTr, 


Member  from,  appears 


{Petitions  from.) 


For  a  change  in  a  road  -  -  .  .  284 

JOUBNALS. 

Motion  to  amend  -  ..  -  -  *  1 84 

K 


KNOX   eOUNTT. 


Members  from,  appear  -  -  -  -  -  4 

(Petitions  from.) 

Of  the  school  commissioner  for  sale  of  oerUia  land    •      »      -  ii 
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For  the  incorporation  of  the  Vincennes  academy        -  -  68 

For  a  turnpike  road  from  New  Albany  to  Vincennes  -        130 


LAGRANGE   COUNTY, 

Member  from,  appears  .  .  -  .  .  4 

,'  _  {Petitions from.) 

For  a  special  appropriation  out  of  3  per  cent,  fund      -  -         146 

In  relation  ro  a  roHd  ....  -         224 

For  and  against  removal  of  county  seat  ...         256 

On  Ih:  subject  of  a  canal  &c.  .  -  -  -         296 

For  a  state  rond         ...  -  -  -         296 

A  remonstrance  against  an  appropriation  on  Vistula  road  -         235 

LAPORTE  COUNTY. 

Members  from,  appear  .....  4 

{Petitions  from.) 

For  an  additional  branch  bank  &c.  -  -  -  56 

For  the  location  ol  the  I2lh  luanth  of  the  state  bank  •  CO 

Of  (he  ciiizcns  of  attached  territory  ...  1^^ 

For  an  appropriation  on  a  road        -  -  .  -  333 

In  relation  to  the  road  to  Michigan  City       -  -  -  342 

Remonstrance  against  a  road  ....  333 

LAWRENCE  COUNTY, 

Members  from,  appear         -  -  .  .  .  3 

.  "   {Petitions  from.) 

In  relation  to  (he  line  between  Lawrence  and  Jackson  -  56 

Of  John  Milrov        -  -  -  -  -  -        .   191 

For  the  incorporation  of  an  insurance  company        -  -  200 

For  an  appropriation  on  a  road        -  -  -  -  217 

im 

UADISON   COUNTY. 

Member  from,  appears  -  -  -  .  •  4 

.      '  UARION   COUNTY, 

Member  from,  appears  -  ..  -  -  -  4 


388 

{Petitions  fromo 


Of  Henkle  and  Hefley  on  the  subject  of  the  public  printh 
For  the  incorporalloii  of  an  insuiance  cooopany 


38 
68 

Of  Richard  D.  Maltingly        -             -             =             -             .  68 

Of  the  Indiana  Baptist  Education  Society      -            -            -  123 

Of  the  trustees  of  Indianapolis             ....  i23 

For  a  turnpike  &c.  from  Indianapolis  (o  Michigan  City          -  137 

For  a  road  therein  named       •            -            .            -            -  161 

To  suppress  gaming               .....  goO 

OfWm.  Griffith  fcr  relief      -            -            ...  224 

For  a  certain  state  road          .            .            -            -             .  224 

For  the  locnlion  of  s  state  road           ....  235 

Remonstrance  against  a  road              ....  2A6 

For  the  locaiion  of  a  st3'e  road           .            -            -            -  263 

For  the  location  of  a  stale  road           ....  264 

For  a  bridge  over  Little  Eagle  Creek            -            -            .  264 

Remonstrance  against  a  road              ....  295 

Of  Ann  E.  Johnson  and  others           ...            -  326 

In  relation  to  a  dam  across  White  river           •            -            -  361 

Of  Douglass  and  Maguire  and  A.  F.MorrisoD             -            •  37D 

Remonstrance  against  dam  across  White  river           •           -  402 

MARTIN   COUNTY. 

Member  from,  appears           .....  4 

(Petitions  from.) 

For  aid  in  the  construction  of  the  New  Albany  &c.  road        •  60 

In  relation  to  mode  of  doing  county  business               -            •  396 

MESSAGES. 

Of  the  Governor  (See  Governor) 
From  the  Senate  (See  Senate) 

MIAMI   COUNTY. 

Member  from,  appears           •            .            •           •            .  4 

(Petitions  from.) 
Of  Joseph  Holmnn  and  others  for  relief         .  •  .180 

MICHIGAN  ROAD. 

Charges  against  commissioner  of        .            •            •            •  60 

Report  of  the  commissioner  of           .           .           •           •  l$f6 
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Blember  from,  appears 


VONROB  C0UK7?. 


{Pelilions  from.)] 


For  the  orgn^izailon  of  anew  county 
On  the  same  subject  *  * 

Of  the  recorder  for  relief      .  • 

On  the  subject  of  a  new  ccuniy  • 

For  «ale  of  a  part  of  a  school  section 
Of  Elmore  Walker     . 
In  relation  (o  Clear  creek 
On  the  subject  of  a  state  road  « 

In  relaticn  to  iiegrops  and  mulattces 
For  a  change  in  ll»e  Leave>i\vorth  road 
For  the  Sale  of  Jackson's  Lick  * 


Members  from,  appear 


MONTGOMERY  COUNTY 


{P£:it:cn3j:-o::t.) 


Forrepcnl  of  an  act  incorporat'ng  Crawfordsville  Seminary  . 
To  ciirtige  the  name  of  S^^mer^et       .  . 

To  cli.i»^'e  ilie  name  of  Somerset       •  .  .  • 

Oq  ihe  subject  of  the  ini '.Ilia  i ITT         .  *  *  • 


Member  from,  appears 


MORGAN    CO'JWTY. 


{Petitions  from.) 


For  a  change  in  a  st^te  road  .  • 

For  the  location  ol  a  part  of  Ihe  Indianr.polis  road 
Remoiisu  ....3  ."^^'tnsi  the  s.-ttiic 
Ag;iinst  the  orgntiizition  of  a  new  county       . 
For  a  btuic  road        .... 


FufDiihcd  to  EDei&bsri 


87 
9S 
130 
138 
162 
176 
218 
218 
224 
233 
235 


39 

45 

97 

169 


130 
131 
13i 
16^ 
S54 


87 
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Members  from,  appear 


O 


ORAKCE   COUKtV 


■(Petitions  fnm.) 


F:7  the  re-locolton  of  <hp  road  Orlenns  and  French'* 
Vot  frtle  ij(  c(ir\M<\  rpfil  estate  ,  ^ 

for  fk  t'lrppikc  fmm  Albtnij  fo  Vincennes      * 
Qf  S.iirvK'l  Wolfingto.oTr.r  rclref         '  » 

'i'hat  P.i!i  ha  m.tr  be  dcL-sred  t  public  hig:htVay 
Qn  the  ruKj.rt  o,'  tlopufy  oleik*  pufCtisiH^  law 
Vor  B  rnul  from  'J'roy  to  Paoli  .  • 

li  rdl;'.!ioii  Jo  4t  f»oinl  on  the  Albany  road       • 
For  t!;f  consirii.'tion  of  a  McAuamiziid  ■• 

O »  Jhc  sams  subject  .  •  « 

Of  Jobu  Mcrcarn        «  *     '       ••  • 


ft 

33 

44 

►             .           56 

• 

57 

■•            < 

rr 

"■• 

125 

• 

130 

• 

n6 

• 

243 

•                                4 

245 

••                               I 
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Aonounco'd 


ORDER  or   BUSINESS. 


OWEf^   COUNTY. 

Ifltmber  Ironii  appears  ,  . 

(Fditio  A  s  fro  m  *y 
la  rclall^  to  paVUc  square  ic  Spencer 


S9i 


S23 


Member  from  appears 


1* 

tl'ARKS  C6UNTY. 
•  ,  •<  •< 

(Petitions  from,) 


For  a  rcpc.-,l  of  a  part  of  the  MilUJa  law     • 
On  ihe  subject  Rcccoon  creek 

PSilllY  COUNTt. . 

Member  fromi  appeari         . 


4 


68 
177 
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PETITIONS. 

CSee  under  heads  of  counties  respectively,*) 

PiK£  cou::ty* 
MeiKber  from/appears         .^  .  ^  *.  •  * 

rosrir  COUNTY* 
Member  from,  appears        ...»•.•-  ^ 

(PciiiioYiS  from.) 

For  the  location  of  a  state  read     .  •.  ..  .  225 

rurNAM  corirTY*. 

Membciii  fron:,  appear  .        •  .,  «.  •,  3' 

{Peiitions  f/Mn.} 

Of  W.  M.  C.  Blake,  proffering  ehr»pgcs-against  Mr.  Move  .  31 

On  the  subject  of  the  WnhasiKand  Eri*;  catial         ,             .  130 

In  relation  io  .r.akingSpenccr.a. point  on  the  N.  Albany  road  214 

iieinonsiirir.ee  ng"ui6i  ine  sanio                   •             •             •  **** 

For  the  formation  of  r.  nc'v  county            .            ♦            •  ^'-^"^ 

Of  the  citizens  of  Crvihage            «            -.           •            •-  24*? 


RANDOLPH  courviY. 

Member  from,  appears .           •           •.           -.          -.  *.          4' 

{Pelitionr.  ftom  ) 

For  the  organization  of  the  county  of  Jay      •»-           -.  •        1?-^ 

For  the  location  of  a  state  road           '             -.           *.  •        iiflO, 

For  the  corpoiationoi*  a  raii.Foad  eoropany    •            •-  -       37i. 

SEPOKTS. 

Of  several  Branch  Banks               -            -            -.           •  SO- 

Of  the  Secretary  of  J>tntc,  on  the  slr.tc  library  &c.            •  SJ.  3G 

or  the  Treasurer  of  State             ....  36 

Of  the  commissioner  of  the  V/abash  appropriaiioa             •  36 

^'Nj»e. — Where  the  jou:n«'  do^s'sji  showi^ic  county  from  wbtsh  a  petition  cnif» 
it  will  be  fou&d  BOder  tie  be&d  of  i!;5  ccuBt.y  r#f  reseated  bj  tbs  nesibtr  ^ fsf ea^<> 
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Of  the  directors  of  the  State  Bank            -            .           ^  4S 

Of  the  Fund  Commissioners  ■        -            .            .            ^  49 

or  ii;2  -Secreinry  of  Staio  in  relation  to  the  census             -  55 

Of  [he  T -vasiiicV  in  reldfion  to  the  3  per  cent,  fund            -  56 
Of  H.  Stansbuj-j  on  ihe  subject  of  the  MichigHU  and  Wabash 

C'Uiiil               -            -             -            .   ^        .            .  57 

Of  the  Trustees  of  Ilp.pcvcr  Coilege          ...  CO 

Of  tnc  Aut'-itor  of  Public  Accouiits             -             -             -  G5 

Of  the  fund  c(<'rinnissioiier3               .             .             .             ,  gg 

Of  Hov/nrr^  BlMHsburj,  U.  S.  Asst  Engineer         -            r  76 

Of  the  indiai)ri  coHoge       .....  76 

Of  the  commi?sioner5  of  the  State  House                -            -  80 

Of  the  cnnnj  commissioners             -             -             «             -  85 

Of  the  State  Agriculiuial  Society               -             -            .  96 

Of  the  Secretary  of  State  in  relaMon  to  the  census             «  121  - 

Of  the  commissioner  of  the  Miv^iiigm  road               -             »  126 

Of  Agent  of  State  for  ihe  (own  oi  Indianapolis     -             -  145 

Of  the  commissioners  of  sinking  fund          -             -             -  152 

Of  AfKJitor,  in  relation  to  assessment          -             ?             «  152 

Of  the  state  board  of  agiicull'MC                 -             -             -  222 

In  relation  to  the  saline  lands  (Src  biilri    IT.  of  R.  No.  145)  248 
Attaching  part  of  iiarrison  to  Floyd  county  (see  bills  H.  of  R. 

146) 248 

On  petition  (rom  Wayne  county  (see  bills  H.  of  R.  No.  147)  248 

On  petition  from  New   Albany'    (see  bills     *'             "     148)  248 

Of  the  Treasurer  in  relation  tc  nonresiderit  [ands&c.         -?  259 

Of  the  engineers,  covering  table  of  alliiudcs           -             f  2S3 

Of  the  President  of  Indiana  Teachers  Seminary     -             -?  283 

Of  ihe  directors  of  Blcon.inglon  &c.  rail  road  company      -  326 

Of  the  fund  commissioners              -             .             .             .  336 

Of  the  Lawrcnceburgh  &  Indianapolis  rail  road  company  336 

Of  the  fund  commissioners              1            ?             -            ••  412 

AGRICULTURE. 

On  sundry  documents                              [see  bills  H.  R.  26 1  ]  3G  0 

ArrAIKS  OF  INDIANAPOLIS. 

In  relation  to  the  sale  of  the  Governor's  Circle           -            -  247 

In  relation  to  the  Marion  county  library  [see  j.  r.  H.  R.  165]  269 

On  Iheclaim  cfMrs.  Ncwland                 [see  hills      "      202]  297 

In  relation  to  state  agency                       [see  bills     "      242j  339 

CA^'AL   FUND. 

Oa  the  reports  pfcommissionerg  &c.      fsee  bills     **     316]  447 
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CX^Al.3  ANB  tNTESNAI,  IMPSOVBSIKIfTS. 

In  relation  to  n  gennral  system  of  liitcrnal  improvements  [see 

hiiljli.  a.  123]              -            -            .             -             .  2?l 

GiviH2  cicdit  <./»l;i!<.'  (n  r.  r.-.n,)  company  [sec  !;i!Ii  II.  R.  230]  338 

Furliufi-uivc-y  r!Oi.ifiid';t.>M;c;.igaiiCitv[-(c  !<iil.:      "       240]  339 

SuppltmiM.l  lo  gciu.Tal  •i_v?tcii)  &C'            [see  bills      "      252j  352 
O.i  the   suijjci  of  ih&  CUarlealoa  and  Ohio  rail  road  [sec 

j.  r.  II.  R.  23SJ               -             -             -             .             -  389 

CLAIMS, 

On  the  claim  of  Andrew  Wilson                      -            -            *  89 

0:i  the  rliimoT  S.  W'olfington            -            ,.          ,            -  90 
O.I  petiiii>n  of  iMafdngly         ....               116,121 

On  U.  S.  Un(hai,k's  rlnirn                   -             -             -             -  ilG 

O.i  the  (laiffis  0/ O.  n.  S.T.ifh&c,     -             -             -              -  212 

Oa  ihe  petition  of  Joscj'i'.  H'>lm"n  nnti  others             -             -  247 

On  (he  cliim  of  Charles  T,  Noble      -             -             -             r  247 

0.1  llie  cl-iirti  of  W,  Johi'SussheritTof  Wabash  rounlj            -  293 

la  rcl  iiio;»  to  (lu-  wiinesscs  in  the  case  of  Everts        -            -  309 

la  relation  to  (he  riots  on  ih';  canal           [si^e  hills  U.  R.  218]  322 

In  relation  to  claim?  of  witne>ses  !;•  case  of  Everts       -             -  333 

On  -ame  subject         -.-...  226 

On  suiiJry  claims       .-.-..  379 

Of  John  Miiian  of  Orange  county      .            -             -             .  440 

ECLCATION . 

On  the  report  of  Irnstces  of  la.  college     [-ee  bills  II.  R,    61]  131 
O.i  ihe^nhjijoi  of  school  commissioners  correcting  returns  [see 

hilh  il.  i\.  G9j                 .             -             -             -             .  170 

On  petition  Irnm  Dearborn                        [see  bills  II.  R.  115]  202 

In  relation  lo  geological  snrveys             [see  J.  K.  H.  R.  1G3]  267 

On  the  petition  of  Owen  Davis          ....  334 

On  sundry  resolutions  and  pupera      -            -             -            .  40I 

ELECTIOIxS. 

In  relation  to  congressional  [?ee  bills  H.  R,  21]         -            -  69 

Report  on  !he  crcdciitials  of  menr.bcrs             -             -             -  78 

In  relation  to  n:ode  cf  doing  county  business                -             .  245 

In  relation  to  pay  ofoflicers  of  elections  [sec  bills  H.  R*  182]  287 

In  relation  to  confining  voters  to  their  townships        -            -  296 

JUDICIARY. 

On  sundry  resolutions,  ioexpedient    ♦           -            -            -  71 

da  the  9ub}ect  of  divorces                         [$e«  hxih  H.  H.  32]  84 
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On  sundry  resolutions,  inexpedient  -            -            -            -  84 

On  Ihc  subject  of  habeas  corpus                   [see  bills  M.  R.  33]  85 

In  relntion  (0  43lh  pcc.  of  justices  act            •            -            -  llG 

In  relation  lo  spe'.ia!  couniy  agent             [see  bills  H.  R.  Go]  140 

On  sundry  petitioiis  r.nd  resoiation&    .             -             =             -  143 
In  rel.ition  lo  the  constitutionaiit)!  of  exempting  property  frcm 

txecuiioa            -             -             -             -             -             •  HG 

In  reliiion  to  taverns  &j,c.                           [see  bills  H.  R.  101]  191 

In  relation  to  the  |)Oor                                 [*ee  bills       "     10?]  192 

0'«  petition  from  'Vjiync      '                      ["see  bills       *'     103J  192 

Oa  sundry  resolutions  and  pclition?,  inexpedient         -             -  200 

In  relation  to  crime  and  punishment         [see  bills  H.  R,  155)  23G 

In  relation  to  common  schools                      [■Joe  bills      "     120]  236 

On  various  stihjocts              [see  biHs  H.  R.  141. 142,  and  147]  146 

On  petition  from  New  Albany                 [sec  bills  H.  R.  144J  U6 

On  charges againsi  Judge  Ever!"       -             -             -.            -  257 

On  sundry  resolutions  and  petition",  inexpedient        -             ^  264 

In  relation  to  county  seat  of  Dearborn     [see  bills  H.  R.  ICO]  2C5 

In  relation  loclerk?  requiiing  i)a''!             [see  bills  II.  R.  16 1 J  2GG 

In  relation  to  citoscs  in  aGtiof.  &c               [sec  bills      "      I62j  26G 

On  sundry  petitions  and  resolutions                 -.            •<            -  287 

In  relation  to  the  (barges  against  Harding     -             =             -  28S 

On  the  sul»jec«  of  crim vs  and  punishments  [see  bills  II.  R.  1 83]  288 

Concciiiiiig  fugitives  from  jn!!tice             [  sec  bills     "      201]  297 

On  petition  from  Carroll  countj'         -             -             .             .  301> 

lo  relation  to  the  jurisdiction  ofjiisliccs  [see  bills  H.  R.  217]  320- 

On  ihc  subject  of  the  execution  law         [sec  bills     "      24'!]  345 

Incorporating  Knightstown                        [see  bills      "      253J  363 

On  sundry  resoli»tions,  petitions  &c,                -             .             -  414 

On  petition  of  W.  H.  Risk    -            -            -            ^            ■»  447 

MltlTABY   AFFAinS., 

In  relation  to  the  West  Point  academy          -            ^            •  205- 

Counter  report           -.---.  203 

In  relation  to  the  militia  law                    [sec  bills  H.  R.  l64]  269'! 

rUBLIC   BUILDINGS. 

In  relation  to  the  state  house             -            .            ,            ,  qq. 

In  relation  to  state  house                r«cc  bills  H.  R.  210]        -  42!^ 

KOADS. 

On  sundry  petitions             [sec  bills  II.  R.  35. 36, 37  and  38]  0^ 

On  pclition  of  Montgomery  and  others       Fsee  bills  H.  R.  50]  117 

On  resolution                                           [see  bills      «       51]  117 

In  relation  to  punishing  supervisors  by  indictment      -            .  i!7 

On  the  petition  of  Israel  Hamilton  and  othcfs           -            -  123 

lo  relation  to  the  three  per  cent,  fund        {see  bills  H.  R.  62J  1 3^ 
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Oapetilioo  for  a  Toa^  from  Troy  &c,       [see  bilh  I 

On  sundry  resolutions,  inexpedient    . 

O  I  the  peiiiion  of  Thatnns  Hurliii  and  others 

On  the  peiiiion  of  Joshaa  T;j}lor      .  -* 

lo  relalior  <o  the  Michigan  n>aJ  fjnd       [see  hills  H 

Ou  iUii  peiiiion  of  James  Scott        [see  bills  J.  K,  H 

O;)  a  resolution  in  relation  to  roads     . 

On  sundry  pcliticns 

O?  petition  from  Posey  {see  bHIs  H 

III  rein: ion  to  Kosciu«-lco  county 

On  sundry  pciitions  &c.         ,  i.  . 

0;i  petition  of  H.  B,  Milroy  and  others 

On  the  petition  of  John  Fox  a')d  otiiers 

Oil  the  petition  of  John  F.  Cotton,  and  others 

Oi  the  peiiiion  of  Jonathan  Shearnrian  and  others 

On  petition  lo  vacate  a  part  of  a  read  [see  bills  H.  R 

0»  sandry  petitions  .  .  • 

On  petitions  from  noithern  rounties  . 

Ca  the  remonstrance  of  R.  Keightlcj  i, 

STATE   BArCK. 

On  sundry  resolutions  in  relation  to  [sec  bills 

Cn  petition  from  Cass  county  for  a  branch    * 
la  lelation  to  damages  on  bills  of  exchange    . 


STATE  IIBSAKY. 

Qkt  the  subject  of  the  librai'y  [see  bills  H.  R.  263 

STATE   PRISON. 

OiJ  the  report  of  saperintcndeot  &c-       [?ce  bills  H.  R,  245J 

WAVS   ANO   MEA\3. 

On  the  subject  of  the  public  pri;}ting  -  - 

0'>  thesubj2ct  of  allowance  to  witnesses  inNave'scase 

Oi  same  suhjpct        .  -,  .  »  •  - 

On  sundry  resobiUonp,  inexpedient  -        '    - 

On  the  subject  orroiieclors  [sec  bills  H.  R.  49] 

On  thn  petition  of  William  Johnson 

In  relation  \o  fupreme  court  &c.   [see  bills  H.  R.  95  and  96J 

0;i  a  portion  of  the  Governor's  mes?ag«         ,  .  • 

Qa  a  resolution  in  relation  to  theo'^/  valorem  system    «  • 

I'l  relation  lo  revenue  act     [?ee  bills  H.  R.  HO] 

OiJ  sundry  reeolutioiw,.ine3jpedieut 

In  relilion  to  the  revenue  [ice  bills  H.  R.  2 {6} 

Q^  iuodrjr  c€sol(itioa«,«S^c.    .  •  .  •  - 


■I.  R.  68] 
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147 
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237 

■•                      > 

237 

.  R.  166] 

269 

.  R.  168] 

270 

•            k 

270 

«            , 

289 

[.  R.  185] 

290 
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)            * 
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346 
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386 
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440 

H.R.  81] 

152 

•           '• 

270 

k                          • 

415 

281 
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63 
81 
82 

aa 

1J5 
178 
186 
187 
235 
24a 
297 
315 
371 
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In  rblation  to  clerk  hire  to  officers  of  stale  [see  bills  H.  R.  290]  405 

In  relUioa  to  a  slate  printer  [see  hills      "      297]  406 

In  rcI;i(ion  to  specific  appropriations         f-eel'i'U      "       29G]  407 

In  relation  lo<,'^nor;il  appropriations         [see  oills      "       311]  4?,0 

In  relati  )n  fo  (he  revcniie  [sec  bills      *'      312J  433 

In  relation  to  the  tieanccs       '  -  -  -  ^  453 


OF  SELECT   COJDIITTEES. 


To  wait  on  the  Rev.  Mr.  Smith         .            *            .            *  1 1 

To  wnit  on  the  Governor       .             ,             ,             ^             ,  n 

On  Ih.'i  suhject  of  the  riilee  and  joint  rules       .             .             *  28 

On  the  pe'.itiou  of  J.  D.  Clarke  and  his  father            -             -  41 

On  pelition  of  Fellows  and  others               (see  biih  H.  R.  10)  51 

On  petilioo  of  M.  Branham                          (see  bills      '•      14)  61 

On  petition  o(  E.  M.  Jones                           (?ec  bills      «      13)  Gl 

On  petition  of  school  con^'r  of  Or.  county  (see  bills      "      15)  CI 

On  petition  from  Dearborn  ccnniy            (see  bills      "      16)  61 

On         "         "             "             «                 (see  bills      «       17)  61 

On  petition  from  Daviess  county                 (see  bills      «      IS)  62 

On  the  resolution  on  the  subject  of  printing  the  journsils         -  62 

On  a  resolution                                             (see  bills  H.  R.  22)  70 

On  petition  from  Carroll  county                  (see  bills      "      23)  70 

On  petition  from  Washington  county           (see  bills      «      24)  71 

On  petition                                                   (see  bills      "      25)  71 

On  petition  from  Knox  county                    (see  bills      «      2()j  71 

On  petition  from  Montgomery  county         (^ee  bills      «      2?)  72 

On  petition  of  JI,.rg;irct  Nations                 (see  J.  R.  H.  R.  27)  77 

On  petition  fororgaiiiziiti;  Adams  county  (see  bills      "      29)  73 

On  petition  to  organizo  Fulton  county         (sec  Itills      "      30)  80 

On  rosolaiion  conconiinii seminary  lands  (sec  bills      *•      34)  05 

On  the  subject  of  ;lie  joint  rulfs          -            -            -             -  25 

Oa  pelition  from  Wayne  county                   (-cc  bills  II  R  30)  91 

On  petition                                                      (sec  bills     '-     40)  91 
Onch;irgc3ag:nnst  N^ivc         -             -             •            97,  13 ',  137,  139 

On  peii' ion  for  a  road                            .     .      (icc  bills  j|  U  44)  103 

On  petition  for  a  road        '                               (see  bills     '•     ^7)  1)3 

On  petition  of  John  Sheets                             (-cc  i-ills     «     52)  117 

On  the  subject  of  roads          (*ce  bill?  H  R  53,  54,  55,  nn.i  5G)  1 18 

0!>  petition  from  Wnshington  county             (sec  bilN  11  R  G'j)  134. 

In  r- la'i  in  to  liidianapoii^                                 ('pf  bills     "     CiS)  134^ 
Op.  petition  for  a  J.  P.  in  Brownsville             (sec  I  ills    "     66)    ;    ,140 

Onpeti'ionof  J.  H.King                              (see  bills    «     6:^)  147 

Incorporatinij  Vev-iy                                      (seo  bil!i»    "     70)  147 

On  pelition  from  i\l organ  county       (?ee  bills  H  R  71  and  72)  147 

On  petition  r»r  a  road                          (see  bills    "                 83)  162 

In  relation  to  Michigan  road  lands                 (see  J  R  H  R  82)  163 

In  relation  to  Marshall  county                       (see  bilb    "     84)  163 

Oo  petitioa  from  Clark  county                     (8e«  bill*    **    85)  163 
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In  relation  tolhs  boundariss  of  Porter  countj  [see  bills  of  H. 

R.  91J  -  -  -  •  -  .  178 

On  the  char^-es  against  Burr  and  Williams  -  .  17$ 

Organizing  Kosciusko  couuvy  (see  bill  of  H.  R.  92]  18^ 

On  petition  from  Morgnn  for  change  in  a  road        -  -  182 

On  petition  from  Franklin  county  [sec  bills  of  IL  R.  07]  1 83 

On  petition  frcm  Moii'gomery  [see  bill?  of  H.  R.  08]  183 

In  relation  to  Big  Raccoon  [see  billsof  K.  R.  99]  188 

On  petition  from  Dearborn  [see  bills  cf  H,  R.  104]  192 

In  relation  to  fees  and  salaries  [see  bills  of  H,  R,  106]  193 

la  relation  to  town  of  LeavenTTorth     [see  bills  of  R.  R.  106]  193 

In  relation  to  marks  and  brands  [see  b?lls  of  II.  R.  107]  1 94 

Baptist  Education  Society  [sec  bilb  of  H.  R»  iOS]  191 

In  relation  to  a?»rny3  [see  bills  of  H,  R.  1 17]  213 

On  petition  of  John  Stephenson  for  a  lunatic  acjlur.i  213 

On  resolution  in  re!?.tion  to  brands  and  marks         -  •  213 

In  relation  totiie  county  of  Jay  [sec  bills  of  K,  R.  118]  213 

On  petition,  &c.  of  Silns  Bond,  in  relation  (0  a  ro.-i'l  £13 

In  relation  to  Miami  Bridge  company  (^pc  bi'is  of  JI.  R.  127)  237 

In  relation  to  St.  Joseph  Iron  Co.         (see  h'uU  oftl,  R.  128)  23§ 

On  petition  from  Grant  county  (see  bills  of  K.  l\.  129)  23iJ 

On  ipe^ition  from  Cass  county  (see  bills  of  H.  R.  1  SO)  238 

Relief  cf  Elizabeth  Hatfield  (see  bills  cf  H.  R.  131)  238 

In  iclation  to  the  bounty  for  U,  States Rangera  (see  bills  XI.  R. 

132)  ------  238 

On  the  petition  of  Daniel  Harris  -  -  -  240 

On  petition  from  Wayns         -  [see  bills  of  H.  H.  133]  240 

On  petition  from  Washirgton  county  [see  bills  of  H.  H.  134J  242 
lu  relation  to  a  new  county  to  be  called  Brovvn  [see  bills  of  H. 

R.  169]  .....  271 

On  petition  from  Milton-,  Wayne  Co.  [see  bilh  of  H.  R.  170]  271 
On  the  subject  of  stale  road  on  Upper  Wabash  [see  bills  of  H. 

R.  171  and  172]  -  -  -  »  -  2?l 

In  relation  to  Richland  creek         ....  272 

In  relation  to  a  road  in  HamiltoPj&c.  [see  bill  of  K.  R.  173]  272 

On  petition  from  S'vjtzerland  [see  bills  of  H.  II.  tT4]  277 

On  petitions  from  Clay  [see  bills  of  H.  R-  1 75  and  1 76]  277 

In  relation  lo  extending  the  limits  of  (he  corj)oration  -  278 

In  relation  to  a  road  from  Lima,  &c.    [see  bills  of  II.  R.  177]  279 

On  petitition  from  Morgan  [see  bills  cf  H.  R.  178]  273 

On  thft  subject  of  a  road  [see  bills  of  II.  R.  1 34]  290 

In  relation  to  a  n^w  county  out  of  Pa.'ke,  &c.         ■  -  200 

On  petition  for  a  road  [see  bills  of  H.  R.  18*^']  200 

Oo  petition  from  SwitzsrlandCo.        (see  b''ls  cf  ^;.  f?.  IP?)  291 

On  p«^H<!'.>n  from  Mcnrce  [see  bi-Is  -i  H.  R.  ICPl  591 

On  petition  -  -  [oC- "^illr  of  H,  R.  IS?!  £91 

On  petiii-jn  -  -  [see  bi"'^  of  R.  K.  itO]  £31 

On  petition  in  relatioa  to  county  buiioass     [see  bills  of  H.  R. 

SOO]  .  -  -  ^  -  -  296 
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On  petition  from  Marion  county        fsee  bills  of  H.  R.  203j  300 

On  petition  from  FrlarloD  ill  relation  to  roads          -            -  309 

On  jieli(ion  for  roads           ^'[sce  bills  of  II.  R.  203  and  209]  310 

On,  petition  from  Washington  county    [sec  bills  of  11.  R.  219]  322 

'0,^  the  subject  of  .-i  stnte  road  "  [see  bills  of  H.  R.  220]  322 
IncoiporatiiigN.  York  in  Switzerinnd  county  [see  bills  of  IL 

K.  224]           -             -             -             - '          -            -  328 

In  rclruion  (o  eniarging  Warren. county  [see bills  of  H.  R.  226]  328 

On  the  swbji'ct  of  public  executions      [see  bills  of  II.  R.  225]  329 

In  relation  io  a  rond  in  Dei^rborn  county                 -             -  329 

InreialiontoNcuiv.es                             [see  bills  of  H.  R.  233]  335 

Do  pclitinn  Aom  Tippecanoe                [?ee  bills  of  H.  R.  237]  333 

0-1  pelilivon  of  Ann  Jch;:?on,  &c.  [?ec  biih  cf  H.  R.  2.^8]  338 
On  pel i lion  nnJ  remonstraiice  in  relation  to  New  Castle  anil 

Crawfordivillc  load                 ....  34s 

On  pelilion  from  Marion,  &c.  [see  bilh  of  H.  R.  ?47]  349 
As  to  the  line  dividing  Jeilerson  and  Clark  [fee  bills  ol   li. 

R,  254]           -             -             .             -             .             .  3P9 

On  pe'.ition      -             -             -             [see  bills  of  IT.  R.  255]  3fi9 

In  relation  to  the  poor              •             [see  bills  of  H.  R.  256]  370 

On  peliMoo  fvcvn  VVashiii2:ton  county  [=^0  bills  of  II.  R,  264]  381 
On  report  cf  Leavenworth  rail  road  co.  (fee  bills  vCH.  R.  2C5]     "^   381 

On  peruion  from  Owon  cot.inly             [fee  bill^  of  H.  R.  2r>6]  381 

On  p-tiiion  from  JclFcrscnvine,  6ic.  [^cn.  h<\h  of  H.  R.  2G7J  381 

On  subject  of  county  botindaiios          [see  bills  of  H.  R.  2CC]  387 

In  n.Jafio:)  (0  dividing  Dcnrborn  county                   •             -  387 

Or.  pctiiion  frcn-j  Rtrdolph  couiKy       ("see  bills  cf  H.  R.  281)  387 

Onppli'Lion  frnm  W.  M  Muody  and  others  •  .  -  405 
I:j  relation  to  iccording  plat  of  Jamestown  (see  bi!I;j  of  II.  R. 

291)                 -             -             -             -             -             ■■  40S 

Changing  name  of  Cartbage                  (sec  bills  cf  H.  R.  308)  426 

In  rclatioM  to  a  mill  dam  across  While  river             -             •  427 

Appointed  to  wait  on  ths  Governor            -            -            •  486 
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SENATE. 

OrganizatioD  of,  announced  &c          .            .            ,  «  7 

Appoint  a  committee  to  wait  on  Rev.  Mr.  Smith         •  ,  10 

"           "               "          His  excellency  the  Governor  .  10 

Agree  to  go  into  election  of  judges  &;c.          ...  28 

Agree  to  go  into  election  ofjudgeof  4th  circuit         .  ,  32 

Propose  to  go  into  election  of  director  of  State  Bank  .  38 

Request  copy  of  report  on  Wabash     .            .             .  ♦  81 
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Resolve  to  sit  as  a  court  of  impeachment        .            .  •  295 

Announce  their  session  as  a  court      .            .            .  •  312 

Propose  to  adjourn  sine  die                 .             *            .  .  342 

Request  the  House  of  Representatives  to  return  a  message  460 

Appoint  a  committee  to  wait  on  Governor      .             .  .  482 

Inform  the  House  of  a  readiness  to  adjourn                 •  .  48$ 


Propositions  to  elect 
John  Hargrove  elected 


SERGEANT-AT-ARHS. 


6,7 
10 


SHELBY    COUNTY. 

Member  from,  'appears  * 

(Petitions  from») 
Id  relation  to  jurisdiction  of  justices 


412 


SPEAKER. 


Caleb  B.  Smith  elected 
Appeal  from  decision  of  the 
One  appointed  pro  tempore 
Appeal  from  decision  of  the 
Yaledictory  address  of 


5 

184 

294 
458 
486 


SPENCER   COUNTY. 


Member  from,  appears 


(Petitions  from,) 


For  as  act  concerning  a  road 

For  a  roa4  from  Rockport  to  IVasbington 


343 
844 


559 


ITATE   BANK. 

Report  from  several  branches  of  the 
^  Indianapolis  branch 

Senate  propose  to  elect  director  of 

S.  W.  Norris  elected  director  of 

Report  of  Lafayette  branch 
"        Richmond    "        - 
"        Directors  of  - 

"        L^Tfrenceburgh 
"        Comirissioners  of  linking  fund 
"        Committee  in  relation  to 


3(? 

37 

38 

39,40 

44 

48 

48 

50 

152 

152 


ST.   JOSEPH   COUNTY. 


Member  from,  appears 


(Petitions  from,) 


Of  Deniston  and  Morris  for  permission  to  erect  a  mill  dam      •  38 

For  a  road  from  South  Bend  to  state  line  -  -  •  45 
For  the  location  of  a  state  road  from  &c.  to  the  western  line  of 

the  state             -,...-  57 

For  a  rail  road  from  Indianapolis  to  Michigan  City                 -  77 

For  a  state  road         ......  87 

For  a  state  road  from  South  Bend  &c.           •            -            •  87 

For  the  extension  of  the  county  of  Marshall  -  •  ISO 
On  the  subject  of  attaching  Kosciusko  county  to  12ib  branch 

bank  district       -            -            -            -            .            -  138 

Of  Adam  Vinage  and  Gthers              -            -            -            -  139 

On  the  subject  of  roads          •            •            -            -            -  176 

For  the  location  of  the  12th  branch  -  •  -  177 
Onthesubjectof  road  in  Marshal!  county       -            -            -177 

Of  the  St.  Joseph  iron  work  company             -            •            -  225 

For  the  incorporation  of  an  insurance  company          -           >  •  245 

Romonstrance  against  a  new  county               -            •            -^  327 


SULLIVAN  COUNTY. 


Member  from,  appears 


SWITZELAND  COUNTY. 


Member  from,  appears 


{Petitions  from,) 


On  the  subject  of  militia 

For  the  incorporation  of  Vevay  - 

On  the  subject  of  lands  returned  to  school  commissioner 


32 
56 
7S 


559 


For  the  location  of  a  road 

For  a  turnpike  from  Vevaj  to  NajipleoQ 

Of  Fisher  and  Drake 

For  a  turnpike  from  Vevay  to  Nopoleon 

For  an  appropriation  on  the  Mauisoa  road 

Remonstrating  aguinst  a  road 

For  an  extension  of  a  road 

For  the  incorporation  of  New  York 

For  the  location  of  a  road 

In  relation  to  a  turnpike  road 

For  an  appropriation  of  three  per  cent,  fund 

Oa  the  same  subject 


94 

131 
145 
176 
176 
225 
234 
234 
256 
259 
283 
319 


T 


THREB  PER   CENT.  FUND. 


Treasurer's  Report  in  relation  to 
Report  cf  committee  in  relation  to 


Members  from  appear 


TIPPECANOE  COUNTY. 


{Petitions  from .) 


From  directors  of  W.  &  M.  rail  road  company 

Of  L.  A.  Fowler  and  others  for  a  road 

Of  Lewis  Buskirk  for  relief 

In  relation  to  rail  roads       -  •  • 

To  hare  the  name  of  a  town  changed 

TREASURER  OF  STATS. 

Makes  his  annual  report 

Reports  in  relation  to  the  3  per  cent,  fund 

Communication  from,  in  relation  to  fire  engine 

«  "  "      to  non-resident  lands 


56 
132 


27 
139 
233 
259 
326 


36 

56 

121 

259 


Members  from,  appear 


U 

UNION  COUNTY. 

(Petitions  from.) 


For  the  election  cf  a  justice  ©f  the  peace  in  Brownsville 
RenMoatraDces  against  the  same 


61 
319 


560 
V 

VANDERBURGH  COUNTY, 

Member  from,  appears        -  -  .  » .  4 

(Petitions  from.) 

In  relation  to  Smith's  mill  seat  -  •  -  50 

Remonstrance  on  same  subject  -  -  -  60 

Of  Thomas  Barnett  -  -  -  .  169 

VERMILLION  COUNTY. 

One  of  the  members  from,  Mr,  Gardner,  appears  •  4 

Mr.  Cole,  a  member  from,  appears  .  .  50 

{Petitions  from.) 
For  the  location  of  a  state  road  -  ,  -  -  186 

VIGO  COUNTY. 

Member  from,  appears        ....  4 

{Petitions  from,) 

Of  J,  D,  Clark  and  his  father             -               -  -  31 

Of  E,  M.Jones                   -                -                -  .  61 

For  a  road           -                -               .               -  .  169 

On  the  subject  of  the  incorporation  of  Terre-Haute  •  218 

Of  C.  T.  Noble  for  relief                    •               -  -  224 

WABASH  COUNTY, 

Member  from,  sppears        ....  4 

{Petitions  from,) 

For  a  road  from  Lagro  to  Goahen        -  -  •  45 

For  a  road  from  Pattawatomie  mills  to  Fort  Wayne  -  84 

WABASH  RIVER. 

Report  of  commissioner  of  -  -  •  36 

WARREN  COUNTY. 

Member  from,  appears        .  .  -  •  .;4 


561 

(Pelitions  from.) 

For  attaching  part  of  Jasper  county  to  the  county  of  Warren  j  319 

On  the  subject  of  prairie  wolves          .                .  .  388 

WARRICK  COUNTY. 

Member  from,  appears        ....  4 

{Petitions  from.) 

For  the  road  from  Boonville  to  the  Ohio  river  to  be  made  a  state 

road             .                .                .                .  .  38 

For  a  change  in  a  state  road                .                .  .  234 

Of  Owen  Davis  .  .  .  .319 

WASHINGTON  COUNTY. 

Members  from,  appear        -                -                -  -  3 

(Petitions  from.) 

For  a  state  road  from  Livonia  to  intersect  &c.  -  39 

For  power  to  vacate  streets  in  Livonia                -  -  45 

For  an  appropriation  on  the  Albany  and  Vineennes  road  68 

For  a  road  from  Cory  don  to  Livonia                    -  -  87 

On  the  subject  of  roads  and  highways                 -  -  169 

Oa  the  subject  of  a  state  road              -                 -  -  199 

For  the  vacation  of  a  road                    -                  -  -  256 

In  relation  to  a  state  road                      -                 -  -  318 

For  the  survey  of  a  canal  in  said  county              -  -  452 


Members  from  appear 


WAYNE  COUNTY. 


(Petitions  from.) 


Of  Samuel  Talbot  ,  .  „  . 

For  a  road  from  Franklin  to  Muncietown  road 

For  a  road 

For  the  incorporation  ot  Dublin 

Remonstrance  against  change  in  a  road 

For  a  rail  road  from  Dublin  to  Muncietown 

For  a  change  in  the  revenue  law        * 

For  an  act  incorporating  Milton         ^ 

For  the  vacation  of  a  street  in  Washihgton        .  .  234 

!n  relation  to  crime  and  punishment  •  ■  245 

71 


38 
131 
188 
176 
177 
223 
224 
234 


^  ■ '' 

|;    On  the  subject  of  the  revnuc  law  .  ,  264 

f;     On  the  Bubjeet  of  taverni  .  .  .32? 

■  WHITE  COUNTY. 

Member  firozDi  appears       -              -  .  .  4 

WILLIAMS  JESSE  L, 

CommuDication  from          •               -  .  .  31 

Charges  preferred  against                   =.  -  -  83 

Report  of  committee          -              ,  -  -  178 


/ 


